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ABERDEEN, Mp., ADHESIVES-MANUFACTURING PLANT, Nov. 11 
1964. 3:49 

ACETALDEHYDE, FirE AND ExPLosION INVOLVING. 3:56 

ACETYLENE, Fire INvotvinc. 3:56 

ACETYLENE, RELEASED DURING Fire. 4:42 

Acoustica, Ceminc Tire, Comsustiste. See Interior Finish, 
Combustible 

Fire Spread by. 1:43, 46 
ADHESIVES-MANUFACTURING PLANT, FirE INVOLVING: 
Aberdeen, Md., Nov. 11, 1964. 3:49 

Arr-O-FoaM®. 6:19 

Agrosot CANS, BursTING, HINDRANCE TO FirEMEN. 6:52 

Agrosot Cans, Expiosions Invotvinc. 1:45 

Arrosot CONTAINER STORAGE Fire, ALDEN, N.Y., Avs. 7, 
1964. 2:34 

ArErRosot CONTAINERS, FAILURE DURING FIRE. 2:37 

AGA-ApprRoveD DoMESTIC WATER HEATERS. 4:20 

Acep, Care ror, FMA RESOLUTION ON. 5:24 

A1r-CONDITIONING INSULATION, SWRI Investication. 1:29 

Air ConpITIONING SYSTEMS, Fire DAMPERS IN. 4:44 


AIRCRAFT, FirE INVOLVING: 
nr. San Francisco, Calif., June 28, 1965. 6:17 
ArrcrarT OxycEN SysTeM, Fire Invorvinc. 1:76 
Air STRUCTURES AND SUPPLIERS ASSOCIATION. 5:42 
Atr-SuPPORTED STRUCTURES: 
Design of. 5:42 
Fire Experience of. 5:44 
Fire Tests of. 5:43 
Life Safety Requirements. 5:44 
Arr-SUPPORTED STRUCTURES, MINIMUM STANDARD FOR. 5:42 
Arr Wasuinc AS Vapor Dissipation METHOD. 5:7 
AKreMITE. 2:53 
AvarMs, AUTOMATIC, ONTARIO HospITAL REQUIREMENTS. 5:22 
ALARMS, Fase, U.S., CANADIAN Cities. 5:57 
ALARMS, Fire, Wortpwive. 4:33 
ALARMS DELAYED: 
Employees Fought Fire. 1:44; 2:49 
Employees Moved Cars First. 1:45 
Fire in Telephone Exchange. 5:18 
Made Rescue Attempt. 4:47 
No Phone Nearby. 1:44 
Occupants Called Police Department. 2:4 
Telephone Out of Order. 3:49 
Wrong Address Given. 5:47 
AtarMs, NumBer In U.S., CANADIAN Cities. 5:56 
ALASKA OVERRULES STATE FIRE MARSHAL ON CLOSING OF 
Nursinc Home. 4:27 
Atpen, N.Y., AERoson CONTAINER Fire, Avs. 7, 1964. 2:34 
ALLAN Quittinc Co. 1:80 
AMATEUR ROCKETRY EXPLOSIONS: 
Levittown, Pa., April 10, 1965. 5:50 
Minneapolis, Minn., April 19, 1965. 5:50 
See also Rocketry, Model 
AMERICAN CONFERENCE OF GOVERNMENTAL INDUSTRIAL 
Hycienists. 6:97 
AMERICAN INSURANCE ASSOCIATION. 3:32 
Amery, Wisc., PerroLeuM BuLK PLanrt, Fes. 20, 1965. 6:32 
Ammonia Gas, ExpLosions INvotvinc. 3:8 
AMMONIUM NItTRATE-BASE BLASTING AGENTS. 2:52 
AMUSEMENT ParKs, ExPLOSIONS INVOLVING: 
Baltimore, Md., May 31, 1965. 6:52 
Essex, Md., July 4, 1965. 6:52 
ANCHORAGE, ALASKA, PETROLEUM BULK PLANT, JAN. 23, 1965. 4:48 
ANGELES National Forest (Bic Oak Tree), Sept. 10, 1964. 4:39 
ANNAPOLIS, Mp., Dwexuine, Aus. 29, 1964. 2:47 
ANNAPOLIS, Mp., FurNiTuRE STorAGE, Serr. 7, 1964. 1:45 
ANsuL Company, THE. 3:90; 6:18 
ANTOFAGASTA, CHILE, SHip, JAN. 13, 1965. 5:50 
ANTWERP, BELGIUM, CHEMICAL PLANT, JuNE 4, 1964. 1:44 
APARTMENTS, EXPLOSION INVOLVING: 
Kansas City, Mo., Nov. 24, 1964. 3:48 
Lasalle, P.Q., Mar. 1, 1965. 4:48 


APARTMENTS, Fire INVOLVING: 

Cambridge, Mass., March 25, 1965. 5:47 

Chicago, Ill., Nov. 4, 1964. 3:17 

Holyoke, Mass., Nov. 11, 1964. 2:22 

Macon, Ga., July 31, 1964. 2:47 

San Francisco, Calif., March 27, 1965. 5:47 

Troy, N.Y., Jan. 15, 1965. 4:47 

Vienna, Va., July 8, 1964. 3:13 
Apra Harsor, Guam, SHipyarp, Oct. 8, 1964. 3:49 
Arast, La., Sucar Rerinery, Fes. 15, 1965. 5:48 
ARCHITECTS AND BumLpers, For. 1:40; 2:44; 3:44; 4:44; 5:42; 6:44 
ARMED Services ExpLosives SAFETY Boarp, Work Group. 4:21 
Arson, LEGISLATION AGAINST. 3:32 See also Incendiary Fires 
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Arson Pusticity, DANGER or. 1:30 

ASA, NFPA STANDARDS TO BE SUBMITTED TO. 5:54 

ASPHALT, Fire INVOLVING. 4:47 

ASSOCIATION OF AMERICAN RalLRoaps. 5:36 

ATMOSPHERIC Pressures, Hicu, Errect oN Buxninec Rate. 6:11 
Attics, Fire Prorection ror. 6:40 

Attics, Unpivinep, Fire Spreap THROUGH. 3:48; 5:48 


Auck, D. 3:89 

Autt, W. E. 4:12; 5:95 , 

Austin, Tex., TyPEWRITER SALES AND REPAIR SHop, Oct. 23, 1965. 
4:50 

AUSTRALIA, Fire Losses 1n. 5:87 

AUSTRALIAN Fire PrRoTectTIONn ASSOCIATION. 5:87 

‘*‘AUTOMATIC’’ SPRINKLER CORPORATION OF AMERICA. 4:12 

AUTOMATIC SPRINKLER PERFORMANCE TABLES, 1965 Epition. 4:56 

AUTOMATION, EFFECT ON CHEMICAL PLANT PROTECTION. 5:5 

AvuTOMOBILE REPAIR SHOP, Fire INVOLVING: 


Bellflower, Calif., June 14, 1965. 6:50 
AYLMER, OntT., LP-Gas Transport Truck, Fes. 26, 1965. 5:8 
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Bascock, C. I. 1:39; 2:42; 4:24 

Baker, W. J. 1:3 

Battrmore, Mp., AMUSEMENT Park, May 31, 1965. 6:52 
Battrmore, Mp., Cuemicat Prant, Oct. 12, 1964. 3:50 
Battrmore, Mp., FirE PREVENTION ProGRAM. 2:43 

Barces, TRANSPORTATION OF HAZARDOUS MATERIALS ON. 2:28 
BARNSTABLE, MAss., Nursinc Home, June 2, 1964. 1:44 
Baton Rousse, La., ScHoor, Fes. 5, 1965. 5:49 

Batteries, NATIONAL ELEcTRICAL Cope REQUIREMENTS FOR. 5:41 
Batteries, NicKeL-CapMiIuM, CHARGING OF. 5:41 

BATTERY CHARGING Rooms, VENTING FoR, 5:41 


Battie, B, P. 3:32 
Baumueter, E. F. 3:32 
Beacon Arms Hore Fire (Ottawa). 2:32 
Beppinc Icnit1ion, Tests oF. 3:9 
Beprorp, Pa., Fireworks Expiosion, Aue. 29, 1964. 2:50 
BetirLower, Cauir., Auto Repair SHop, June 14, 1965. 6:50 
BippEForD, MAINE, SAWMILL, Sepr, 2, 1964. 2:49 
BIMONTHLY Fire Recorp. 1:43; 2:47; 3:47; 4:47; 5:47; 6:49 
Birps, AS CAusE OF Fire, 1:10 
Biastinc AGENTS: History, Hazarps, AND Protection. 2:52 
BLAsTING AGENTS, STORAGE OF. 2:55 
BrLastinc AGENTS, TRANSPORTATION OF. 2:56 
BLOOMINGTON, MINN., DweLuinc, Serr. 16, 1964. 2:47 
Boarp oF Directors. See NFPA 
Bonp, H. 2:25, 29; 3:88; 4:52 
Bonpinc, NATIONAL ELECTRICAL Cope REQUIREMENTS. 5:38 
Bonpinc or Metat Sipinc. 5:40 
Booreccinc OF Fireworks. 4:7 
Boston, Mass., Nursinc Home, Marcu 27, 1965. 5:48 
Boston, MaAss., Suip, JuNE 29, 1965. 6:51 
Boston, Mass., VacANT Burtpinc, Oct. 12, 1963. 1:6 
Boston, MAss., VACANT Burtpinc, Oct. 1, 1964. 1:6, 46 
Boston Fire DEPARTMENT WASTEBASKET Tests. 4:90 
Bow tno ALLEY, Fire INVOLVING: 
Northvale, N.J., March 21, 1965. 5:47 
Bow inc ALLEYS, Fire Prorection Survey or. 2:43 
Branson, Mo., Perroteum Buk Pant, Nov. 18, 1964. 4:9 
BREATHING APPARATUS, INSUFFICIENT NUMBER OF. 3:49 
BREATHING APPARATUS, SELF-CONTAINED, LIMITATIONS OF. 4:25 
BritisH Joint Fire RESEARCH ORGANIZATION. 1:81 
Brock, O. C. 3:95 
Brookiyn, N.Y., SHipyarp, JUNE 11, 1965. 6:51 
BROOKLYN, N.Y., Vacant Burtpine, Sept. 24, 1951. 1:5 
Brooktyn, N.Y., Vacant Burtpine, Oct. 13, 1953. 1:6 
Buopee, P. 1:81; 2:10, 89; 3:56; 4:85; 5:95; 6:62 
Burtpinc Cones, Foreicn. 4:85 
Buitp1nc Copes, PERFORMANCE-TyPE. 3:52 
BurLpiInc UNDER CONSTRUCTION, FIRE INVOLVING: 
Portsmouth, Va., Nov. 5, 1964. 4:47 
Tokyo, Japan, April 10, 1965. 6:52 
Bumopinc Fires, Secectep U.S. Cities. 2:41 
Buitpinc Fires, U.S., 1964. 5:31 
Buixpine Fires, U.S. anp CanapiAn Citigs. 5:56 
Bumtpinc Materiats, Fire Tests or. 3:53 
Buritpinc MATERIALS, FLAME SpreAD TEST oF. 3:44 
Burtpinc OrriciaL Looxs AT Fire Tests, Tue. 3:52 
BuILDINGS UNDER DEMOLITION, ANNUAL RatE oF. 2:30 
Buitpincs, HicH-Rise, STANDPIPES FoR, 5:29 
Bu tk PLANT, PETROLEUM, FirE INVOLVING: 
Amery, Wisc., Feb. 20, 1965. 6:32 
Anchorage, Alaska, Jan. 23, 1965. 4:48 
Branson, Mo., Nov. 18, 1964. 4:9 
Bureau or Mines, 2:52 
Bureau OF MINES Coat Fire SuppRESSION PROGRAM. 1:15 
BuRLINGTON Buitpinc Fire, Cuicaco, Ivi., Marcu 15, 1922. 1:17 
Burnino Rate, Errect oF HicH ATMOSPHERIC PRESSURES ON. 6:10 
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Cases, TELEPHONE, ON RAcKS, Fire INvotvinc. 5:16 
Cases, UNDERGROUND, Fire INVOLviNc. 4:55 
Camerince, MaAss., APARTMENT, MarcH 25, 1965. 5:47 
Campripce, Mass., WAREHOUSE, JULY 15, 1965. 6:12 
Canapa, Fire Recorp or Cities 1N. 5:56 
CANADIAN NATIONAL RESEARCH CoUNCIL, Division OF BUILDING 
Researcu. 1:81 
CanpLes, Cuurcu Fires Causep sy. 4:22 
CarpsoarD ForMs For Concrete, Fire Hazarp or. 3:85 
Care For THE AGED, FMA RESOLUTION ON. 5:24 
Cars ess SMOKING, Frre Causep By. 4:48; 6:49, 51 
Caves, Free, U.S., 1n 1964. 5:31 
Cepar Ravers, Iowa, REQUIREMENT OF SPRINKLERS IN NURSING 
Homes. 3:32 
CerLinc, Freersoarp, Fire Spreap By. 6:51 
Ceitinc OPENINGS, REQUIREMENTS FOR, 2:19 
Ce1tine Spaces, Fire Protection or. 6:39 
Cemincs, Metat, HAMPERED FirE DEPARTMENT Access. 4:50 
CHALLENGE To Become BETTER Known, A, Eprroriav. 6:3 
Cuanoter, L. T. 1:11 
Cuarveror, Pa., Grass PLANT, Marcu 3, 1965 
Crareror, PA., WAREHOUSE, May 27, 1965. 6:52 
CHARLESTON, W. VA., Grocery WAREHOUSE, Sept. 7, 1964. 1:45 
CHEMICAL ATMOSPHERES, ELECTRICAL EQUIPMENT For. 3:88 
CHEMICAL PLant Loss Trenns, 5:5 
CuHemIcAL PLAnts, Fires INVOLVING: 
Antwerp, Belgium, June 4, 1964. 1:44 
Baltimore, Md., Oct. 12, 1964. 3:50 
Greensboro, N.C., Sept. 23, 1964. 1:50 
Hagerstown, Md., April 30, 1965. 6 
Hanford, Wash., Nov. 6, 1963. 2:25 
Hatboro, Pa., Sept. 12, 1964. 1:44 
Shawinigan, P.Q., June 27, 1964. 3:56 
So. Charleston, W. Va., Tan. 16, 1965. 4:50 
Texas City, Tex., June 7, 1965. 6:50 
West Waterford, N.Y., Jan. 24, 1965. 4:49 
Cuemicat PLants (OutTsme), ELectRicAL EQUIPMENT IN. 3:30 
CHEMICAL PLANTS, Types OF LosseEs. 5:5 
CHEMICAL Process Fires, PLANNING FoR. 2:25 
CHEMICAL SPECIALTIES MANUFACTURERS ASSOCIATION, ING. 2:35 
CHEMICALS, DisposaL oF Otp, 2:30 
Cuerry Bomes (Fireworks), CAUSE oF INjurtEs. 3:14 
Cuicaco, Itt., APARTMENT, Nov. 4, 1964. 3:17 
Cuicaco, Itt., Horer, June 5, 1946. 6:39 
Cuicaco, Iti., Orrick Burtpinc, Marcu 15, 1922. 1:17 
Cuicaco, Iti., WAREHOUSE, Dec. 28, 1964. 4:48 
Curcaco Fire DEPARTMENT SALVAGE Work. 5:28 
CHILDREN AND Matcues, Fires Causep sy. 1:7, 43; 5:47 
CHLORINATION REACTION, CAUSE OF Fire. 3:50 
CuristMas Trees, Fires Invoivinc, 1964. 5:57 


Cuurcn Fire Sarety, BALTIMORE, Mp., ProcraM For. 2:43 
Cuurcu Sociat Hairs, Fires Invotvinc: 
Baltimore, Md., Dec. 6,+1944. 4:23 
San Francisco, Calif., May 23, 1964. 4:23 
CuHurRcHES, Fire DetTecTION SYSTEMS IN. 4:22 
CuurcHes, Fire Recorp or. 4:22 
Cuurcues, Fires INVOLVING: 


Fullerton, Calif., Sept. 27, 1964. 1:43 

Hamburg, Germany, 1906 (St. Michael’s). 4:33 
CHurcHES, SPRINKLER PERFORMANCE IN. 4:22 
CicaretTes, Bru’s Per Pounp. 3:9 
CicarettTes, IGNITION OF BEDDING By, TESTS OF. 3:9 
Civir Derense (U.S.), JURISDICTION TRANSFERRED. 2:11 
Crass B Doors, TEMPERATURE RATINGS OF. 2:19 
CLotHes Dryers. 2:47 
CLoTHING, FLAMMABILITY OF. 1:41 
Coat Fierp Fires, 1:15 
Corp Storace Prants, See also Warehouses 

Fire Record of. 3:27 
CortumpiA, TENN., VACANT BuiLpinc, JUNE 11, 1960. 1:6 
CoLuMNiNG MINIMIZED BY LOW-DIFFERENTIAL Dry-Prpe Vatves. 4:13 
CompustisLe CONSTRUCTION OF TRAIN, FACTOR IN FATAL Fire. 4:49 
ComBustTis_e INTERIOR FINISH, FIRE SPREAD BY: 

Wood Paneling. 6:49 
COMMUNICATIONS, EMERGENCY, FOLLOWING TELEPHONE EXCHANGE 

Fire. 5:18 

Communications, TELEPHONE, DisrupTeD BY Fire. 5:18 
Comparative LEVELS OF MUNICIPAL FirE-FIGHTING SERVICE. 4:17 
Compton, CauiF., METALWORKING PLANT, JuLy 10, 1964. 2:48 
ConcEALED CEILING SPACE, Fire SPREAD THROUGH. 4:50 
CONCEALED SPACES: 

Automatic Fire Detection in. 6:43 

Created by Renovation. 6:43 

Noncombustible Insulation for. 6:43 
ConcEALeEp Spaces, Size Limits 1n Buitpine Exits Cope. 6:41 
CONCEALED SPACES, UNSPRINKLERED, FIRE SPREAD THROUGH. 3:48 
Concrete, PRESTRESSED, Fire Tests oF. 3:54 
CoNFLAGRATIONS: 

Auburn, Maine, 1933. 4:29 

















Lebanon, N.H., June 19, 1964. 1:5 

Motomachi, Japan, Jan. 11, 1965. 4:50 

San Francisco, 1906. 4:29 
CONFLAGRATIONS, EvROPEAN. 4:30 
CoNSTRUCTION Forms, CARDBOARD. 3:85 
CONSTRUCTION TYPES: 

Fire-Resistive: 

Fire Involving. 5:48 
Unprotected Steel: 
Failure during Fire. 5:49 

ConTAINERS, AEROSOL, FAILURE DURING Fire. 2:37 
Cooxsook ENGINEERS. 5:94 
Cork Dust, ExpLosion INvotvinc. 3:49 
Cornetius, N.C., Prastics Prant, Aus. 25, 1964. 2:49 
Correction, Fires AND Fire Losses CiassiFiep, 1964. 6:97 
Cotron Mint, Hevena, Ark., Oct. 11, 1964. 3:49 
Country Cius, Fire INVOLVING: 

Tucson, Ariz., Sept. 28, 1964. 3:47 
Covina, Cauir., EDUCATION REQUIREMENTS FOR FiREMEN. 2:27 
CrANE, ConstrucTION, Usep To Lirr Fire DEPARTMENT Hose. 4:47 
CrEAMERY, Fire INVOLVING: 

Paris, Texas, May 18, 1964. 2:48 
Criticauity INcIwENT. 4:24 
Curtain Boarvs, Lack or, Fire SPREAD DUE TO. 4:42 
Cuttine Torctiss. See Welding and Cutting 
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Dattas, Texas, DEPARTMENT STORE, Dec. 19, 1964. 3:5 
Datas, Tex., Vacant Burtpinc, Nov. 8, 1953. 1:7 
Damon, G. H. 2:52 
Dampers, Fire, iN Air-Conpitioninc Ducts. 4:44 
Deatus, Fire. See Fatalities 
Decats, HAzArp IDENTIFICATION SYSTEM. 6:24 
Detayep DISCOVERY: 
Factor in Church Fires. 4:22 
No Attendant on Duty. 4:47 
Deuce Systems: 
Protection of Blasting Agents. 2:55 
Denver, Coro., VAcANT Burtpinc, May 2, 1961. 1:7, 9 
DEPARTMENT STORE, Fire INVOLVING: 
Dallas, Tex., Dec. 19, 1964. 6:59 
DetEcTION SYSTEM, FIRE, AUTOMATIC: 
Spot-Type, Fixed-Temperature, Satisfactory Performance. 3:48 
Detection SysTeM, Fire, AUTOMATIC, SATISFACTORY PERFORMANCE. 
4:47 
DETECTION SYSTEM, Fire, RATE-OF-RISE: 
Satisfactory Performance. 3:28 
DetecTION Systems, FirE, AUTOMATIC, FOR THE Home. 1:11 
DETECTION SYSTEMS, Fire, AUTOMATIC: INFRARED. 2:85 
Satisfactory Performance. 2:48 
Detection Systems, Fire, CHurcH INSTALLATIONS. 4:22 
Derection SysTEMS, Fire, PERFORMANCE IN Larce-Loss Fires. 3:19 
Detrorr, Micu., Horet, May 21, 1965. 6:49 
Detroit, Micu., REFiNery, Fes. 17, 1965. 5:49 
Detroit, Micu., VACANT Burtpinc, Apr. 10, 1963. 1:7 
Dixes, Lack or, Factor iN FLAMMABLE Liguips Fire Spreap. 4:11 
Drxes, Lack or, RESPONSIBLE FOR FLAMMABLE LiQquips Fire Spreap. 
6:32 
DIkETENE, Fire INvotvinc. 4:50 
DrkING OF FLAMMABLE Liguins StorAceE TANKS Not REQUIRED IN 
Montana. 4:26 
DISADVANTAGES OF COMBINED MUNICIPAL INSPECTION DEPARTMENTS, 
Tue. 6:26 
Discovery, Detayep, iN Larce-Loss Fires. 3:19 
District or CotumBiA FirEworKS REGULATIONS. 4:7 
Divinc Cuamper. See Hyperbaric Chamber 
Divinc CHamser. Fire INVOLVING: 
Washington, .D.C., Feb. 16, 1965. 6:5 
Dix, K. 3:89 
Does Factory INSPECTION STAND BEHIND YouR Fire Door LaBeL? 
6:54 
Doors: 
Wired Glass in, Ineffective. 1:17 
Doors, Fire: 
Ineffective. 1:43 
Three-hour Rating. 1:80 
Doors, Sorip-Core Woopen, Factor In Fire. 5:48 
Doors, Stairway: 
Blocked Open. 2:32 
Dormitory, CoLiese, Fire INVOLVING: 
Stillwater, Okla., Oct. 29 and 30, 1964. 2:47 
Doyie, WittiaM H. 5:5 
Drart Curtains. See Curtain Boards 
DRraPERIES, COMBUSTIBLE, FIRE SPREAD BY. 4:48 
Dry Cuemicat-Compatis_e Foam. 6:18 
Drum Heater, Fire Causep sy. 3:49 
Drums, FLAMMABLE Liguips, Fire INvoLvinc. 2:34 
Drums, Rupture puRING Fire. 2:36 
Dryers, Fires CAusep By OR INVOLVING: 
Clothes. 2:47 











Ducts, KitcHeN ExHaustT, Fire SPREAD THROUGH. 4:50; 5:27, 47 
Duke, T. Seppon. 2:3; 6:57 
Dust ExPLosions: 
Cork Dust. 3:49 
Grain Dust. 5:49 
Sugar Dust. 5:49 
DweELLinc, SEASONAL, Fire INVOLVING: 
nr. Bossier City, La., Aug. 14, 1964. 1:44 
DweELLIncs: 
Fatal Fires in 1964. 1:41 
Dwetuincs, Fire Detection SysTeMS For. 1:11 
Dwet.incs, Fires INVOLVING: 
Annapolis, Md., Aug. 29, 1964. 2:47 
Bloomington, Minn., Sept. 16, 1964. 2:47 
Edmonton, Alta., Aug. 18, 1964. 1:43 
Edmonton, Alta., Nov. 5, 1964. 3:48 
Fairfield, N.J., May 6, 1965. 6:49 
Greenwich, Conn., May 14, 1965. 6:49 
Kasota, Minn., Sept. 12, 1964. 1:43 
Little Rock, Ark., Jan. 24, 1965. 4:48 
Pasadena, Calif., Oct. 5, 1964. 1:48 
nr. Society Hill, $.C., Feb. 22, 1964. 3:17 
nr. Wabamun, Alta., June 18, 1965. 6:50 
Warren, Mich., Dec. 19, 1964. 4:48 


E 


EARTHQUAKES, Fires Causep By. 2:14 
East Rocuester, N.Y., Paper Mitt, Jan. 23, 1965. 4:49 
Economics or AUTOMATIC SPRINKLER SYSTEMS, THE. 6:57 
EDITORIAL: 

A Challenge to Become Better Known. 6:3 

Dedication. 2:3 

Fire Prevention Year. 5:3 

Fire Safety Rests on Education. 4:3 

A Means to an End. 3:3 

A Useful Tool. 1:3 
EpMONTON, AtTA., DwELLinc, Aus. 18, 1964. 1:43 
EpmMonTon, ALTA., DwELttnc, Nov. 5, 1964. 3:48 
EpMonTon, ALTA., Hospitat, Sept. 3, 1964. 1:44 
EpucaTion, Key to INpustriaL Loss PRrevENTION. 6:34 
EpucaTion, ImporTANT Part OF CHEMICAL PLANT PROTECTION. 5:5 
Exectric Fences, AS Fire Cause. 1:77 
ELectTricAL EQUIPMENT, FOR CHEMICAL ATMOSPHERES. 3:88 
ELECTRICAL EQUIPMENT, Fire Cavusep By. 4:48 
ELEcTRICAL EQUIPMENT, INTRINSICALLY SAFE. 3:30 
ELECTRICAL EQUIPMENT, PuRGED AND PRESSURIZED. 3:31 
ELECTRICAL FIRES: 

Equipment, Caused by. 2:49 

Defective Ballast. 6:50 
Grinding Equipment in Hazardous Area. 6:50 

Investigation of Causes. 4:26 

Nonexplosionproof Refrigerator. 2:50 

Television Set. 6:49 

Wiring, Caused by. 4:22, 48, 49; 5:16; 6:49, 52 
ELEVATORS : 

For Fire Department Use. 2:30 
ELevators SToppep BY Fire. 6:49 
Etttson, R. H. 3:32 
EMERGENCY VENTING FOR UNDERGROUND BuILpINcs. 4:52 
EMPLOYEE Error, Fire Cause. 6:50 
EmpLoyees, INDUSTRIAL, EpucaTING. 6:37 
ENGINEERING Drawincs, DAMAGED By WATER. 4:48 
ENGINEERS, Cooxsook. 5:94 
Epoxy Resin, IcniT10n oF. 3:49 
EscaLator OPENINGS, FIRE SPREAD THROUGH. 3:7 
Escatators As Exits. 4:88; 5:95; 6:96 
Essex, Mp., AMUSEMENT ParK, Jury 4, 1965. 6:52 
ETHYLENE GLYCOL AS ExTINGUISHER ANTIFREEZE. 1:87 
ETHYLENE Oxipe, Fires or Exptosions INVOLVING. 1:44 
Evucene, Orec., ScHOoL, June 19, 1965. 6:51 
EvacuaTION, AIRCRAFT Dritt, 2:29 
EVACUATION, EMERGENCY, DURING FIRE: 

Successful. 1:22 

Unsuccessful. 2:6 
Evacuation, Hospitar, PLAN For. 3:29 
Evacuation, Hospita, SAFE. 4:47 
EvacuaTIon, INDUSTRIAL PLANT. 2:37 
EvacuaTion, SAFE: 

Hospital. 2:50; 3:28 
ExHAust Systems, KITCHEN. 1:34 
Exit REQUIREMENTS, Buripinos, U.S.S.R. 3:39 
Exit, WHAT IS AN? 6:44 
Exits, Escanators as. 4:88; 3:49; 5:95 
Exits, INADEQUATE: 

Fatalities Caused by. 1:48; 2:23, 32 

Windows Blocked by Air Conditioner. 1:44 
Exits For UNDERGROUND Burtpines. 4:52 
EXPLOSIONS: 

Acetaldehyde, Fatal. 3:56 


Ammonia Gas. 3:8 

Amateur Rocketry. 5:50 

Chemical Reaction. 1:50 

Cork Dust. 3:49 

Diketene Vapors. 4:50 

Ether and Methanol 2:50 

Fatal. 4:48, 49; 5:49; 6:50 

Fatal, Ethylene Oxide. 1:44 

Fatal, Fire Gas. 1:10 

FIA Chemical Plant Experience. 5:5 

Fireworks. 6:52 

Flammable Liquids. 2:50, 58; 3:49 

Flammable Vapors (Alcohol). 1:44 

Gas. 4:49 

Grain Dust. 5:49 

Homemade Rocket. 5:50 

LP-Gas 5:8; 6:50 

Magnesium Scrap. 2:48 

Natural Gas. 2:47; 3:48; 4:48, 49 

Solvent Vapors. 5:49 

Sugar Dust. 5:49 

Vacant Buildings. 1:10 

Vinyl Chloride. 6:50 
Exp.osives SAFETY BoaRrp WorK Group, ARMED SERVICES. 4:2() 
Exposure Fires, SOME SIGNIFICANT. By D. Pingree. 1:17 
Exposure PRroTEcTION, COMMITTEE STupy oF. 3:89 
EXTINGUISHERS: 

Antifreeze Solution for. 1:87 

Carbon Dioxide, Hydrostatic Test. 1:87 

Dry Chemical, Hydrostatic Test. 1:87 

Vaporizing Liquid, Regulations for. 1:87 
EXTINGUISHERS, ]NEFFECTIVE: 

Fire Too Far Advanced. 6:51 
EXTINGUISHERS, PERFORMANCE SuRVEY. 2:91 


F 


Factory INSPECTION, A FEATURE OF UL LasBeinc Service. 6:54 
Factory INsuRANCE AssociATION. 5:5 
FarrFietp, N.J., Dwetiinc, May 6, 1965. 6:49 
Fans, ExuHaust, Fire Spreap sy. 4:42 
FarM Fire Sarety. 1:41 
Fatav Fires 1n 1964. 3:17, 19 
FaTAuities, Fire: 
Asphyxiation. 2:33, 47; 4:47; 5:47, 48; 6:49 
Autopsy Important in. 1:31 
Burned. 4:49; 6:50 
Children Playing with Gasoline. 1:46 
Children, Unattended. 2:10 
Dwelling Fires, 1964. 1:41 
~ Explosion, Caused by. 1:10, 44; 2:48, 58; 4:48; 5:49; 6:50 
Falling Wall, Caused by. 1:5, 10, 46 
- Firemen. 1:5, 6, 10, 45, 46, 49; 4:47 
Fireworks, Caused by. 3:13 
Invalids, Unattended. 4:47 
Jumped from Burning Train. 4:49 
Kerosine Vapor Explosion, Caused by. 1:44 
- Multiple, 1964. 3:17, 19 
Panic, Caused by. 1:49 
Smoke Inhalation. 3:28 
Spray of Flaming Oil. 6:51 


Trapped in Burning Building. 1:5, 7, 10, 44, 48; 2:5, 10, 22, 


32; 4:47, 48; 5:47; 6:39 
Trapped in Burning Dwelling. 1:43, 49; 3:17; 6:32, 49 
Trapped on Burning Ship. 2:13 
Trspped in Burning «'rain. 4:49 
Trapped in Vehicle. 2:58 
Trapped in Vessel. 3:49; 5:50 
FEDERATION OF BritisH Fire OrGANiIZzATIONS,. 1:81; 2:89; 6:62 
Fisersoarp, ComBustiB.e. See Interior Finish 
Fits: 
Clothing Can Burn. 1:41 
Fighting Tank Fires with Water. 1:28 
Help Prevent Fires. 1:81 
Tank Vehicle Fire Fighting. 1:28 
FINLEYVILLE, Pa., Fire Apparatus, Sepr. 13, 1964. 1:46 
Fire APPARATUS, Fire INVOLVING: 
Finleyville, Pa., Sept. 13, 1964. 1:46 
Fire BEHAVIOR AND PROTECTION IN HyPERBARIC CHAMBERS. 6:8 
Fire BEHIND THE WALLS. 6:39 
Fire CoLiece, GRAVENHURST, ONT. 3:32 
Fire Companies, DistRIBuTION oF. 2:39 
Fire Creates COMMUNICATIONS EMERGENCY. 5:16 
Fire Dampers. See Dampers, Fire 
Fire DEPARTMENT: 
College Training Requirements. 2:27 
Good Pre-Fire Planning. 3:49 
Lack of Pre-Fire Planning. 3:49 
Planning for Industrial Fires. 1:27 
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Respiratory Protective Equipment Experience. 3:88 
Sprinkler Connection Not Used. 2:49 
Teen-Age. 1:46 
Transition to Full-Paid. 1:26 
- Undermanned. 2:11 
- United States. 1:26 
Fire DEPARTMENT ACCESS HAMPERED BY LACK OF ELEVATOR. 4:47 
Fire DEPARTMENT ACCESS HAMPERED BY METAL CEILINGcs. 4:50 
Fire DEPARTMENT APPARATUS ACCIDENT. 1:46 
Fire DEPARTMENT EQUIPMENT, TRUCK ComMpANy Dericiency. 4:19 
Fire DEPARTMENT, HAMPERED BY ExpLopinc AEROSOL Cans. 1:45 
Fire DEPARTMENT, HAMPERED BY LAcK oF Access. 1:45 
Fire DEPARTMENT HAMPERED BY LACK OF WaTER. 4:49, 50 
Fire DEPARTMENT HAMPERED BY PARTITIONS. 3:7 
Fire DEPARTMENT INSPECTIONS. 1:36; 6:26 
Fire DEPARTMENT INSTRUCTORS CONFERENCE, 37TH ANNUAL. 4:20 
Fire DEPARTMENT MANPOWER, EVALUATION OF. 4:17 
Fire DEPARTMENT MANPOWER, WorRLDWIDE. 4:36 
Fire DEPARTMENT OPERATIONS: 
Hampered by Lack of Wall Openings. 5:18 
Mutual Aid Satisfactory. 5:10 
Response Delayed, Wrong Address. 5:47 
Fire DEPARTMENT OPERATIONS, EFFICIENCY OF. 4:36 
Fire DEPARTMENT OPERATIONS HAMPERED: 
Bursting Aerosol Cans. 6:52 
Did Not Connect to Sprinkler Connection. 6:16 
Lack of Access to Ship. 6:51 
Lack of Wall Openings. 6:52 
Lack of Water. 6:50 
Street Main Shut Off for Repairs. 6:16 
Fire DEPARTMENT PusLic RELATIONS, HANFoRD, CALIF. 2:26 
Fire DEPARTMENTS: 
Italy. 4:32 
Japan. 4:32 
New Zealand. 5.87 
United Kingdom. 4:32 
United States. 4:32 
West Germany. 4:32 
Fire DEPARTMENTS, PRE-FirE PLAN Nor FoLtowep. 4:42 
Fire Detection Devices, Location or. 3:89 
Fire DeTecTion SYSTEMS FOR THE HOME: THE ELECTRICAL INDUSTRY'S 
View. By L. T. Chandler. 1:11 
Fire Door Biockep OPEN. 4:49 
Fire Door Laset, Does Factory INSPECTION STAND BEHIND YOUR? 
6:54 
Fire Door, SatisFAcTORY PERFORMANCE, 3:49 
Fire Doors, UNSATISFACTORY PERFORMANCE: 
Held Open by Fusible Link. 3:17 
Fire Dritts: 
Hospital. 2:50 
School. 2:30 
Fire Escare: 
Not Used. 2:6 
Fire FicHters HAMPERED BY BurstiING AgERosoL CANs. 6:52 
Fire Fighters HAMPERED By LACK oF AccEss TO SHIP. 6:51 
Fire Fighters HAMPERED BY LACK OF WALL OPENINGS. 6:52 
Fire Fighters Hamperrp sy Lack or Water. 6:50 
Fire-FicHtiInc HAMPERED BY DENSE Foc. 3:48 
Fire-FiGHtTiING HAMPERED BY LACK OF WALL OPENINGS. 3:47 
Fire-FicHTING HAMPERED By LacK oF WATER. 3:47 
FirE-FiGHTING SERVICE, MUNICIPAL, COMPARATIVE LEVELS OF. 4:17 
FirE-FIGHTING IN UNDERGROUND BUILDINGS, ProBLeMs oF. 4:52 
Fire iN Fiicut — No Casvatties. 6:17 
Fire iN A Hypersaric CHAMBER. 6:5 
FIRE JOURNAL, Comments on. 3:94 
Fire Loss Estimates, U.S., 1964. 2:10 
Fire Loss Estimates, U.S.S.R., 1963. 3:36 
Fire Loss Trenps, U.S. 1:14 
Fire Losses, Wortpwive TRENDS. 4:28 
Fire AND Marine INSURANCE RATING ASSOCIATION OF JAPAN. 2:14 
Fire MARSHALS ASSOCIATION OF NorTH AMERICA. 1:29 
1965 Annual Meeting. 5:24 
1965 Resolutions: 
Arson Control. 5:25 
Care for the Aged. 5:24 
Fireworks. 5:40 
Flammable Liquids Tanks. 5:40 
Model Rocketry. 5:24 
Fire MarsHats on Duty. 1:30; 2:30; 3:32; 4:26; 5:24; 6:28 
Fire Marsnats, Duties or. 2:30 
Frre MARSHAL’s PROBLEMS WITH Fire Test Data, A. 2:18 
Fire Marsnwats, State, OrFices CREATED: 
Idaho. 6:28 
Nevada. 6:28 
Oklahoma. 6:28 
Fire PrevenTION. 4:21 
Fire PrRevenTION Contest, Fiast. 5:3 
Frere PreveNTION, BALTIMORE, Mp., PROGRAM FOR. 2:43 
Fire Prevention Contest, NFPA, 1964, Resutts. 2:12 
Fire Prorection DEVELOPMENTS IN 1964. 2:10 





Fire PREVENTION: 
Industrial Plant Program. 3:29; 6:34 
Fire PrReEvENTION EDUCATION: 
Chemical Laboratory Posters. 3:43 
Hutchinson, Kansas, Program. 3:43 
In the U.S.S.R. 3:40 
Walt Disney Study Prints. 3:43 
Fire PREVENTION SyMBOL. 5:45 
Fire PrReveNTION WEEK, First. 5:3 
Fire PREVENTION YEAR, EpitoriAL. 5:3 
Fire Protection, TWENTIETH-CENTURY. 4:28 
Fire PROTECTION ARTICLES, BIBLIOGRAPHY OF. 4:43 
Fire PROTECTION SERVICES IN THE U.S.S.R. 3:33 
Fire Protection WHERE THERE Was None. By E. J. Reilly. 1:32 
Fire Pumps, Automatic, Stow Start or. 6:50 
Fire Recorp or Cities, 1964. 5:56 
Fire ResearcH, NFPA Committee Rote Nn. 3:88 
Fire RESEARCH, Stupy oF NFPA Activities 1Nn. 3:23 
Fire Researcu, nN U.S.S.R. 3:37 
Fire RESEARCH INSTITUTE OF JAPAN. 1:81 
Fire Researcu STATION (BorEHAM Woop). 5:95 
Fire-REsisTaANT FiLums, RECOMMENDED PRACTICE FOR USE oF. 6:23 
Frre-REsistivE Bur_pines, Fire INvotvinc. 5:16, 48 
Fire Service, For THE. 1:26; 2:26; 3:28; 4:25; 5:28; 6:26 
Fire Sarety DesicN STANDARD, HospitaL, ONTARIO. 5:21 
Fire Sarety Rests oN Epucation, EpiroriaAr. 4:3 
Fire Sarety, Stupy Prints. 3:43 
Fire Service, For THE. 1:26; 2:26; 3:28; 4:25; 5:28; 6:26 
Fire STATISTICS: 
Australia. 5:87 
Canada. 5:56 
New Zealand. 5:87 
United States. 5:56 
U.S.S.R. 5:94 
Fire STATISTICS, INTERNATIONAL, 1964. 6:61 
Fires, No. rn U.S., Canapian Cities. 5:56 
Fires AND Fixe Losses Crassiriep, 1964. 5:31 
Fires AND Fire Losses CiassirFiep, 1964, Correction. 6:97 
FirESTONE INDUSTRIAL Propucts ComMPANY, OFF-THE-JOB SAFETY 


Procram. 3:43 
FIRESTOPPING WITHIN WALLS AND CEILINGS. 6:40 
Fire Tests: 
Extrapolation of. 2:20 - 


Field Testing. 2:21 
Fire Marshal’s Problems with. 2:18 
Re-examination Service. 2:20 
Small-Scale. 2:20 
FIREWORKS: 
Cracker Balls. 6:29 
Seattle, Wash., Experience. 6:29 
FIREWORKS, BOOTLEGGING OF. 4:7 
Fireworks Casua ties. 3:13 
Fireworks ContROL LEGISLATION: 
U.S. Code, Title 18, Section 836. 4:8 
Fireworks Disptays, EXPLOSIONS AT: 
Baltimore, Md., May 31, 1965. 6:52 
Essex, Md., July 4, 1965. 6:52 
FiREWORKS, LXPLOSION INVOLVING: 
Defective Aerial Bomb. 2:50 
Fireworks, Fire MARSHALS AssNn., RESOLUTION ON. 5:40 
Fireworks, ICC CLassiFicaTon oF. 4:7 
Fireworks InjuRIES, FirE MARSHALS ASSOCIATION ATTACK ON. 3:32 
Fireworks, Pusiic Disptays, Fire Recorp or. 3:16 
Fireworks Recorp, Tue. 3:12 
Fireworks, ‘“‘SAFE AND SANE.”’ 4:6 
FirEworKS STANDS, Fires INVOLVING: 
Oxnard, Calif., June 30, 1964. 3:15 
Portland, Oreg., June 27, 1964. 3:15 
nr. St. Charles, Mo., June 24, 1964. 3:15 
Fireworks, SURVEY OF CONTROL LEGISLATION. 4:5 
FisH MEAL, SPONTANEOUS HEATING oF. 6:51 
Fissite MATERIALS, Use oF WATER ON. 2:25 
FLAME PROPAGATION TEST FOR AEROSOL Sprays. 2:35 
FLAMMABLE Ligump Fires, Use or Dry CHEmicAL-ComMPATIBLE FOAM 
on. 6:22 
FLAMMABLE Liguips: 
Underground Seepage. 1:28 
FLAMMABLE Liguips, FirES AND ExPLOsIONS CAUSED BY OR INVOLVING. 
1:44, 45, 50; 2:34 
Acetaldehyde. 3:56 
Asphalt. 4:47 
Crude Oil. 2:15 
Diketene. 4:50 
Ether. 2:50 
Gasoline. 1:46; 2:47, 58; 3:48, 50; 6:32, 50 
Hydraulic Fluid. 5:49; 6:23, 51 
Isopropyl Acetate. 3:56 
Kerosine. 1:44 
Mastic. 6:52 
Methyl Tetramer. 4:49 





Oil Slick on Water. 6:51 
Quench Oil. 2:49 
Solvent. 3:49; 4:50; 5:49 
See also Storage, Explosions 
FLAMMABLE Liguips STorace TANKS, Dikinc Not ReQuirep. 4:26 
FLoor ASSEMBLIES, Fire Tests oF. 3:53 
FLoor OPENINGS, REQUIREMENTS FoR. 2:19 
Frorma, N.Y., Onron Fretps, Sepr. 24, 1964. 1:46 
Foam, Dry CHemicaL-ComPaTIBLe. 6:18 
Foam, HicH-ExPANSION, AS MEANS OF VENTILATION. 5:7 
Foams CoMPATIBLE WITH PurpPLe K. 6:19 
Fotpinc Partitions. See Partitions 
Foop Propucts PLANTS, Fires INVOLVING: 
Fish-Processing Plant, Gloucester, Mass., Aug. 27, 1964. 1:45 
Fruit-Packing Plant, Turlock, Calif., July 24, 1964. 1:44 
Forv Moror Co. or Canapa, Ltp. 3:29 
Forest Fire Causes. 2:84 
Forest Grove, Orec., Fruir-PackiNc PLant, Nov. 16, 1964. 3:49 
Forr Fxances, OnT., VACANT BuILpinc, JuNE 28, 1941. 1:10 
Fort SmitH, ARK., DEPARTMENT Store, Fes. 18, 1965. 5:48 
Fort Wayne, INp., FURNITURE StTorE, JuNE 17, 1965. 6:52 
Fort Wayne, IND., REPAIR GARAGE, Auc. 27, 1964. 1:45 
Fort WortH, Tex., Gratn Evevator, Fes. 26, 1965. 5:49 
FounTAINTOWN, INp., Nursinc Home, Dec. 18, 1964. 2:5 
FRATERNITIES: 
Standards of Kappa Alpha Theta. 6:27 
Fraternity Houses, Fire Prosiems or. 6:26 
Friction, Frre Causep By. 4:49 
Friction, MOLECULAR, HEATING By. 1:35 
Frozen TANK VENTS. 6:32 
Fruit-PAcKING PLANT, FrrE AND ExPLOSION INVOLVING: 
Forest Grove, Oreg., Nov. 16, 1964. 3:49 


G 


Garaces, Repair, Fires INVOLVING: 
Ft. Wayne, Ind., Aug. 27, 1964. 1:45 
Garrap, CHares. 5:8 
Gas TRANSMISSION PIPELINE, RupTURE OF. 4:49 
Gases, Fires AND Explosions CAUSED BY OR INVOLVING: 
Acetylene. 3:56; 4:42 
Ammonia. 3:8 
Ethylene Oxide. 1:44 
LP-Gas. 2:14, 34; 5:8; 6:50 
Natural Gas. 3:48; 4:49 
Propane. 5:50 
Vinyl Chloride. 6:50 
Gaso.tne LEAK, UNDERGROUND, ONEONTA, N.Y. 1:28 
Gasouine Usep ror Home Dry CLEANING, Fire Causep sy. 2:47; 3:48 
GENERAL SERVICES ADMINISTRATION. 5:11 
GERMAN Fire ProrecTion ASSOCIATION (VFDB). 2:89 
Giascow, SCOTLAND, Fire PREVENTION Bureau. 3:32 
Gtass PLANT, Fire INVOLVING: 
Charleroi, Pa., March 3, 1965. 5:49 
Guioucester, Mass., FisH-Processinc PLant, Aus. 27, 1964. 1:45 
Gorpon, Dr. A. S. 4:25 
GoTHENBURG, NEBR., VACANT BuILpING, JuNE 1959. 1:10 
Grain Dust, Expiosion INvotvinc. 5:49 
Grain Exvevators. See Warehouses 
GRANDSTAND, Fire INVOLVING: 
Memphis, Tenn., Apr. 17, 1960. 1:22 
GraveNnHurRsT, ONT., Fire Coiwece. 3:32 
Grease Ducts. See Ducts, Kitchen Exhaust 
Grease Duct, Fire SPREAD THROUGH. 4:50 
GREASE ON STOVE, OVERHEATED, FirE INVOLVING. 1:43 
Greensporo, N.C., CHemicat PLant, Sepr. 23, 1964. 1:50 
GreenwicH, Conn., Dwe.iinc, May 14, 1965. 6:49 
GreTener, M. 5:87 
Grounp-Woop Putp, Fire Benavior or. 1:76 
Grounpinc, META Siinc. 5:40 
Grounpinc, NATIONAL ELEcTRICAL CopE REQUIREMENTS. 5:38 
Gymnasium SEATING CAPACITY, SURVEY OF IN INDIANA, 2:30 
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Hacerstown, Mp., CHemicat Piant, Apri 30, 1965. 6:50 
HamMiLTon INDUSTRIAL Fire Protection Assn. 3:29 
Hamm, R. F. 2:5 

Hammack, J. M. 3:9 

Hanrorp, Carr. 2:26 

Harttiey, B. 1:11 

Hatsoro, Pa., CHemicat PLant, Serr. 12, 1964. 1:44 
HaAveruitt, Mass., DEPARTMENT SToRE, JAN. 5, 1965. 4:50 
Hazarp IDENTIFICATION SysTEM. 6:24 

Hazarpous AREAS, MARKERS FOR LIFT TRUCKS IN. 4:91 
Heat Detectors, PLACEMENT OF. 3:89 

Heaters, O1t-Firep Room, INSPECTION oF. 1:31 

Heaters, Water, Domestic, AGA-Approven. 4:20 
HEATING AND Cookinc EQuiPpMENT, CAUSE OF CHURCH Fires, 4:22 


HEATING AND Cookinc EQuIPpMENT, Fires Cavsep By. 1:45 
Deep Fat Fryer. 5:47 
Electric Baseboard Heaters. 4:48 
Oil-Fired Furnace. 2:7 
Oil-Fired Salamander. 3:85 
Oil Stove. 4:50 
Heena, ArK., Cotton Miz, Ocr. 11, 1964. 3:49 
Hewicorter, Usep 1n Fire-Ficutine. 1:46; 4:39 
HeENperson, W. J. 5:87 
Hicu-Pitep Stock HAMPERED SPRINKLER PERFORMANCE. 6:50 
Hincuam, Monrt., Vacant Buitpine, Aus. 19, 1962. 1:10 
HotyoKke APARTMENT House Fire, 2:22 
Hotyoxke, Mass., APARTMENTS, Nov. 11, 1964. 2:22 
Home, Fire Detection SYSTEMS FOR THE: THE ELECTRICAL INDUSTRY'S 
View. 1:11 
Home INsPecTIONS, Pusiic OPINION oF. 6:30 
Homes For THE AcED. See Nursing Homes 
Hone Konc, WATER SHORTAGE PROBLEMS IN. 3:84 
Hoops, KircHen ExHaust, Fires INvotvine. 5:27 
Hooker CHemicay Corp. 1:80 
Hore, Ark., Hoter, Serr. 14, 1964. 2:47; 6:39 
HorizoOnTAL OPENINGS, FIRE SPREAD THROUGH. 4:48; 5:48 
Hose Tureaps. 4:95. 
Hose THreaps, NATIONAL STANDARD IN CALIFORNIA AND WISCONSIN. 
2:26 
Hospitau Frre SaFety DESIGN STANDARD, ONTARIO, 5:21 


Hospitau Frres, PLANNING FoR. 3:28 
Hospitat Services CoMMission, Ontario. 5:21 
Hospitats, Fires INVOLVING: 
Edmonton, Alta., Sept. 3, 1964. 1:44 
Memphis, Tenn., Apr. 17, 1960. 1:22 
Portsmouth, N.H., May 5, 1964. 2:50 
Hotes, Fires INVOLvING: 
Atlantic City, N.J., Jan. 7, 1952. 1:20 
Chicago, Ill., June 5, 1946. 5:39 
Detroit, Mich., May 21, 1965. 6:49 
Hope, Ark., Sept. 14, 1964. 2:47; 6:39 
Jacksonville, Fla., Dec. 29, 1963. 6:39 
Ottawa, Ont., July 31, 1964. 2:32 


- How To MEAsurRE INSPECTION ProcRAMs. 1:36 


Hurst, M. S. 3:32 
Hutcuinson, J. H. 6:34 
HypranT MAINTENANCE, LIABILITY For. 5:23 
Hypravu ic Frum, Fire Invotvine. 5:49; 6:51 
Hypravutic FLumps: 
Less Hazardous Type. 6:23 
Mineral Oil Type. 6:23 
Hypersaric CHAMBER, Fire IN A. 6:5. See also Diving Chamber 
Hypersaric CHAMBERS, FirE BEHAVIOR AND PROTECTION IN. 6:8 
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IpaHo, OFFICE OF STATE FirE MARSHAL CREATED. 6:28 
Inuino1s, UNiversity or, Orr-Campus Hovusinc. 6:26 
ImpeRIAL CHEMICAL INDUsTRIES, LTD. 6:34 
IMPERIAL Topacco Company oF CANADA, Ltp. 4:3 
IncenpiAry (Suspicious) Fires. 1:7, 45, 46; 2:22; 3:48; 5:49 
INDIANA Fire PREVENTION COMMISSION CREATED. 4:27 
InDIANA Nursinc Home Law. 2:9 
InprANA Ratinec Bureau. 2:5 
INDUSTRIAL Fire Bricape, TRAINING PROGRAM FoR. 3:29 
INDUSTRIAL Fire Bricapes, BALTIMORE, Mp., PROGRAM FoR. 2:43 
INpusTRIAL Fire Prostems ExcHance. 1:25; 2:25; 3:30; 4:24; 5:30; 
6:31 

INDUSTRIAL Fire Protection Section, NFPA. 6:31 
INDUSTRIAL Fires: 

Fire Department Planning for. 1:27 
INpuSTRIAL Lirt Trucks, Fires CAUSED By: 

GASOLINE-FUELED, Firz Causep sy. 4:48 

LP-Gas-Fired. 3:49 
InpustRIAL Loss PrevENTION, THE Missinc Coc In. 6:34 
INDUSTRIAL MANAGEMENT, EpucaTINec. 6:35 
InpvetTs1AL Piants. See separately listed occupancies 
INpusTaIAL Trucks, HAzarpous AREAs IDENTIFICATION OF. 4:91 
Inpustry, BENEFITS OF NFPA MEMBERSHIP TO. 3:3 
INSPECTION DEPARTMENTS, COMBINED, DISADVANTAGES OF. 6:26 
INSPECTION ProcrAM oF GSA’s REGION Five, THE. 5:11 
INSTITUTIONAL Properties. See Hospitals, Nursing Homes 
INSTRUMENT SOCIETY OF AMERICA. 1:77 
INSULATION, ComBUSTIBLE, Fire Spreap ry. 1:43, 46; 2:50; 3:48, 

49; 5:17 

INSULATION, NONCOMBUSTIBLE, FOR CONCEALED SpAcEsS. 6:43 
INSULATION, Pipe, Low-FLAME-SprEAD. 1:80 
INSURANCE COMPANIES AND SPRINKLER PROTECTION. 6:59 
INTERIOR Finish, COMBUSTIBLE: 

Fire Spread by. 1:48; 2:33, 49; 4:47; 6:51 
INTERIOR FinisH, Fire Test Metuops. 2:19 
InrerIor Finish, ONTARIO HospitaL REQUIREMENTS FOR. 5:22 
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INTERNATIONAL Fire CHrers ASSOCIATION OF AsIA, 2:89 
INTERNATIONAL FirE CONFERENCE AND EXHIBITION, 1965. 6:62 
INTERNATIONAL Fire Statistics, 1964. 6:61 

INTERSTATE COMMERCE CoMMISSION. 1:87 

INTERSTATE COMMERCE COMMISSION FIREWORKS CLASSIFICATION. 4:7 
IsopropyL ACETATE, Fire INVOLviNG. 3:56 
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JACKSONVILLE, Fia., Hoter, Dec. 29, 1963. 6:39 
Jersey City, N.J., Prer, May 28, 1964. 3:18 
Jounson-WituiaMs, INc. 3:90 

~ Jomnr Fire RESEARCH ORGANIZATION. 3:33 
Jurrerar, E. E. 1:5; 3:12, 27; 5:27 


K 


Kansas City, Mo., APARTMENTS, Nov. 24, 1964. 3:48 

Kansas City, Mo., Parer-RECLAIMING PLANT, Aprit 7, 1965. 6:51 
Kansas City, Mo., TRANSFORMER VAULT, Fes. 4, 1965. 4:49 

Kansas Crty, Mo., Vacant Buitpine, Fes. 12, 1960. 1:10 

Kappa ALPHA THETA FRATERNITY, Fire PROTECTION STANDARDS OF. 6:27 
Kasota, MINN., DWELLING, Sept. 12, 1964. 1:43 

Krmsat, W. Y. 2:39; 4:17; 5:29; 6:27 

Knicnt, W. T. 3:32 

Kovar, E. H. 1:25 
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Las-Line INSTRUMENTS, INc. 3:90 
LABORATORIES, FirES INVOLVING: 
Niigata, Japan, June 16, 1964. 2:14 

Larne, B. 4:28 

Lams, P. C. 3:3 

LaQueE Report. 6:52 

Larce-Loss Fires or 1964. 3:17 

LASALLE, P. Q., APARTMENTS, Mar. 1, 1965. 4:48 

Lauret, Mp., Barn, Nov. 3, 1964. 2:42 

LAuREL, Mont., GASOLINE STATION, Aus. 16, 1964. 2:58 

Lawson, Dennis. 5:95 

LesBanon, N.H., CoNFLAGRATION, JUNE 19, 1964. 1:5 

Lez, R. H. 1:77 

LENINGRAD Fire BriGape. 3:34 

LETTERS TO THE ASSOCIATION. 1:87; 3:94; 4:95; 5:94; 6:96 

Levitrown, Pa., AMATEUR RocKETRY ExpLosion, Apri 10, 
1965. 5:50 

Le Ving, R. Y. 3:30 

Levy, R. C. 3:52 

LexincTon, MAss., Nursinc Home, Serr. 15, 1964. 1:44 

Liapitity FOR HypRANT MAINTENANCE. 5:23 

LisrAay CLASSIFICATION SYSTEM FOR FIRE PROTECTION 
(NFPA). 1:78 

Lirt Trucks, INpusTRIAL, Hazarnpous AREA IDENTIFICATION OF. 
4:91 

LicHTNING, Fires Causep sy. 4:22; 6:52 

Liitte Rock, Arx., Dwe.uinc, JAN. 24, 1965. 4:48 

Loc Canin, Frre INVOLvING: 

Portland, Oreg., Aug. 17, 1964. 3:47 

Locan, W. Va., Coat Mine, Marcu 8, 1960. 4:55 

Looxine Ar Fire Hazarps. 1:76; 2:84; 3:85; 4:90; 5:40; 6:23 

Los ANGELES Fire DEPARTMENT TESTS — CIGARETTE IGNITION OF 
Beppinc. 3:9 

Loss-or-Lire Estimates, U.S., 1964. 2:10 

Loss-or-LireE Estimates, U.S.S.R., 1963. 3:37 

Loss PREVENTION, INDUSTRIAL. 6:34 

Lower MERION Tw?., PA., PAPER Propucts PLant, May 24, 
1965. 6:50 

Lower ProvipeNce Twpe., Pa., PLastics PLANT, MARcH 25, 
1965. 6:51 

Low-DrrFer—ENTIAL Dry-PiPeE SPRINKLER SYSTEM, THE. 4:12 

LP-Gas. See Gas 

Lyons, P. R. 1:27; 2:27; 3:29; 4:25 


M 


Macon, Ga., APARTMENT, JuLy 31, 1964. 2:47 
Mappen, R., Captain OF ROCKETDYNE Fire DEPARTMENT. 4:20 
MacnesiuM Scrap, Expiosion Invotvine. 2:48 
Mayor Fires or 1964. 3:17 

MANUvuFAcTuRING CHEmistTs’ Assn. 3:43 
Mapes ConvALESCENT Home Fire. 2:5 
Marryatr, H. W. 5:87 

Martin, Epwarp. 3:25 

Mason, H, 1:78; 4.86; 5:89; 6:91 

Mastic, Fire Invotvine. 6:52 

Marrress Fires. 2:85 

Marvress Paps, Frre-RETARDANT. 3:11 





Mattress TICKING, FirE-RETARDANT. 3:10 
Mattresses, Bru per Square Foor. 3:10 
MATTRESSES, FirE-RETARDANT. 1:80 
McKinnon, G. P. 4:21 
MEANS TO aN Enp, A, Eprroriau. 3:3 
Mearv Corp. Foam ConrereNce. 1:29 
Meprorp, Mass., Truck, Auc. 26, 1964. 1:46 
MELBOURNE, AUSTRALIA, Fire Bricabe. 1:81 
MEtpruM, D. N. 6:18 
MEMPHIS, TENN., GRANDSTAND, Apr. 17, 1960. 1:22 
Mempuis, TENN., Hosritart, Apr. 17, 1960. 1:22 
MENACE OF ABANDONED Buitpincs, THE. By E. E. Juillerat. 1:5 
MENTAL Hospitat, Fire INVOLVING: 
St. Louis, Mo., Jan. 14, 1965. 3:28; 4:47 
Trenton, N.J., Oct. 5, 1964. 3:28 
MetTAL Sipinc: 
Accidental Charging of. 5:40 
Bonding of. 5:40 
Grounding of. 5:40 
METALWORKING PLANTS, Fires INVOLVING: 
Aluminum Container-Manufacturing, Alden, N Y., 
Aug. 7, 1964. 2:34 
Magnesium Machining, Compton, Calif., July 10, 1964. 2:48 
River Rouge, Mich., July 31, 1964. 1:44 
Warren, Ohio, Oct. 21, 1964. 2:49 
METHYL TETRAMER, Fire INVOLVING. 4:49 
Microwave Ovens. By S. I. Persson. 1:34 
Miter, Howarp I. 5:11 
Mine, Coat, Fire INvotvinec: 
Logan, W. Va., March 8, 1960. 4:55 
Minera Woot As CoNGEALED-SPACE PROTECTION. 6:42 
MINNEAPOLIS, MINN., AMATEUR ROCKETRY EXPLOSION, APRIL 19, 
1965. 5:50 
MINNEAPOLIS, MiNN., VACANT Burtpinc, May 6, 1955. 1-21 
Missinco Coc 1n INDUSTRIAL Loss PREVENTION, THE. 6:54 
Mosite Homes, DeFiNep. 1:87 
Movecurar Friction, HEATING By. 1:35 
Monitor Nozzites As CHEMICAL PLANT PROTECTION. 5:7 
Morean, C. S. 1:30; 2:31; 3:32; 4:27; 5:25; 6:29 
Morris, Joun. 6:27 
Moscow, Russi4, BotsHor THEATER, May 1915. 4:30 
Moscow Fire Bricape. 3:33 
Moszs TREE AND THE Bic Oak TreEE, THE. 4:38 
More, SPRINKLERED. 1:32 
MotTomacut, JAPAN: 
Conflagration, Jan. 11, 1965. 4:50 
Restaurant, Jan. 11, 1965. 4:50 
Motor VEHICLE Fires: 
No. in U.S., Canadian Cities. 5:56 
See also Trucks 
Mou tron, R. S. 3:94 
Mutten, C. S. 2:18 
Muttiece-DeatuH Fires or 1964. 3:17, 19 
Muropocn, Joun H., Jr. 5:23 
MusevuM, Fire Invotvinc: - 
Portland, Oreg., Aug. 17, 1964. 3:47 


N 


NAPERVILLE, ILL., PeTROLEUM BULK PLANT, Fire AND ExPLOSION 
Invotvinc. 3:50 

NR. NAPOLEONVILLE, LA., WAREHOUSE, Marcu 8, 1965. 5:49 

NAS-USCG Apvisory COMMITTEE ON HAzarpOUS MATERIALS. 2:28 

NatcHITocHEs, La., PIPELINE AND Dwetuincs, Mar. 4, 1965. 4:49 

NATIONAL ASSOCIATION OF Fire EQuipMENT Distrisutors. 2:91 

NATIONAL AUTOMATIC SPRINKLER & FirE CoNntRroL Association, INC. 
1:32 

NATIONAL AVIATION FAcILit1iES EXPERIMENTAL CENTER. 4:21 

NATIONAL ELEcTRICAL MANUFACTURERS’ ASSOCIATION. 1:11 

NationaL Fire Coves, TITLE To BE CHANGED IN 1966. 5:54 

NATIONAL Fiuip Power AssociaTIONn. 6:23 

Nationa Foam System, Inc. 3:90; 6:18 

NaTIONAL Forest Propucts Association. 5:55 

NATIONAL RESEARCH COUNCIL OF CANADA, DIVISION OF BUILDING 
ReseEarcH. 3:89 

NATIONAL WaTER ComMPANY CONFERENCE. 5:23 

Naturat Gas, Fires AND ExpLosions CAusep By. 2:47, 50 

NBFU Sranparps, OPINION ON CONTINUED VALIDITY OF, IN FLORIDA. 
5:3 

Nerman-Marcus (Dattas, Tex.) Fire. 3:5; 6:59 

Nevapa, OFFICE OF STATE Fire MARSHAL CREATED. 6:28 

New Brunswick, N.J., Store, Nov. 11, 1964. 3:48 

Newton, Mass., Wooten Mitt, Oct. 3, 1946. 1:18 

New York, N.Y., Suspway, Aprit 21, 1964. 4:55 

New York, N.Y., Vacant Burtpine, Dec. 11, 1946. 1:5, 10 

New York Townsuip, Ont., CANADA, WATER-MAIN TUNNEL, 
Marcu 17, 1960. 4:55 

New ZEALAND, Fire Losses 1n. 5:87 


-— New ZEALAND, Pusiic Fire Protection IN. 5:87 





NFPA Boarp oF Directors MEETINGS: 
Boston, Mass., June 21, 1965. 5:53 
New York, N.Y., Jan. 21, 1965. 3:23 
Washington, D.C., May 17, 1965. 5:52 
NFPA Copes, MANUALS, Mopet OrpINANCES, STANDARDS: 
Air Conditioning and Ventilating Systems of Other Than 
Residence Type, Installation of (No. 90A). 4:44, 53 ; 
Aircraft Breathing Oxygen Maintenance Operations, Safeguarding 
(No. 410B). 1:76 

Ammonium Nitrate (No. 490). 5:39 

Building Construction and Materials, Fire Tests of (No. 251). 
1:40; 4:44 

Building Exits Code (No. 101). 3:28, 94; 4:53, 88; 6:41, 44 

Building Materials, Method of Test for Surface Burning 
Characteristics of (No. 255). 3:44 

Blower and Exhaust Systems for Dust Stock and Vapor Removal 
or Conveying, Installation of (No. 91). 4:53 

Bulk Oxygen Systems at Consumer Sites (No. 566). 5:55 

Cutting and Welding Processes (No. 51B), Japanese Edition. 2:89 

Dehydrators and Dryers (No. 93). 2:91 

Extinguishers, Portable Fire (No. 10). 1:87: 4:88 

Extinguishers, Care, Maintenance of Portable Fire (No. 10A). 
2:90; 4:88 

Fire Hazards of Materials, Identification of the (No. 704M). 6:24 

Fireworks Law, Model State (No. 494L). 3:12, 16; 4:5 

Flammable and Combustible Liquids Code (No. 30), Adoption 
of by Bahamas. 3:32 

Flammable Liquids, Gases and Volatile Solids, Fire Hazard 
Properties of (No. 325M). 6:24 

Garages (No. 88). 4:53 

Gas Appliances and Gas Piping in Buildings, Installation of 
(No. 54). 1:28; 4:20 
Adoption of by Nebraska. 2:28 

Gas Hazards on Vessels to be Repaired, Control of (No. 306). 
1:28 

Hazardous Chemicals Data (No. 49). 6:24 

Home Fire Alarm Systems (No. 74M). 1:11 

Industrial Trucks, Use, Maintenance and Operation of (No. 505). 
4:91 

Leakage from Underground Flammable and Combustible Liquid 
Tanks (No. 329). 1:28 

Lightning Protection (No. 78). 5:40 

Liquefied Petroleum Gases, Storage and Handling of (No. 58). 
1:28; 5:10, 55 
Adoption of by Bahamas. 3:32 
Adoption of by Nebraska. 2:28 

Motor Fire Apparatus, Specifications for (No. 19). 1:29 

National Electrical Code (No. 70). 1:35; 3:30, 89; 5:38, 40, 41, 94 

National Electrical Code (No. 70), 1965 Preprint. 1:82 

National Electrical Code (No. 70), Spanish Edition. 1:81 

Outdoor Assembly, Grandstands and Tents, Places of (No. 102). 
5:42 

Ovens and Furnaces (No. 86A). 2:91 

Restaurant Cooking Equipment, Ventilation of (No. 96). 1:34 

Rubbish Handling, Guide on (No. 82A). 4:90 

Signaling Systems, Central Station Protective (No. 71). 6:43 

Signaling Systems, Local Protective (No. 72A). 1:11 

Smoke and Heat Venting, Guide for (No. 204). 4:53 

Sprinkler Systems, Installation of (No. 13). 1:24; 6:41 

Storage, Indoor General (No. 231). 4:54 

Trailer Courts, Fire Protection in (No. 501A). 1:87 

Vaporizing Liquid Extinguishing Methods, Hazards of (No. 182) 
5:55 t 

Water Spray Systems for Fire Protection (No. 15). 4:88 

Wearing Apparel, Flammability of (No. 702). 1:41 

Welding and Cutting, Gas Systems for (No. 51), Japanese Edition. 
2:89 

NFPA Commirrees: 

Advisory Committee on Research (Discharged). 5:54 

Chemicals and Explosives (Reorganization). 5:54 

Chemicals and Explosives. Sectional Committee: Electrical 
Equipment in Chemical Atmospheres. 3:88 

Chemicals and Explosives. Sectional Committee: Storage, 
Handling, Transportation of Hazardous Chemicals. 5:39 

Dehydrators and Dryers. 2:91 

Exposure Fire Protection. 3:89 

Extinguishers, Portable Fire. 2:90; 5:55 

Fire Department Equipment. 1:29 

Fire Department Equipment. Sectional Committee: Protective 
Equipment for Fire Fighters. 3:88; 4:25 

Fire Prevention and Cleanup Campaign. 5:3 

Fire Reporting. 4:20 

Fire Service Training. 4:20 

Heights and Areas. 2:91 

Hospitals, Revised-Scope Statement. 3:25 

Marine Fire Protection. Sectional Committee: Gas Hazards. 1:28 

Mobile Homes and Travel Trailers. 1:83; 4:21 

National Electrical Code. 1:82 

Ovens and Furnaces. 5:55 

Rural Fire Prevention Promotion. 1:41 


Safety to Life. 4:88; 5:95; 6:44 
Safety to Life. Sectional Committee: Exits and Exitways. 4:88 
Signaling Systems and Detection Devices. Sectional Committee: 
Detection Devices. 3:89 
Signaling Systems and Thermostats. 1:11 
T chnical Advisory. 5:54 
Tents, Grandstands and Air-Supported Structures. 5:42 
Tents, Grandstands and Air-Supported Structures, Revised-Scope 
Statement. 3:25 
Trailers and Trailer Courts (Reorganization). 1:83 
Vaporizing Liquid Extinguishing Methods (Discharged). 5:55 
Visual Education. 1:28 
Water Spray. 4:88 
Wearing Apparel. 3:95 
NFPA CommitTees, CLASSIFICATION OF MEMBERS. 3:83 
NFPA Committees, REGULATIONS GOVERNING REvISsED. 5:54 
NFPA Committees, 1964 Activities. 2:90 
NFPA Fire Prevention Contest. 2:12, 43; 4:43 
NFPA InpustriAt Fire Protection SEcTION. 6:31 
NFPA Lisrary Accessions. 1:78; 2:88; 3:86; 4:86; 5:88; 6:90 
NFPA, More Pusticity NEEDED on. 6:3 
NFPA Resgarcu Poticy. 5:54 
NFPA Retirement Pian, 5:53 
NFPA Starr IN THE Frevp. 1:28; 2:28; 4:20; 5:37 
NFPA Sranparps Story, THE. 1:82; 2:90; 3:88; 4:88; 5:38; 6:24 
Nicket-CapMiuM Batteries, CHARGING OF. 5:41 
Nutcata, JAPAN, EARTHQUAKE AND Fires, June 16, 1964. 2:14 
Nitro-Carso-NitTrate. 2:52 
NorAMITE Mattress PAp, Fire RESISTANCE OF. 3:11 
NortH AMERICAN Assestos Corp. 1:80 
NortH Caroitina County Fire MarsuHats Assn. 6:29 
Nortu Kansas City, Mo., Trre WarzHOusE, Mar. 15, 1950. 1:18 
NorrtHva.e, N.J., Bowiinc ALLEY, Marcu 21, 1965. 5:47 
Nozztes, Monitor, aS CHEMICAL PLANT PROTECTION. 5:7 
Nucvear Criticatity INciweNT. 4:24 
Nursinc Home Rutep UNSAFE BY STATE FirE MARSHAL, Kept OPEN 
BY ALASKA SENATE. 4:27 
Nursinc Homes, Fires INvotvinc: 
Barnstable, Mass., June 2, 1964. 1:44 
Boston, Mass., March 27, 1965. 5:48 
Fountaintown, Ind., Dec. 18, 1964. 2:5 
Lexington, Mass., Sept. 15, 1964. 1:44 
St. Gilles, Belgium, Feb. 24, 1965. 4:47 
Warrenton, Mo., Feb. 17, 1957. 6:39 
Woburn, Mass., Feb. 14, 1965. 4:47 
Nursinc Homes, Protection oF. 1:39 
Nursinc Homes, SPRINKLERS REQUiRED FOR, IN CEDAR Rapips. 3:32 
Nursinc Homes, WASHINGTON STATE REGULATIONS ON\ 5:25 


O 


OakvittE, OnT., PLant, Forp Motor Co., Fire Sarety ProcraM. 


3:29 

Occupancy Fire Picture. 1:39; 2:42; 3:26; 4:22; 5:26; 6:26 
Orr-Campvus Hovusinc, UNiversiTy Fire Prosiem. 6:26 
Orrice Buiipincs, Fires INVOLVING: 

Chicago, Ill. (Burlington Building), March 15, 1922. 1:17 

San Francisco, Calif., Sept. 23, 1964. 2:49 

Warren, Mich., Feb. 11, 1965. 4:48 

Woodstock, N.B., Dec. 31, 1960. 1:23 
OrrsHore Dritutneo Ric Fire. 2:13 
Ox aHoma, Orrice or STATE Fire MARSHAL CreaTED. 6:28 
Oneonta, N.Y., UNDERGROUND GASOLINE LEAK, 1964. 1:28 
Ontario, Hosprtat Fire Sarety Procram. 4:26; 5:21 
Ontario Hospitat Services Commission. 5:21 
OPENINGS, VERTICAL, FAcTOoR IN Fire Spreav. 1:43; 2:33 
ORGANIC PEROXIDES: 

Explosion during Fire. 2:11 
Orrawa, Ont., Hoter, Jury 31, 1964. 2:32 
Ovurtpoor Fires: 

Coal Field. 1:15 

Onion Fields, Florida, N.Y., Sept. 24, 1964. 1:46 

Pasture. 1:77 

See also Storage 
Ovens, Microwave. 1:34 
OveRHEATED GREASE IN COMMERCIAL Fryer, Fire Cause sy. 1:45 
Overty MANuracturinec Co. 1:80 
Oxnarp, Carir., Fireworks STAND, June 30, 1964. 3:15 
Owens-Corninc Fisercias Corp. 1:80 
OxycEN: 

Aircraft System. 1:76 

Calcium Oxide. 1:76 

Lime, Unslaked. 1:76 


r 


Pant Factory, Fire Invoivinc: 
Alden, N.Y., Aug. 7, 1964. 2:34 
Paint THINNER, Fire Causep By. 1:44 

















PALATKA, Fra., PAPER Mit, May 16, 1965. 6:50 
PALLETS, YARD-STORED. 2:37 
Panic, As Cause oF Farauities. 1:43 
Panic, Factor iN Fatar Fire. 4:49 
Paper Propucts PLANT, Fire INVOLVING: 
Lower Merion Twp., Pa., May 24, 1965. 6:50 
Paper Mitts, Fires INVOLVING: 
East Rochester, N.Y., Jan. 23, 1965. 4:49 
Palatka, Fla., May 16, 1965. 6:50 
PAPER-RECLAIMING PLANT, Fire INVOLVING: 
Kansas City, Mo., April 7, 1965. 6:51 
Phoenix, Ariz., Sept. 6, 1964. 1:45 
Paris, Texas, CREAMERY, May 18, 1964. 2:48 
Parts Fire DEPARTMENT TECHNICAL Service. 1:81 
ParTINGTON, K. J. B., PRESIDENT OF FirE MarsHats Assn. 5:25 
Partitions, Foipinc, Fire Test MetuHops. 2:19 
Party WALL, UNPARAPETED, FirE SPREAD Across. 5:48 
PasapeNA, Cauir., Dwexiinc, Oct. 5, 1964. 1:48 
Pascacouta, Miss., SHIPYARD, JUNE 13, 1964. 3:17 
Patton, RicHarp M. 5:30 
PENN VENTILATOR Company, INc. 3:90 
PENNSALT CHEMICALS CorPORATION. 6:22 
Persson, S. I. 1:34 
PeTroLeuM BULK PLANTS, FirE AND/OR ExPLOSION INVOLVING: 
Naperville, Ill., Aug. 14, 1964. 3:50 
Sanger, Calif., March 4, 1965. 5:50 
PETROLEUM PLaNts (OutTsIDE), ELectricaL EQuiPpMENT IN. 3:30 
PHEASANT RUN LopcE, SPRINKLER PROTECTION FoR. 1:32 
PHOENIX, ArIz., PAPER-RECLAIMING PLANT, SEPT. 6, 1964. 1:45 
Prers AND WHARVES, Fire Recorp or. 3:26 
Prers AND WuHarVES, Fires INVOLVING: 
Jersey City, N.J., May 28, 1964. 3:18 
Seattle, Wash., Oct. 21, 1964. 2:49 
Pincree, D. 1:14, 17; 3:85; 4:23; 6:23 
PIONEER FirEpROoF Door Company. 6:54 
Pree, CHEMICAL Process, FAILURE FROM CHLORINE Corrosion. 3:50 
Pire INSULATION, Low-FLAME-SpreApD. 1:80 
Pipe FoR WaTER, PLASTIC, BURNED THROUGH DURING Fire. 4:50 
PipeLIne, FirE AND ExPLOSION INVOLVING: 
Gas Distribution. 4:48 
PireLtne, Gas TRANSMISSION, RUPTURE OF: 
Natchitoches, La., Mar. 4, 1965. 4:49 
PrpELINES, FirES AND ExPLosioNns INVOLVING: 
Gas Transmission. 4:49 
PLANT Fire BricapE, EFFICIENT OPERATION. 3:48 
Piastic WASTEBASKETS. See Wastebaskets 
Piastic WATER Pipe BURNED THROUGH DURING Fire. 4:50 
Piastic Winpow, Fire Invotvine. 6:51 
Prastics, Fires INVOLVING: 
Portable Swimming Pools. 6:15 
Vinyl Water Pipe. 4:50 
PLAsTICcS-MANUFACTURING PLANTS, Fires INVOLVING: 
Cornelius, N.C., Aug. 25, 1964. 2:49 
Lower Providence Twp., Pa., March 25, 1965. 6:51 
PLATFORMS, ELEVATED AERIAL. 1:29 
PLEASANT Date, Nesr., ScHoor, Dec. 21, 1964. 3:48 
PLiywoop: 
Fire Spread over. 2:33; 3:48 
Piywoop ParTITION, FirE BURNED THROUGH. 4:47 
PoPuLATION DENSITY AND Fire CoMpANy DistrisuTion. 2:39 
Porcues, Fires ORIGINATING ON oR INVOLVING. 2:23 
PorTLAND, Orec., Fireworks STanD, JuNeE 27, 1964. 3:15 
PorTLAND, OreG., Museum, Aue. 17, 1964. 3:47 
PortsmoutH, N.H., Hosprrat, May 5, 1964. 2:50 
PorrsmMouTH, VA., BuILpING UNDER Construction, Nov. 5, 1964. 4:47 
Pre-Fire PLANNING FOR HospitTaL Evacuation. 4:47 
PresTRESSED Concrete. See Concrete 
ProPaANE, Expiosion INvo.vine. 5:50 
PrRopANE CyLINpERS, Fire INvoLviNG. 2:34 
PROTECTION IN DepTH FOR INCREASED CHEMICAL HaAzarps. 5:5 
PROTECTOSEAL Company, NFPA MEMBERSHIP PROMOTED BY. 3:23 
Pusiic AssemB_y Occupancigs. See separately listed occupancies 
Pumpers, STANDPIPE SuPPLY IN HicH Buipincs. 5:29 
Purpte K, Compatiste Foams. 6:19 


Q 


Queener, J. S. 6:3 


R 


RADARANGE ® Oven. 1:34 
RapranT Heat, Fire Spreap sy. 1:20, 22, 23 
RADIOACTIVE CONTAMINATION DURING Fire. 2:25 
Rartroap Car Repair SHop, Fire INVOLVING: 
St. Louis, Mo., Aug. 4, 1964. 4:41 
Rartroap Fiatcar, Usep To Carry APPARATUS TO Fire. 1:46 
Rartroap Rotiinec Srock, Fire INvOLvING: 
Passenger Train, nr. Zaragoza, Spain, Feb. 11, 1965. 4:49 


Rarroap YARD, Fire INVOLVING: 
Somerville, Mass., Sept. 4, 1964. 1:46 
RANKIN, Pa., Vacant Buitpinc, Dec. 23, 1957. 1:9 
Rats anp Matcues. 1:10 
RAYTHEON Company. 1:34 
REACHING THE Pustic. 1:41; 2:43; 3:43; 4:43; 5:45; 6:30 
RECENT TRENDS—FirES AND Fire Damace. By D. Pingree. 1:14 
RECOMMENDED PRACTICE FOR USE OF FIRE-RESISTANT Fiuws. 6:23 
Repicx, Raymonp H. 5:28 
REFINERIES, PETROLEUM, Fires INVOLVING: 
Niigata, Japan, June 16, 1964. 2:15 
REFINERY, ANIMAL Oi, Fire INVOLVING: 
Detroit, Mich., Feb. 27, 1965. 5:49 
REFRIGERATOR, EXPLOSION IN. 2:50 
REGULATIONS GOVERNING TECHNICAL COMMITTEES REvISED. 5:54 
Remy, E. J. 1:32 
Reno, Nev., Vacant Buitpineo. 1:10 
RENOVATION : 
Creating Concealed Spaces. 6:43 
Rescue Marker, Lire SAvep Because or. 4:47 
RESEARCH, Fire, AT BorEHAM Woop, Enc. 5:95 
RESEARCH, Fire, AT Fire RESEARCH STATION. 5:95 
ResearcH, NFPA Foticy on. 5:54 
RESIENTIAL Occupancies. See separately listed occupancies 
Reske, Evmer F. 5:3 
E.ectep NFPA Vice-PresiwenT. 5:53 
RESOLUTIONS, FirE MARSHALS AssociATION. See Fire Marshals 
Association 
RESOLUTIONS, RULES GOVERNING AT NFPA ANNUAL MEETINGS. 5:54 
RESPIRATORY PROTECTIVE EQuIPMENT, Fire DEPARTMENT EXPERIENCE 
witH. 3:88 
RESTAURANT, Fire INVOLVING: 
Motomachi, Japan, Jan. 11, 1965. 4:50 
RESTAURANT KitcHEN ExHaust Systems. 1:34 
RESTAURANTS, Fire Recorp or. 5:26 
RESUSCITATION TECHNIQUES. 4:25 
Ricwarpson, D. 1:41; 2:43; 3:43; 4:43; 5:45; 6:30 
RicHMonND, IND., TELEPHONE ExCHANGE, Fes. 4, 1965. 5:16 
Kiver Rouce, Micu., METALWORKING PLANT, JuLy 31, 1964. 1:44 
Rocketry, Monet, FMA REsoLuTION on, 5:24 
ROCKETS AND MissILes, Fires INVOLVING: 
nr. Roswell, N.M., Feb. 13, 1964. 3:18 
Rockvitte, Conn., Vacant Buitpinc, June 3, 1960. 1:5 
RussisH Cuute, Fire INvotvinc. 2:47 
Russian Feperative Repusiic, Pusric Fire Protection in. 3:33 
Russian VOLUNTARY Fire PROTECTION ASSOCIATIONS. 3:34 


S 


SACRAMENTO, Cair., SHoppinc CENTER, Fes. 12, 1965. 5:48 
SACRAMENTO, CALIF., VACANT BuILDING. 1:7 
SAE STANDARD FoR SPARK ARRESTERS. 2:84 
**Sarety First’? Questionep. 5:45 
NR. St. CHarves, Mo., Fireworks Stanp, June 24, 1964. 3:15 
Sr. Gittes, Betcrum, Home ror THE Acep, Fes. 24, 1965. 4:47 
St. Louis, Mo., Menta Hospira, JAN. 14, 1965. 3:28; 4:47 
St. Louis, Mo., Rartroap Car Repair SHop, Avuc. 4, 1964. 4:40 
SALAMANDERS, O1L-Frrep, Cause oF Fire. 3:85 
SaLtem, Mass., CoNFLAGRATION. 6:60 
Sautssury, N.C., Store, Apri 27, 1964. 1:43 
SatvaceE Work IN Cuicaco. 5:28 
NR. SAN Francisco, CAuir., AIRCRAFT, JUNE 28, 1965. 6:17 
San Francisco APARTMENTS, MArcH 27, 1965. 5:47 
San Francisco CoNFLAGRATION, Aprit 18, 1906. 4:29 
San Francisco Orrice Buitpinec, Serr. 23, 1964. 2:49 
San Francisco RAILROAD TUNNEL, JuNE 30, 1962. 4:53 
SANGER, CALIF., GASOLINE TANK Truck, Marcu 4, 1965. 5:50 
Sancer, CaAuir., PerroLeum BuLK PLANT, Marcu 4, 1965. 5:50 
SavacE, Kent. 1:28; 2:28; 5:37 
Saw AND PLANING Mitts, Fires INVOLVING: 

Biddeford, Maine, Sept. 2, 1964. 2:49 

Niigata, Japan, June 16, 1964. 2:15 
ScHOOLS, Fires AND ExPLOSIONS INVOLVING: 

Baton Rouge, La., Feb. 5, 1965. 5:49 

Eugene, Oreg., June 19, 1965. 6:51 

Niigata, Japan, June 15, 1964. 2:14 

Pleasant Dale, Nebr., Dec. 21, 1964. 3:48 

Vernal, Utah, Nov. 6, 1964. 2:50 
ScIENTIFIG AND TECHNICAL CENTER FOR BuILDING, FIRE PREVENTION 

Service or. 1:81 
Scissor Stairs. 1:40; 2:20 
SeAcrAM, Jos. E., & Sons, Inc. 5:30 
Seacraves, J. F. 6:96 
SEATTLE, WASH., SHIPYARD AND Pier, Oct. 21, 1964. 2:49 
SeattLe, WasH., SuRvEY oF Home INSPECTION PROGRAM. 6:30 
Secar, L. 3:95 
‘*SeLF-CERTIFICATION’’ OF Fire Doors, DANGERS oF. 6:55 
Setr-Service GASOLINE STATIONS, UNATTENDED, PERMITTED IN 
Montana. 4:26 





nr. SEQuoIA NATIONAL Forest (Moses TREE Ave. 5, 1964. 4:38 


SHaw, Carro.v. 6:96 
SHAWINIGAN, P.Q., CHEMICAL PLANT, JUNE 27, 1964. 3:56 
SHERMAN, J. 3:32 
Suips AND BarcEs, Fires INVOLVING: 
Antofagasta, Chile, Jan. 13, 1965. 5:50 
Boston, Mass., June 29, 1965. 6:51 
Off Morgan City, La., June 29, 1964. 2:13 
New Brunswick, Canada. 1:76 
Pascagoula, Miss., June 13, 1964. 3:17 
Seattle, Wash., Oct. 21, 1964. 2:49 
SHIPYARDS, FirES INVOLVING: 
Apra Harbor, Guam, Oct. 8, 1964. 3:49 
Brooklyn, N.Y., June 11, 1965. 6:51 
Pascagoula, Miss., June 13, 1964. 3:17 
Seattle, Wash., Oct. 21, 1964. 2:49 
SHock, Etectric, MINIMizING DANGER OF. 1:77 
SuHock, ELectric, FROM SALT-WATER Hose Stream. 3:84 
SuHort Circuits, DeTeRrMINING WHETHER Fire Cause. 4:26; 
Suorter, G. W. 3:89 
Surine’s Burn-Care Institutes. 3:95 
Smrinc, Metar, AccipentaL CHARGING. 5:40 
Sroux Fatts, S.D., Fire Prevention Bureav. 3:32 
Sisat, Fire Invoryinc. 4:48 
SMOKE: 
Building Code Control of. 3:55 
XP2 Test Chamber. 3:55 
Smokey Mountain (Cororapo) Fire. 1:15 
SMOKING IN BeEp: 
Prohibited by Law in New York City. 
SMOKING AND MATCHES, Fires Causep by. 1:22, 44, 48; 2:42; 4:22; 
5:48; 6:49, 51 
SMOKING AND MATCHES, ONE or Principat Fire CAUSES IN JAPAN. 
4:85 
SMOKING AND Matcues, Woripwipe Fire Cause. 3:84 
nr. Society Hii, S.C., Dwetiine, Fes. 22, 1964. 3:17 
Socony-Mosit O1 Company. 6:20 
SOLVENT, Fire Invotvinc. 4:50; 5:49 
Some SicniFicAntT Exposure Fires. By D. Pingree. 1:17 
SoMeERVILLE, Mass., RAmLroap Yarp, Sept. 4, 1964. 1:46 
So. Ci arteston, W. VA., Cuemicat PLANT, JAN. 16, 1965. 4:50 
So. CHarLeston, W. Va., TANK Truck, JAN. 16, 1965. 4:50 
SouTHweEsT ReEsearcH Institute. 1:29 
SouTHWEST RESEARCH INSTITUTE, TUNNEL TESTING AT. 3:44 
SpaRKLers, AS Cause oF Injuries. 3:14; 4:6 
Sparks, Friction, Icnrtion sy. 2:15 
Sparks, INTERNAL COMBUSTION, Fire CAusep By. 2:84 
Sparky Square Dancers. 1:41 
Sparta, ILt., WAREHOUSE, Oct. 4, 1964. 2:50 
SPONTANEOUS HEATING, Fire CAvuseD By: 
Fish Meal. 6:51 
SPONTANEOUS IGNITION, Fires CAUSED By: 
Polyurethane Foam. 2:49 
Spray Boorus: 
Fire Causes in. 1:25 
Function of. 1:25 
Spray-on Fire Protection, DAMAGEABILITY OF. 3:54 
SPRAY-ON PROTECTION FOR STEEL. 3:53 
Sprinc CLEANuP CAMPAIGN. 2:43 
SPARKLERS, HAZARD OF. 4:6 
SPRINKLER PERFORMANCE IN CHURCHES. 4:22 
SPRINKLER PERFORMANCE TABLES, 1965 EpiTIon. 4:56 
SPRINKLER PROTECTION AND INSURANCE COMPANIES. 6:59 
SPRINKLER SYSTEM, Low-DiFFERENTIAL Dry-Pipe. 4:12 
SPRINKLER SYSTEM, PARTIAL: 
Unsatisfactory Performance, Valve Closed. 3:6 
SPRINKLER SYSTEMS, AUTOMATIC, THE ECONOMICS oF. 6:57 
SPRINKLER SYSTEMS, WATER CHARGES FOR. 6:57 
SPRINKLER SysTEMS, A Way To Repuce Cost or. 5:30 
SPRINKLERED BuiLpincs, Loss or Lire In. 4:56 
SPRINKLERS: 
Insurance Premium Saving. 1:32 
Partial System Not Involved. 3:48 
Performance in Large-Loss Fires. 3:19 
Required in Nursing Homes. 3:32 
In Rural Areas. 1:32 
Satisfactory Performance. 3:56 
Satisfactory Performance against Exposing Fire. 3:48 
Unsatisfactory Performance, Private Water Supply Used by Fire 
Department. 3:49 
SPRINKLERS, ANALYSIS OF UNSATISFACTORY PERFORMANCE. 4:58 
SPRINKLERS, LARGER ONES NEEDED. 5:30 
SPRINKLERS, NUMBER OPENING IN Fires. 4:57 
SPRINKLERS, OUTSIDE: 
Satisfactory Exposure Protection. 1:23 
SPRINKLERS, PERFORMANCE RECORD IN AUSTRALIA. 5:87 
SPRINKLERS, SATISFACTORY. 1:44; 2:48, 50; 4:47, 48, 49; 5:49; 6:51 
Exposed Building Protected. 1:18, 19; 2:37 
SPRINKLERS, UNSATISFACTORY: 
Dry-Pipe System Plugged by Debris. 4:16 


6:96 
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Fire Department Connection Not Used. 2:49 
Hampered by High-Piled Stock. 6:50 
Improper Storage. 5:49 
Lint Hazard. 1:18 
Overpowered in Exposed Building. 1:20 
Overtaxed by Simultaneous Fires. 2:49 
Partial Protection. 5:47, 48 
Valve Closed. 6:51 
Water Supply Inadequate. 4:49 
Water Supply Overtaxed. 4:41 
Water Supply System Undergoing Repair. 6:15 
STABLES AND Barns, Fires INVOLVING: 
Laurel, Md., Nov. 3, 1964. 2:42 
Srarrways, Open, Fire Spreap Over. 2:23; 4:47; 6:49 
STANppipes, Not CoNNecTED. 4:47 
Star SPRINKLER CORPORATION. 6:57 
State Fire Reports. 5:33 
Static Evectricity, Fire Cavusep py. 4:49 
Statistics, Fire, INTERNATIONAL. 6:61 
Sratistics, Fire, Unitep States. 5:31 
Statistics, Fire, U.S., CANApIAN Cities. 5:56 
Statistics, Fire, U.S.S.R. 5:94 
STEEL: 
Spray-on Protection for. 3:53 
Ultimate Strength of at High Temperatures. 3:53 
Sree, UNprotectep, DAMAGED By Heart. 6:16 
Sree., UNPROTECTED, FAILURE DURING Fire. 5:49 
STEINER TUNNEL. See Tunnel Test 
STEVENS, R. E. 1:40; 2:44; 3:44; 4:44; 5:42; 6:44 
Srirzwarer, OKta., Corteck Dormitory, Ocr. 29 ann 30, 1964. 2:47 
Strorace, BLastinc AGENTS. 2:55 
Storace, Concestep Yarp. 2:38 
Stores, Fires INVOLVING: 
Clothing Store, Salisbury, N.C., April 27, 1964. 1:43 
Department Store, Dallas, Tex., Dec. 19, 1964. 3:5 
Department Store, Fort Smith, Ark., Feb. 18, 1965. 5:48 
Department Store, Haverhill, Mass., Jan. 5, 1965. 4:50 
Furniture Store, Fort Wayne, Ind., June 17, 1965. 6:52 
Gasoline Service Station, Laurel, Mont., Aug. 16, 1964. 2:58 
Hardware Store, New Brunswick, N.J., Nov. 11, 1964. 3:48 
Shopping Center, Sacramento, Calif., Feb. 12, 1965. 5:48 
Supways, Fires INVOLVING: 
New York, N.Y., April 21, 1964. 4:55 
Toronto, Ontario, Canada, March 27, 1963. 4:55 
Suocar Cane Resipve, Fire INvotvine. 5:49 
Sucar Dust, Explosion INVOLVING. 5:48 
Sucar REeFINery, Frre AND ExPLOSION INVOLVING: 
Arabi, La., Feb. 15, 1965. 5:48 
Sutrur Fires, Detection or. 6:36 
SuRVEY OF FirEworkKS ControL LecisLaTion — 1965. 4:5 
SussMan, B. 6:54 
Swanson, J. 3:32 
SWEDISH Fire PROTECTION ASSOCIATION. 1:81 
Swiss ASSOCIATION FOR FirE PREVENTION IN INDUSTRY AND COMMERCE. 
5:87 
Swiss FEpERAL LaporaTorigs. 5:87 
Sympo, Fire Prevention. 5:45 











T 


Tacoma, Wasu., Prywoop PLANT, Sept. 10, 1964. 3:48 
TANK Rupture, UNusuat. 4:9 
TANK Truck, FLAMMABLE Liguips, FirE AND ExPLosION INVOLVING: 
So. Charleston, W. Va., Jan. 16, 1965. 4:50 
Tank VENTs, Frozen. 6:32 
TANKS, ABOVEGROUND, FirES AND ExPLOsIoNs INVOLVING. 1:44 
TANKS, FLAMMABLE LIQUID, ABOVEGROUND, Fires INVOLVING. 6:32 
TANKS, FLAMMABLE Liquips, FMA RESOLUTION ON EMERGENCY 
VENTING OF. 5:40 
Tanks, Grass Frper-REINFORCED, Piastic. 5:90 
TANKS, QueNCH O11, Fires INvotvinec. 2:49 
Tar Kettie, Or-Firep, Cause or Fire, 4:47 
TELEPHONE ExCHANGE, Fire INVOLVING: 
Richmond, Ind., Feb. 4, 1965. 5:16 
TELEVISION Set, CAUSE OF Fire. 6:49 
Texas City, Tex., CHemicar Piant, June 7, 1965. 6:50 
TextiteE Propucts PLANts (WOOLEN MILLs): 
Newton, Mass., Oct. 3, 1946. 1:18 
Wellesley, Mass., Oct. 3, 1946. 1:18 
THEATER, Fire INVOLVING: 
Bolshoi Theater, Moscow, Russia, May 1915. 4:30 
THEATERS, PROTECTION OF. 1:39 
THPC®, Frire-RETARDANT TREATMENT FOR TextTiLEs. 3:10 
Tire Fires, Truck. 2:56 
Tosacco, Bru’s per Pounp. 3:9 
Toxyo, JAPAN, BuILDING UNDER CONSTRUCTION, AprRiL 10, 1965. 6:52 
Tokyo METROPOLITAN Fire Boarp. 2:31 
Toronto, Ont., Canapa, Susway, Marcu 27, 1963. 4:55 
Train. See Railroad Rolling Stock 














Tramers (Semi-), Usep ror Storace. 2:36 

Tratninc, IN-PLANT Fire PREVENTION. 6:37 

TRANSFORMER VAULT, FirE AND EXPLOSION INVOLVING: 
Kansas City, Mo., Feb. 4, 1965. 4:49 

TRAVEL TRAILERS, REMOVAL OF WHEELS OF. 1:87 


Trees, Historic, Fires Invotvine. 4:38 
Trenton, N.J., Mentar Hospitar, Oct. 5, 1964. 3:28 
Troy, N.Y., APARTMENTS, JAN. 15, 1965. 4:47 
Truck, Fire INVOLyvING: 
Medford, Mass., Aug. 26, 1964. 1:46 
Truck, GASOLINE TANK, Fire AND ExPLOSION INVOLVING: 
Naperville, Ill., Aug. 14, 1964. 3:50 
Sanger, Calif., March 4, 1965. 5:50 
Truck Trre Fires. 2:56 
Trucks, FLAMMABLE Liguip TANK, Fires INvotvinc. 6:33 
Trucks, LP-Gas, Fire AND ExPLOSION INVOLVING: 
Aylmer, Ont., Feb. 26, 1965. 5:8 
Tryon, G. H. 1:29, 76, 82; 2:29, 85, 91; 4:20, 89, 91; 5:37, 39, 41; 
6:24 
Tucson, Ariz., Country Ciur, Sept. 28, 1964. 3:47 
Tunnev Test. 3:44 
Tunne ts, Fires INvVOLvING: 
Railroad Tunnel, San Francisco, Calif., June 30, 1962. 4:53 
Water-Main Tunnel, New York Township, Ont., Canada, 
March 17, 1960. 4:55 
Turtock, Cauir., Fruit-Packinc PLANT, Juty 24, 1964. 1:44 
TurnBULL, JoHN. 5:21 
Turner, H. L. 6:8 
TWENTieETH-CENTUuRY Fire Protection. 4:28 
TYPEWRITER SALES AND REPAIR SHOP, FirE INVOLVING: 
Austin, Texas, Oct. 23, 1965. 4:50 
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UNpERGROUND Buitpincs. 4:52 
UNperwriters’ LAporatories, INc. 1:77, 80, 87 

Building Materials List. 2:19 

Labeling Service. 6:54 
UNDERWRITERS’ LABORATORIES OF CANADA, TUNNEL TESTING AT. 3:44 
Unir HEATERS, SUSPENDED, MAINTENANCE OF. 3:85 
Unrtep Kincpom Fire Losses, 1964. 6:62 
Unirtep States, Fire Statistics or. 5:31 
University Fire Prostem, Orr-Campus Housinc. 6:26 
University oF Ittrnors OrFr-Campus Howsinc. 6:26 
Unusvuat TANK Rupture. 4:9 
Uranium NITRATE, CRITICALITY INCIDENT INVOLVING. 4:24 
Userut Toor. A, Eprrortav. 1:3 


U.S. Atomic ENercy Commission, DivisioN OF OPERATIONAL SAFETY. 


2:25 
U.S.S.R., Fire Statistics or. 5:94 
Uran, Fire PREVENTION Cope 1N. 4:26 
Utan, STate Fire MarsHav’s Orrice Createp. 1:31 


Vv 


VACANT AND IDLE Buitpincs, Fires INVOLVING: 
Boston, Mass., Oct. 12, 1963. 1:6 
Boston, Mass., Oct. 1, 1964. 1:6, 46 
Brooklyn, N.Y., Sept. 24, 1951. 1:5 
Brooklyn, N.Y., Oct. 13, 1953. 1:6 
Columbia, Tenn., June 11, 1960. 1:6 
Dallas, Tex., Nov. 8, 1953. 1:7 
Denver, Colo., May 2, 1961. 1:7 
Detroit, Mich., April 10, 1963. 1:7 
Fort Frances, Ont., June 28, 1961. 1:10 
Gothenburg, Nebr., June 1959. 1:10 
Hingham, Mont., Aug. 19, 1962. 1:10 
Kansas City, Mo., Feb. 12, 1960. 1:10 
Minneapolis, Minn., May 6, 1955. 1:21 
New York, N.Y., Dec. 11, 1946. 1:5, 10 
Rankin, Pa., Dec. 23, 1957. 1:9 
Reno, Nev. 1:10 
Rockville, Conn., June 3, 1960. 1:5 
Sacramento, Calif., 1961. 1:7 
Vancouver, Wash., May 23, 1954. 1: 
Washington, D.C., Dec. 30, 1953. 1: 
VAGRANTS, Fires STARTED BY. 1:6, 46 
Vatve, Excess Frow, Din Not Operate, 5:10 
Vatves, Pressure-Revier, SAtisFactory. 5:10 
Vancouver, B.C., Fire PrRevENTION WEEK ProcramM. 6:30 
Vancouver, WASH., VACANT Buitpinc, May 23, 1954. 1:7 
VENTILATION: 
Accomplished by High-Expansion Foam. 5:7 
Battery-Charging Rooms. 5:41 
Ontario Hospital Requirements. 5:22 
VENTILATION, Spray Bootnu. 1:25 
VENTS, EMERGENCY RELIEF, RESOLUTION ON. 5:40 
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Vents, TANK, Frozen. 6:32 

VENTS, TANK, INTERCONNECTED. 6:36 

VENTS, TANK, Pressure-Rewier. 6:32 

VeREL, Fire RETARDANCE OF. 4:10 

VERMICULITE AS CONCEALED-SPACE PROTECTION. 6:42 

VerNaL, Uta, Scxoot, Nov. 6, 1964. 2:50 

VertTicAL OPENINGS, UNPROTECTED, Fire SPREAD THROUGH. 4:7; 5:47; 
6:49 

VFDB (GERMAN Fire PROTECTION ASSOCIATION). 2:89 

Vienna, Va., APARTMENT, Juty 8, 1964. 4:13 

Vinyt CHLoripe, Fire AND ExPLosion INVOoLvING. 6:50 

Voxcocrap Fire Bricape. 4:34 

Vortkamer, Curtis W. 5:28 


WwW 


Nr. WaBANUM, ALTA., DwELLinc, June 18, 1965. 6:50 
Watt Assemsties, Woop, Fire Tests or. 3:54 
Watt Openincs, Lack or, Fire DEPARTMENT HAMPERED By. 5:18 
WALL AND CerLinc Spaces, Factor 1n Fire Spreap. 2:47 
WALLBOARD, Type X, Fire Resistance Test or. 3:55 
Watts, Fire: 
Fire Spread around. 1:22 
Unprotected Openings in. 2:48 
Watts, Fire Protection or. 6:39 
Watts, Party, SuBSTANDARD. 5:48 
Watts, W. L. 1:28 
Watsu, C. V. 1:36 
Watsu, Martin P., Jr. 5:95 
Watt Disney Stupios. 3:43 
Warenouses, Fires INVOLVING: 
Bagasse Storage, nr. Napoleonville, La., March 8, 1965. 5:49 
Food Products Storage, Charleroi, Pa., May 27, 1965. 6:52 
Furniture Storage, Annapolis, Md., Sept. 7, 1964. 1:45 
Grain Elevator, Fort Worth, Tex., Feb. 26, 1965. 5:49 
Grocery Storage, Charleston, W. Va., Sept. 7, 1964. 1:45 
Helena, Ark., Oct. 11, 1964. 3:49 
Mercantile Storage, Cambridge, Mass., July 15, 1965. 6:12 
Paper Storage, Sparta, Ill., Oct. 4, 1964. 2:50 
Tire Storage, North Kansas City, Mo., Mar. 15, 1950. 1:18 
WarrEN, On10, METALWORKING PLANT, Oct. 21, 1964. 2:49 
WarreENTON, Mo., Nursinc Home, Fes. 17, 1957. 6:39 
WasuinctTon, D.C., Divinc CHAmser, Fes. 16, 1965. 6:5 
Wasurincton, D.C., Vacant Buitpine, Dec. 30. 1953. 1:7 
WASHINGTON, STATE, BOARD OF NAtuRAL Resources. 1:77 
WASHINGTON, STATE OF, REGULATIONS ON Nursinc Homes. 5:25 
WATCHMAN ProTecTION UNSAtTISFACTORY, DELAYED Discovery. 3:7 
WaTCHMAN PROTECTION UNSATISFACTORY, OuTsipE Patrot ONLY. 6:50 
WatTeR CHARGES FOR SPRINKLER SYSTEMS. 6:57 
Water CoL_uMNING. 5:95; 6:96 
Water Companies, LIABILITY FOR MAINTENANCE. 5:23 
Water Matin Repairs Cause SeEverE Loss. 6:12 
Water, SAtt, ELectric SHOCK DURING USE ON Fire. 3:84 
WarTER Spray PROTECTION FoR Hyperraric CHAMBERS. 6:10 
WATER SUPPLIES: 
Inadequate. 1:44, 45; 3:47 
Mains Broken by Earthquake. 2:14 
Public, Inadequate. 2:48; 3:47 
WATER Suppiies INADEQUATE FOR FirE-FicHtiNc. 6:50 
Water Supriy INADEQUATE FoR Fire-Ficutinc. 6:15 
Water, USE ON Fires NEAR FISSILE MATERIALS. 2:25 
WATERCRAFT, Fire INVOLVING: 
Beverly, Mass., Oct. 6, 1964. 1:46 
WELpING AND Cuttinc, Fires Causep sy. 1:44; 2:49, 54; 3:28; 6:48 
WELLESLEY, MAss., WooLeN Mit, Oct. 3, 1946. 1:18 
WELLINGTON (N.Z.) Fire Bricape, 100TH ANNIVERSARY. 5:87 
Wuat’s New IN Fire Protection. 1:80; 2:86; 3:90; 4:87; 5:90; 6:92 
Wivxinson, T. T. 1:28 
Witson, R. 1:29; 2:29; 5:37 
WIND: 
Fire Spread by. 1:17, 19, 21 
WINDOWS: 
Double Pane, Effective. 1:22 
Ordinary Glass, Fire Spread through. 1:17, 19, 20, 22 
Wired Glass, Effective. 1:17 
Wires, ELEctRIC: 
Delay Fire-Fighting. 9:4, 
Wisconsin, NATIONAD “A... aRD Hose Tureaps. 2:26 
Woop Propucts PLAN “tRES INVOLVING: 
Plywood Plant, Tac... .a, Wash., Sept. 10, 1964. 3:48 
Woop Pu tp, Sup Fire 1n Baten. 1:76 
Woopstock, N.B., Orrice Buitpinc, Dec. 31, 1960. 1:23 
WoopwortH, M. E. 1:28; 2:28; 5:37 
Wortp-Wine Trenps. 1:81; 2:89; 3:84; 4:85; 5:87; 6:62 


Z 
Zuckert, E. M. 3:94 
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Assort, J. C. 6:3 
ABS Puasrtic Prete, Frre Tests or. 4:52 
ACETONE, Fire INVOLVING. 4:49 
ACETYLENE, EXpLostons INVOLVING. 4:40 
Apvance Reports (NAME CHANGED TO TECHNICAL COMMITTEE 
Reports). 3:34 
Apvisory CoMMISSION ON INTERGOVERNMENTAL RELATIONS, REPORT 
on Butiptnc Cones. 5:39 
AER-O-FOAM XL-6, Properties or. 6:10 
AEROSOL CONTAINER, EXPLOSION INVOLVING. 3:50 
AEROSOL EXTINGUISHER, INEFFECTIVE. 2:94 
AIA MonicrpaL GrapINnG SCHEDULE. 6:58 
Atr ConpitioninG Duct, Puastic, Fire Invoivinea. 5:48 
Atr ConpItTIonInG Ducts, Fire SPREAD THROUGH. 3:37 
Atr CONDITIONING SysTeM, FrrRE SPREAD THROUGH. 6:47 
AIRCRAFT: 
Helicopters, Department of Defense Fire Experience. 5:45 
ArrcraFt, Frres INVOLVING: 
nr. San Francisco, Calif., June 28, 1965. 1:20 
Wichita, Kans., Jan. 16, 1965. 3:53 
AIRCRAFT, FIRES AND ExpLosions INVOLVING: 
Atlanta, Ga., July 27, 1965. 2:47 
nr. Cairo, Egypt, May 20, 1965. 2:52 
Launceston, Tasmania, March 17, 1965. 1:44 
Miami, Fla., Nov. 25, 1965. 3:53 
off Nantucket Island, Mass., July 11, 1965. 3:53 
Oakland, Calif., Dec. 25, 1965. 5:49 
nr. 100 Mile House, B.C., July 8, 1965. 2:53 
Phoenix, Ariz., Feb. 3, 1966. 4:47 
Portland, Oreg., Oct. 22, 1964. 2:28 
Salt Lake City, Utah, Nov. 11, 1965. 2:52; 5:5 
Atrcrart ENGINE Fire Detection Systems. 5:94 
Arr Ricuts Structures: 
Fire Problems of. 3:5 
Fire Protection for. 3:7 
Standards for. 3:8 
Atr TERMINALS FOR LIGHTNING PROTECTION SysTEMs. 4:12 
ALARM Not GIVEN Prompt y,, Factor In Fata Fire. 5:21 
ALARMS DELAYED. 3:21 
Called Grandfather instead of Fire Department. 3:48 
Discoverer Not Believed. 6:48 
Employees Fought Fire. 3:50; 4:49 
Fought the Fire. 1:43; 2:50; 5:49; 6:50 
Observer Did Not Report Fire. 2:49 
Occupants Sought Fire. 5:20 
Passed by Fire Alarm Boxes. 6:47 
Phoned Police. 1:45 
Telephone Knocked Out by Lightning. 6:48 
AvaARMS, Fause, U.S. AND CANADIAN CittEs, 1965. 4:31 
ALumINuM Diecast Founprtes, Inc. 1:56 
ALUMINUM Founpry, Frre INVOLVING: uy 
nr. Redkey, Ind., May 15, 1964. 1:56 
ALUMINUM FvEt Line, Rupture In AtrcrAFT Crasu. 5:10 
ALUMINUM PowpER-CoppER OxipeE Mixture, Fire Hazarp or. 3:95 
AMATEUR RocKETRY EXPLOSION: 
Burien, Wash., Aug. 27, 1965. 2:50 
AMERICAN CYANAMID ComMPANY RECOMMENDATIONS ON ORGANIC 
PHOSPHATES STORAGE. 6:84 
AMERICAN NATIONAL Rep Cross. 1:50 
AMERICAN STANDARDS ASSOCIATION, DEFINED. 4:44 See also ASA. 
AmpPacity, DEFINITION oF. 1:32 
AMUSEMENT Park, Fire INVOLVING: 
Rye, N. Y., July 10, 1966. 6:47 
AMUSEMENT Park, VACANT, FIRE INVOLVING: 
Newton, Mass., June 1, 1966. 5:49 
ANDRESEN, WILLIAM V. 6:84 
ANESTHETIC Gas, EXPLOSION INVOLVING. 1:23 
ANNAPOLIS, Mp., ScHoot, May 29, 1965. 2:18 
ANPI. See National Fire Protection Association of Belgium 
Ansut Company, THE. 2:82 
APARTMENTS, FIRE EXTINGUISHERS FOR. 4:95 
APARTMENTS, FIRES INVOLVING: 
Atwater, Calif., June 4, 1966. 5:47 
Cleveland, Ohio, June 3, 1966. 6:49 
Jacksonville, Ill., Jan. 15, 1966. 4:50 
Kansas City, Mo., Jan. 1, 1966. 3:48 
Silver Spring, Md., June 21, 1965. 1:44 
Arcata, Cautr., SAawMILL, May 24, 1965. 1:46 
ARCHITECTS AND BuiLpers, For. 1:54; 2:45; 3:44; 4:28; 5:84; 6:24 
ARMISTEAD, J. G. 1:35 
ArRmorY, FIRE AND ExpLosion INVOLVING: 
Keokuk, Iowa, Nov. 24, 1965. 2:52; 3:60 
ARRESTERS FOR LIGHTNING PROTECTION Systems. 4:13 
Arson, CURRENT ProBiems, Parr 1. 5:23 
Arson, CuRRENT ProBLEMs, Parr 2. 6:33 
Arson, Fire Frequency, 1950-1965. 5:23 
Arson ADDED TO TITLE 18 oF THE UNITED STATES CopF. 3:88 
ARSON EXPERIENCE IN GeoraiA., 5:25 
ARSON INVESTIGATION IN DetroiT. 5:25 
ARSON INVESTIGATION IN St. Louts. 5:25 





ARSON AND LOAN SHAREING. 6:33 
Arson RINGS IN QUEBEC. 6:33 
ARSON IN ScHoo.s. 5:24 
See also Incendiary (Suspicious) Fires 
ARSONISTS, PREMATURE RELEASE FROM PRISON. 6:37 
ASA, NFPA Sranparps TO BE SUBMITTED TO. 3:34 
ASA anv NFPA. 4:44 
ASA Pipe.inE Copes. 5:12 
ASPHALT, UVERHEATED, FirE CAUSED BY AND INVOLVING. 3:50 
ASPHALT ROoFING PLANT, FIRE INVOLVING: 
Joplin, Mo., Oct. 26, 1965. 2:49 
ATLANTA, GA., AIRCRAFT, JULY 27, 1965. 2:47 
Artics, UNDIVIDED, Fire Hazarp or More s. 6:30 
Artics, UNDIVIDED, FirE SPREAD THROUGH. 1:45; 3:50; 4:49; 6:30, 50 
ATWATER, CALIF., APARTMENTS, JUNE 4, 1966. 5:47 
Austin, TEx., COMPLETES F1RE MARSHAL’sS OFrFIcE BUILDING. 5:86 
Austin, Tex., Liprary, Ava. 10, 1965. 1:43 
AUSTRALIA, BusH FIRE PROBLEM IN VICTORIA. 4:86 
AustrRiA, Frre Protection tn. 5:56 
AUTOMOBILE FveEL Ling, Puastic, FrrE INVOLVING. 3:89 4 
AUTOMOBILES, Fires INVOLVING: 
Maywood, Calif., June 7, 1966. 5:48 
nr. Oceanside, Calif., Feb. 21, 1966. 4:47 
Azusa, Cauir., SHopp1Inc CENTER, JuLy 25, 1965, 1:45 
Azusa, Cauir., SUPERMARKET, JuLy 25, 1965. 1:45 
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Bascock, Cuester I. 3:25 
BAHME, CHARLES W. 2:10 
Baur, Russexr fi 2:84 
Baker, WarreN J., Evectrep CHAIRMAN, TECHNICAL ADVISORY 
CommitTer, 5:53 
BAKERSFIELD, Cautr., Moret, Fes. 19, 1964. 6:31 
Bautrmore, Mp., Cuemicat Piant, Dec. 23, 1965, 3:49 
BaLTIMoRE, Mp., Printina PLANT, Sept. 30, 1965. 2:49 
BANK, Frre INVOLVING: 
Hilton, N.Y., March 21, 1965. 1:9 
Baptism OF PoRTLAND’S AIRFIELD EMERGENCY SERVICE. 2:28 
Barn, Fire INVOLVING: 
Monroe County, N.Y., June 8, 1962. 6:84 
BaseBoarp Heaters, Evecrric. 5:94 
Basic Buttp1nGc Cope Users, RESTRICTIONS ON WOODEN SHINGLES BY. 
4:38 
Baton Roveg, La., Scuoou, Fes. 5, 1965. 2:20 
Bartaa.in, B. H., ELEcTED CHAIRMAN OF CHIMNEYS AND HEATING 
EqutpMent Committee, 5:55 
Bayonne, N.J., OxyGen Tent (Hospttax), JuLy 29, 1965. 1:44 
Bayonne, N.J., Sure, Nov. 11, 1965. 2:48 
BEAVERTON, OREG., ELECTRICAL EQUIPMENT-ASSEMBLING PLANT, 
AprRIL 13, 1966. 5:48 
BEEcHVILLE, N.S., DwE.uina, JAN. 9, 1966. 6:48 
BeLatum, NATIONAL FIRE PROTECTION ASSOCIATION OF. 6:90 
Benzene, Frre Invoivina. 2:50 
BENZENE, FIRE AND ExpLoston INVOLVING. 3:49 
BENzINE, Fire INVOLVING. 2:48 
Bic Fire 1n A SMALL Town — THE RESULTS. 1:9 
Bruar, Inpra, Coat MINE Expvosion, May 28, 1965. 2:53 
NR. BIttInGs, Mont., REPAIR GARAGE, Oct. 25, 1965. 3:48 
BIMONTHLY Fire Recorp. 1:43; 2:47; 3:47; 4:47; 5:47; 6:47 
Buiackout, Eastern U.S. 2:54 
BuLappers, FvEL, ror Ractne Cars, 2:33 
BLAIRSVILLE, Pa., Moret, Sept. 5, 1958. 6:30 
Boarp or Directors. See NFPA 
Boatinea, How Sare Is, Topay? 4:5 
Boats, PLEASURE, FirE EXPERIENCE OF. 4:7 
Boats, PLEASURE, VENTILATION OF ENGINE SPACES ON. 4:6 
BorLers AND FuRNACES, ENCLOSURES FOR. 5:84 
Boise, IpaHo, Truck, Fes. 5, 1966. 3:47 
Bonp, Horatto. 1:40 
BooKBINDING PLANT, Fire INVOLVING: 
Norwood, Mass., May 14, 1966. 5:47 
Books, WATER-DAMAGED, SALVAGE Work on. 5:50 
Boston, Mass., Hore., JAN. 28, 1966. 3:40 
Boston, WaTER UseEp oN LARGE Fires In. 5:27 
BowLInG ALLEYS, Frres INVOLVING: 
Carteret, N.J., May 23, 1966. 5:49 
St. Catharines, Ont., July 1, 1966. 6:47 
BREATHING APPARATUS, SELF-CONTAINED, SERVICE LIFE oF. 2:43 
BripnGe, RAILROAD, Fire INVOLVING: 
Henderson County, IIll., June 2, 1966. 6:50 
BripGe Catsson, FrrE AND ExPLosIoNn INVOLVING: 
Trois Riviéres, P.Q., Sept. 7, 1965. 3:53 
Brirrett, JoHN R. 6:57 
British Cotumsra, CONCRETE-BLOCK CHIMNEYS IN. 1:48 
British GovERNMENT BurLpinG Cope, REGULATIONS, NEw. 2:90 
Brook.tyn, N.Y., ConFLAGRATION, Ava. 12, 1965. 3:57 
Burrao, Mo., ScHoot, Oct. 23, 1965. 3:50 
BuaseeE, P. 1:80; 2:52, 90; 3:87; 4:86; 5:56; 6:90 
ButLpInG Cope ReGuLations, BritisH. 2:90 
Burttptnc Cope RESTRICTIONS ON WOODEN SHINGLES. 4:36 





Butip1ne Copes, ENFORCEMENT OF. 1:40 
Butipine CopEs, A PROGRAM FOR INTERGOVERNMENTAL REFORM. 5:39 
BuILpINnG ConsTRUCTION TYPES: 
Fire-Resistive, Protection for Air Rights Buildings. 3:8 
Butiprne Fires, U.S. anp CANADIAN CiTIEs, 1965. 4:30 
Butup1nG Fires Crassiriep, U.S., 1965. 5:33 
BUILDING UNDER RENOVATION, FirE INVOLVING. 3:19 
Butuipinos, Air Ricuts, Fire PROTECTION FOR. 3:7 
BurGLAR ALARM, MEANS OF PREVENTING ARSON. 2:18 
Burren, WasH., AMATEUR RocKETRY Exposition, Ava. 27, 1965. 2:50 
Burwap Baas, BALED, Fire INVOLVING. 6:48 
Burn THE ScHoot — THat’Lu SHow 'Em! 2:16 
Burnaby, B.C., Scoot, Jury 3, 1964. 2:18 
Burns, CLorHinc-Frre-Cavusep, REcorD oF: 
Fatalities, Fire. 4:19 
Number of Fires. 4:19 
Buss, Loren 8. 3:3 
Buss, Loren S., ELectep CHAIRMAN OF Boarp or Dtrectors. 5:53 
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CaBLe Supports, Continuous Riaip, REQUIREMENTS FOR, IN 1965 
ELectRIcaL Cope. 1:32 
CaBLeE Trays, Hazarp or. 2:6 
CaBLeE TUNNELS, INACCESSIBILITY OF. 2:6 
Cases, Grovupep, Fires INVOLVING. 2:6, 7; 3:49 
NR. Catro, Eoypt, Aircrart, May 20, 1965. 2:53 
Cauctu1: CARBIDE, Fire INVOLVING. 4:40 
Ca.irorniA Diviston or Houstna. 2:84 
CALIFORNIA, FLAMMABLE CLOTHING REGULATIONS IN. 4:20 
CampeEn, N.J., DwELuina, Juty 2, 1966. 6:49 
Camp, SumMER, Fire INVOLVING: 
nr. Joseph, Oreg., Sept. 12, 1965. 2:47 
CampBELL, Cauir., U.S. Granp AwarpD WINNER, 1965 NFPA Fire 
PREVENTION ConrestT. 2:41 
CanapbA, Fire Recorp or CiT1es 1n, 1965. 4:30 
CANDLE, CAUSE OF APARTMENT Fire. 5:47 
Canvas Canopy, Fire Spreap By. 5:49 
CAPRYLYL PEROXIDE, FIRE AND Exposition INVOLVING. 2:49 
CARBON D1oxIDE EXTINGUISHERS FOR AUTO Fires, 2:35 
Carson DroxitpE Hanp Hose System UseEp. 3:49 
Carson Diox1pE System, MANUAL, CONTROLS INACCESSIBLE. 4:42 
Carson DroxipEe Systems, AUTOMATIC, PROTECTION FOR GROUPED 
CaBLeEs. 2:8 
Carson DroxipE Usep on Sutp’s Hotp Fire. 5:50 
CARELESS SMOKING, Fires CAUSED BY. 2:49; 3:38, 49 
CARIBBEAN Sg, Viking Princess, APRIL 8, 1966. 6:23 
CarRLETON Hore. Fire, Sr. Paut, Minn., JAN 6, 1966. 3:38 
Carson, C. 0. 3:5 
Carson City, Nev., Cuurca, Nov. 3, 1965. 2:48 
Cartagena, CoLtomBtA, MarKET, Oct. 30, 1965. 2:48 
Carteret, N.J., BowLIne ALLEYs, May 23, 1966. 5:49 
NR. CARTHAGE, TEX., PETROLEUM REFINERY, JULY 9, 1965. 1:46 
Causes, Frre, U.S., 1965. 5:33, 35 
Cepar Fatis, Iowa, Cotitece Orrices, Juty 22, 1965. 1:43 
CrEILIne Space, CONCEALED, Fire IN. 5:48 
CerLine T1LE, COMBUSTIBLE, F1RE SPREAD BY. 2:25 
CELLULOSE NITRATE Fito StroraGeE. 5:94 
CENTRAL FirE PROTECTION DEPARTMENT (AvusTRIA). 5:56 
Caaney, Byron R. 3:30 
CHEMICAL PLANTS, FrrEs INVOLVING: 
Baltimore, Md., Dec. 23, 1965. 3:49 
East Brunswick, N.J., May 31, 1965, and Aug. 24, 1965, 2:49 
Kansas City, Kans. (Insecticide-Manufacturing), March 23, 1966. 
5:48 
Newark, N.J., Sept. 21, 1965. 3:49 
CHEMICAL PLANTS, WATER-SPRAY PROTECTION IN. 5:29 
Cuemicats, Hazarpovus, ICC Placarding for. 2:44 
Cuemistry LasporaTory. See Laboratory 
Cuarcauo, Itu., FURNITURE PLANT, SEPT. 28, 1965. 3:49 
Cuartcaao, Iuu., Tavern, Dec. 11, 1965. 2:24 
CHILDREN, UNATTENDED, RESCUED IN Fire, 2:47 
CHILDREN, UNATTENDED, TRAPPED IN FATAL Fire. 3:47; 5:47 
CHILDREN AND Martcues, Frres Causep BY. 2:47 
CHILDREN AND Matcues, Fires Causrp By, U.S. Estimates, 1965. 
5:35 
Curmney, Derective, CAUSE oF FrrRe. 1:43 
Cuimneys, ConcreETE BLocks For. 1:48 
CHINESE FIREMAN, TRIBUTE TO. 2:90 
CHLOROBROMOMETHANE, EFrecrive IN CONTROLLING JP-4 Fue Frre. 
4:47 
CuristmMASs, FirE PREVENTION CAMPAIGN AIDS FOR. 6:32 
Curistmas Decorations, Fire INVOLVING. 1:43 
CuristmMAs TREE, FirE RETARDANT-TREATED, FIRE CAUSED BY. 3:36 
Crristmas TREES, Cook HoupeEr For. 6:29 
CuristMas TREES, Fires CAUSED BY, IN THE U.S. AND CANADA IN 1965. 
4:31 
CuristTMas TREES, FLAMEPROOFED, TESTING OF. 6:42 
CuristMas TREES, FLAMFEPROOFING oF. 6:42 
CHRISTMAS TREES, PRESERVATIVES AS FirE RETARDANTS FOR. 3:28 
Cartistmas TREES IN Hore s. 3:94 
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Cxurcu, Exp.ioston INVOLVING: 
Carson City, Nev., Nov. 3, 1965. 2:48 
Cuurcu, Fire INVOLVING: 
Chute des Passes, P.Q., Feb. 2, 1965. 1:43 
CuurTe pes Passgs, P.Q., CourcH, Fes. 2, 1965. 1:43 
CIGARETTE LIGHTER, SELF-IGNITING. 6:29 
Circuits, BRANCH, REQUIREMENTS IN 1965 ELEcTRICAL Cope. 1:33 
CLEANING SOLUTION, FirE INVOLVING. 2:47 
CLEVELAND, OxnIo, APARTMENT BUILDING, JUNE 3, 1966. 6:49 
Coax Mine, FirE AND ExpLoston INVOLVING: 
Bihar, India, May 28, 1965. 2:53 
Ciora-CoaTine PLANT, FIRE INVOLVING: 
Haverhill, Mass., March 10, 1966. 4:48 
CLorHiIneG, FLAME-RETARDANT IN HypeRBARIC CHAMBERS. 3:87 
C.LorTsine Frres, Estimates OF. 4:19 
Cioraine Fires, Fata. 4:50 
C.iorutnG Frres: A TraGepy or CONTINUING IGNORANCE. 4:19 
CLOTHING FLAMMABILITY. CLASSIFICATION OF. 4:20 
Cioruine I@niITION IN AIRCRAFT Fire. 5:7 
Cuiovuauerty, Joun E., Exvecrep PRESIDENT OF FIRE MARSHALS 
Association. 5:86 
CNPP. See French National Center for Prevention and Protection 
Co.uecE Orrices, Fire INVOLVING: 
Cedar Falls, Iowa, July 22, 1965. 1:43 
COoLLINSVILLE, ILL., Store, Aprit 4, 1966. 5:49 
Cotums1a Hetcuts, Minn., SHopprine CENTER, Oct. 9, 1965. 2:48; 
3:57 
Commerce, Cauir., Ourpoor StoraGE AREA, JuLy 14, 1966. 6:48 
CoMMUNICATIONS, F1IREGROUND, BREAKDOWN OF. 2:31 
ComMUNICATIONS CENTER, U.S. GovERNMENT, Fire INVOLVING: 
Kamiseya, Japan, Sept. 24, 1965. 2:50 
Community CEeNnTER, FrrE INVOLVING: 
Yonkers, N. Y., Dec. 20, 1965. 3:19 
Compressep Gas AssoctaTIon, Inc. 2:95 
Computers As FrrE DEPARTMENT TOOL. 6:58 
CONCEALED Spaces, Fire DEerectors IN. 2:95 
CoNcEALED Spaces, FrrE SpREAD THROUGH. 3:48 
CoNncEALED Spaces, PLastic Foam 1N. 2:44 
ConcrETE BLocks ror CHIMNEYs. 1:48 
Conpvvucrors FoR LIGHTNING PROTECTION Systems. 4:13 
CONFERENCE OF FIRE PROTECTION ASSOCIATIONS. 3:33, 4:86; 5:56 
CONFLAGRATIONS: 
BrookJyn, N.Y., Aug. 12, 1965. 3:57 
Hilton, N.Y., March 21, 1965. 1:9 
CONFLAGRATIONS AND LEGISLATION ON WOODEN SHINGLES. 4:37 
CONSTRUCTION TYPES: 
Steel-Framed, Lightning Protection for. 4:14 
ConTAINER, PLastic, FOR FLAMMABLE LiquIp, FAILURE DURING FIRE. 
6:49 
Continuous Loap, DeFINniTIon or. 1:32 
Cook, Harotp C. 6:29 
CooxkBook ENGINEERS. 1:86 
CookING AND HEATING EquipMENT. See Heating and Cooking Equip- 
ment 
Coos Bay, Orea., Moret, Dec. 16, 1964. 6:30 
Copper OxIpE-ALUMINUM Powpkenr, Fire Hazarp or. 3:95 
CorNvUELLE, Ricwarp C. 5:41 
Corripors, Deap-Enp, Escape HAMPERED BY. 1:44 
Corva.uis, OreG., HoME ror THE AGED, Fes. 22, 1966. 4:50 
Corva.uis, OreEG., Orrices, Juty 3, 1965. 1:45 
Covuptine, UNIVERSAL, FOR SHIP FIRE-FIGHTING. 3:87 
Court Dectston: 
Seattle Fire Prevention Inspections Upheld. 2:42 
Cox, Ronatp G., Carer, Hone Kone Frre Bricape, REtTIRep. 2:90 
CRACKERBALLS (FrREWwoRKS). 3:13 
Cresy.ic Actp, Crunk, Frre INVOLVING. 3:49 
CurRRENT ARSON PROBLEMS, Part 1. 5:23 
CurRRENT ARSON PROBLEMS, Part 2. 6:33 
CuTTING AND WELDING, Frres CAUSED BY. 2:48 
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Dance HALLs, F1rEs AND ExPLostons INVOLVING: 
Keokuk, Iowa, Nov. 24, 1965. 2:52; 3:60 
Newport Beach, Calif., Aug. 7, 1966. 6:47 
DantsH Fire PRoTectTIon AssoctaTION. 6:90 
Data-PROCESSING AS A FirE DEPARTMENT TOOL. 6:57 
Dawson, Ga., Corron WAREHOUSE, Nov. 16, 1965. 4:49 
DeEcoraTIons, COMBUSTIBLE, Fires INVOLVING. 6:49 
De-tctnG, ELEcTRICAL, REQUIREMENTS IN ELECTRICAL Cope. 1:34 
DeE.uGE SprInKLER Systems. See Sprinklers 
Democracy, ProGRESS THROUGH, AT NFPA ANNUAL MEETINGS. 2:3 
Detection System, AUTOMATIC, SATISFACTORY PERFORMANCE. 1:46; 
2:48 
Detection System, Frre, AuToMATIC, UNSATISFACTORY PERFORM- 
ANCE: 
Fire Originated in Concealed Space. 2:55 
DertectTIOoN Sysrems, Fire, AtrcRAFT Enatne. 5:94 
Detection Systems, Fire, AUTOMATIC, FOR THE Home. 5:32 
Detection Systems, Firr, AUTOMATIC, FOR SCHOOLS. 2:19 
Detection Systems, SMOKE, FOR GRouPED CABLES. 2:7 





Derector Spactna, Home Fire ALARM System. 5:32 
Detroit, Micu., ARSON INVESTIGATION IN. 5:25 
Derroit, Micu., Dormrrory-Typr Hore, Fre. 25, 1966. 6:36 
Drevectric Heatina. See Heating, Dielectric and Induction 
DisasTER ConTROL, INDUSTRIAL, CasE History or. 1:35 
Discovery DELAYED: 
Failure to Investigate Smoke. 1:43 
Substandard Watchman Service. 1:43 
DrscRETIONARY PowERS IN CODE ENFORCEMENT. 1:40 
DIspATCHING OrFiIces, FIRE DEPARTMENT, ARRANGEMENT OF FOR TOP 
Errictency. 2:14 
Doors, Exit, INwARD-SwInGinG, Cause oF FaTa.iries. 2:25 
Do WE NEEp A SINGLE NATIONAL Mopet ButLpinG Cope? 5:39 
Doors, Frre, BLockrp OPEN. 2:49 
Doors, STatRwAy, BLocKED OPEN. 2:20, 37, 48 
Doorways, UNPROTECTED, FIRE SPREAD THROUGH. 4:49 
Doyxe, WitiiamM H., Etecrep CHAIRMAN OF SECTIONAL COMMITTEE 
on StroraGE, HANDLING AND TRANSPORTATION OF HaAzARDOUS 
Curemicazs, 5:55 
DratnprrPes, Piastic, Fire Tests or. 4:52 
DRAPERIES IN HOTEL LosBy, FIRE SPREAD BY. 2:36 
DROWNING AND SPRINKLERS. 4:29 
Drums, FLAMMABLE Liquip, RupTURE DURING Fire. 1:56 
Dry CHEMICAL EXTINGUISHING AGENT, REACTION wiTH MULTI- 
PURPOSE AGENT. 1:49 
Dry CHEMICAL EXTINGUISHING AGENT, Use at Race TRACKS. 2:34 
Dry Cuemicat Hose Line Systems. 2:36 
Dry CLEANING WITH GASOLINE. 1:49 
Dryer, Frre CAUSED BY OR INVOLVING: 
Clothes. 4:50 
Du Pont pe Nemovors, E. I., & Co. 1:35 
Du Pont’s LovuisvitLeE Works Exposition. 1:35 
Dvuat-AGENT Fire-ExTINGUISHING SystEM, A. 6:10 
Duct (ALUMINUM) FROM DRYER, MELTED. 4:50 
Duct, PLastic, For Air CONDITIONING, FrrE INVOLVING. 5:48 
Ducts, Atr CONDITIONING, FirE SPREAD THROUGH. 2:37 
Ducts, KircHen Exnavust, Frre SPREAD THROUGH. 6:48 
Duke, T. SEDDON, TRIBUTE To. 4:2 
DweE uinec Frrz, A. 6:5 
DweE..inG INsPECTIONS TRAINING MANUAL. 1:30 
DweE.uinGs, Fires INVOLVING: 
Beechville, N.S., Jan. 9, 1966. 6:48 
Camden, N.J., July 2, 1966. 6:49 
Enid, Okla., Nov. 4, 1965. 2:47 
Franklin Square, N.Y., Jan. 31, 1966. 2:48 
Galesburg, Ill., July 6, 1965. 1:44 
Longmeadow, Mass., March 1, 1966. 6:5 
Phoenix, Ariz., Feb. 3, 1966. 4:48 
Pittsfield, Mass., Jan. 12 and Aug. 1, 1966. 6:50 
Reading, Mass., Aug. 25, 1966. 6:49 
Dwe tunes, Piastic Prprne tn. 4:52 
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East Brunswick, N.J., Chemica, PLant, May 31, 1965, anp Ava. 
24, 1965. 2:49 

Economics oF AUTOMATIC SPRINKLER Systems, THE. 2:95 

EpGemeEreE, Mp., FuRNITURE Store, Juty 14, 1966. 6:50 

EptroriA.. 1:3; 2:3; 3:3; 5:3; 6:3 

Epvucationat Occupancies, U.S. Frre Loss Estimates, 1965. 5:36 

Eautn Atr Force Base, Fia., MissitE TRACKING StTaTIon, JAN. 5, 


1965. 3:53 
Ex Centro, Cauir., CHEMICALS WAREHOUSE, JAN. 29, 1961. 6:84 


Evectrric BAseBoarD Heaters. 5:94 
Evecrric GENERATING PLANT, FIRE INVOLVING: 
New Albany, Ind., Oct. 15, 1965. 3:49 
ELecTRICAL EquIpMENT, Fires Cavsep BY. 2:48, 49; 5:47, 50; 6:47, 50 
Nonexplosionproof Motor. 5:48 
EvecrricaL Equipment, Frres Causep sy, U.S. Estimates, 1965. 
5:35 
ELeEcTRICAL EQUIPMENT-ASSEMBLING PLANTS, FIRES INVOLVING: 
Beaverton, Oreg., April 13, 1566. 5:48 
Harrison, N.J., Sept. 26, 1965. 3:49 
ELeEcTRICAL WIRING, Fires CAUSED BY. 1:43; 2:6, 7, 48, 49; 3:49, 50, 53; 
4:49; 5:49; 6:49 
Evecrronic GAaRAGE-Door ConTROL, FAILURE DURING FIRE. 6:7 
ELecTRONIC DEvICE-MANUFACTURING PLANT, FIRE INVOLVING: 
Lancaster, Pa., March 12, 1966. 5:48 
ELECTROPLATING TANK, Fire ORIGINATING AT. 5:48 
ELevaTInG PLaTrorM TRAINING MANUAL. 1:30 
Evevator Sart, Fire Spreap THROUGH. 3:41 
Evevartors SToprep By Fire. 2:50 
Extiort, A. L. 3:5 
Ev Paso, Tex., Repatrr GARAGE, JuNE 13, 1966. 6:47 
Emercency Lieutine, Lack or, Cause or Deatus. 2:50 
EMERGENCY PressuRE RELIEF FOR FLAMMABLE Liquips STORAGE 
TANKS. 4:27 
ENGINE Spaces oN PLEasuRE Boats, VENTILATION or. 4:6 
ENGINEERED SPRINKLER PROTECTION. 1:5 
ENGINEERS, FIRE PROTECTION, ON ARCHITECTS’ Starrs. 1:19 
Ent, Oxua., DwELuina, Nov. 4, 1965. 2:47 





Escape HampereD By HicH Winpows. 6:7 
Escape HamperepD By Lockep Doors. 6:7 
ETHER IN REFRIGERATOR, EXPLOSION INVOLVING. 6:47 
EuGENE, OrEG., AUTOMOBILE, Nov. 10, 1965. 3:89 
EvuGENE, OREG., SCHOOL, JUNE 19, 1965. 2:19 
EvacuaTIon, HospiTat, PLAN For. 6:53 
Exuaust System, TorLet, Fire SPREAD THROUGH. 5:21 
Extr REQUIREMENTS, CALCULATING. 6:25 
Exits, AccEss TO. 6:26 
Exits, DEFINED. 6:24 
Exits, DISCHARGE FROM. 6:28 
Exits, HortzontTat, DEFINED. 6:24 
Exits, INADEQUATE: 
Blocked by Merchandise. 5:49 
Dead-End Corridor. 3:48 
Doors Locked. 3:47 
Fatalities Caused by. 2:25, 50; 3:37, 38, 48 
Inward-Swinging Door. 2:25 
Open Stairways. 3:48 
Exits, SMOKEPROOF TOWERS AS. 1:54 
Exits Lockep, Factor 1Nn Fata Fire, 5:81 
EXPLOSIONS: 
Acetylene. 4:40 
Aerosol Container. 3:50 
Amateur Rocketry. 2:50 
Anesthetic Gas Mixture. 1:23 
Benzene Vapors. 3:49 
Berzine. 2:48 
Dry Chemical Extinguisher. 1:49 
Fatal. 1:23, 37; 2:48, 50; 3:41, 47, 53, 60; 4:48; 6:49 
Fire Gas. 2:23, 48; 3:39 
Fireworks. 3:14; 4:48 
Flammable Vapors (Probably Naphtha). 5:48 
Gasoline Vapors. 3:47 
Gunpowder. 2:48, 50 
Hydrogen. 3:49 
JP-4 Fuel Vapors. 4:47 
Monovinylacetylene. 1:37 
Natural Gas. 2:48, 3:41, 60; 6:49 
Refrigerator Containing Flammable Liquids. 5:47 
Wood Dust. 3:57 
Expositions, Miscet.taneous, U.S. Estimates, 1965. 5:35 
EXPLosives, FirES AND EXPLOSIONS CAUSED BY: 
Gunpowder. 2:48 
EXPposurRE PROTECTION INADEQUATE, 4:48 
EXTINGUISHER, AEROSOL, INEFFECTIVE. 2:94 
EXTINGUISHERS, CARBON D1oxipe, aT Race Tracks. 2:35 
EXTINGUISHERS, EFFECTIVE: 
Dry Chemical. 2:30 
EXTINGUISHERS, ExPLosIONs INVOLVING: 
Dry Chemical. 1:49 
ExtTInGuiIsHErs, Hazarps or. 1:49 
EXTINGUISHERS, PERFORMANCE Stupy oF Use on Cu ass B Fires. 3:23 
EXTIN 3UISHERS, UNSATISFACTORY PERFORMANCE: 
Not Maintained. 5:48 
EXTINGUISHERS FOR APARTMENT BUILDINGS. 4:95 
EXTINGUISHER-SERVICING RACKET. 3:22 
EXTINGUISHING AGENTS: 
Dry Chemical, Reaction with Mu!\inurpose. 1:49 
EXTINGUISHING Systems, Dry CHEW 1:86 
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Fasrics, CLOTHING, FLAMMABILITY OF. 4:20 
Factory Mutua ENGINEERING Division. 2:5 
FAIRFIELD, ConN., SHOPPING CENTER, FEB. 23, 1965. 3:26 
Fatt Conrerence, NFPA, 1966. 3:33 
Fatau Frres tn 1965, INTERNATIONAL Statistics. 6:60 
FATALITIES: 
Aircraft Crash-Fire. 4:48 
Amateur Rocketry. 1:50 
Asphyxiation. 1:44; 3:21, 37, 41; 4:50 
Burns, Caused by. 1:49; 3:41 
Careless Smoking, Caused by. 4:50 
Children, Unattended. 3:47, 48; 5:47 
Clothing Fires, Caused by. 4:50 
Explosions, Caused by. 1:23, 37; 2:50; 3:13, 14, 41, 47, 53, 60; 
4:48; 6:49 
Firemen. 2:18; 4:31 
Fireworks, Caused by. 3:13, 14 
Inadequate Exits, Caused by. 2:25, 48, 52; 3:38, 48 
State Experience, 1965. 5:34 
Trapped in Burning Aircraft. 2:53; 3:53; 5:7 
Trapped in Burning Auto. 4:47 
Trapped in Burning Building. 1:14, 2:24, 47, 50; 3:48; 5:49 
Trapped in Burning Church. 1:43 
Trapped in Burning Dwelling. 1:44; 6:48, 49 
Trapped in Burning Mental Institution. 5:80 
Trapped on Burning Ship. 2:53; 5:21 
Trapped by Locked Doors and Windows. 5:81 
Trapped in Missile Silo. 2:52 





Trapped in Train. 1:45 
Window Too Small for Escape. 6:31 
FATALITIES, MULTIPLE, 1965. 3:52. See also Large-Loss-of-Life Fires 
FEDERAL BuREAU OF INVESTIGATION, Uniform Crime Reports, ARSON 
In. 5:24 
FEDERAL FLAMMABLE Fasrics Act. 4:20 
Fee, Frank J., JR. 2:85; 4:58 
FERTILIZER PLANTS, Fires INVOLVING: 
Pomona, Cvlif., June 17, 1954. 6:84 
Tampa, Fla., July 1, 1955. 6:84 
FIBERBOARD, COMBUSTIBLE. See Interior Finish 
FILMs: 
Are You Fire Safe? 5:28 
Donald's Fire Survival Plan. 5:28 
FINNISH FIRE PROTECTION ASSOCIATION. 6:90 
FIRE AND THE Atr Riauts Structure. 3:5 
Frre APPARATUS AND TRAFFIC Liauts. 4:94; 6:94 
Frresoats, Lack or, Fire DEPARTMENT HAMPERED BY. 4:41 
FrrE DEPARTMENT, JUNIOR, IN SANTA Rosa, Catir. 1:29 
Frre DEPARTMENT APPARATUS, COLOR OF. 3:86 
Frre DEPARTMENT CONNECTIONS FOR Suips. 3:87 
-FrrE DEPARTMENT DatTa-PROCESSING. 6:57 
FrrE DEPARTMENT Driver Tests, SFATTLE. 1:31 
Frre DEPARTMENT EQUIPMENT: 
Super Pumper. 2:53 
~FrrE DEPARTMENT INITIAL RESPONSE INADEQUATE. 6:48 
Fire DEPARTMENT MANPOWER AND APPLIED FIRE FLow. 5:26 
Frre DEPARTMENT OPERATIONS: 
Pre-Fire Planning Effective. 2:49 
Value of Multiple Radio Channels. 2:13 
Well-Trained Manpower. 2:31 
FrrE DEPARTMENT OPERATIONS, COMPUTER ANALYSIS OF. 6:58 
FrrE DEPARTMENT OPERATIONS, COORDINATION WITH THOSE OF RED 
Cross. 1:54 
FrreE DePpaRTMENT OPERATIONS HAMPERED BY: 
Fireground Communications Breakdown. 2:31 
Helicopter Downwash. 2:29 
High-Piled Stock. 2:49; 6:14 
Inadequate Water Supplies. 1:45; 5:82; 6:48 
Lack of Access. 2:48; 3:50, 57; 4:49; 6:14, 47, 50 
Lack of Fireboats. 4:41 
Lack of Hydrante. 6:50 
Lack of Manpower. 6:48 
Lack of Standpipes. 1:43 
Partitions. 1:45 
Private Fire Brigade Could Not Use City Water. 3:49 
Rioting. 2:11 
Town Water Tank Being Cleaned. 3:50 
Toxic Chemicals. 6:84 
Traffic Tie-Up. 4:47 
Windowless Building. 3:50 
Fire DEPARTMENT PERSONNEL, UTILIZATION OF. 3:30 
Fire DeparRTMENT PuBLic RELATIONS, EFFECTIVE. 4:90 
Fire DEPARTMENT PuBLic RELATIONS, WuHy? 3:84 
Fire DEPARTMENT SPEAKERS’ BUREAU, ORGANIZATION OF. 6:32 
FrrE DEPARTMENT TRAINING GUIDES. 1:30 
FrreE DepaARTMENT Use OF SPRINKLER CONNECTIONS TO CONTROL 
Fires. 2:94 
Fire DEPARTMENTS, INFORMATION NEEDED FOR OPERATION OF. 6:57 
Frre Detection Systems, PARTIAL, FOR AIRCRAFT. 3:94 
Frre DeTectors IN CONCEALED Spaces. 2:95 
Frre Doors, Errective. 4:49 
Frre Doors, UNSATISFACTORY PERFORMANCE: 
Blocked by Merchandise. 5:49 
Blocked Open. 3:49 
Fire Reportedly Spread through. 6:15 
Inoperative. 5:47 
Fire Darius, Home, 5:87 
Lack of, Factor in Fatal Fire. 6:7 
Fire Drixxs, Scoot. 1:20 
Fire Ficnters KItuep tn CANADA 1N 1965, 4:31 
Fire FicutTers KI.uep 1n U.S. 1n 1965. 4:31 
Fire FLtow anp Fire DEPARTMENT MANPOWER. 5:26 
Frre FRONTIER, ON THE. 1:3, 26; 2:82 
Frre Gas, ExpLostons INVOLVING. 2:23; 3:39 
Fire INVESTIGATORS, INADEQUATELY TRAINED. 6:34 
FIRE JOURNAL Awarp. 1:3 
FIRE JOURNAL Covers. 1:86 
Fire Mars#éL, DEFINING THE JoB OF. 6:38 
Fire MarsHus, Junior, 1N Georaia, 1:28 
Frre MarsnHa.s, STaTe, Orrices CREATED: 
Correction, for Idaho. 2:44 
Fire MARSHALS ASSOCIATION OF NORTH AMERICA: 
Code of Ethics. 5:86 
Morgan, C. S., Retires as Executive Secretary. 5:86 
Resolution: Operation EDITH. 5:87 
Round-Table Conference. 2:44 
39th Annual Meeting. 5:86 
FrrE MArsHALS ASSOCIATION OF NorTH AMERICA, ACTION ON PIpE- 
LINE SAFETY RECOMMENDED TO. 5:14 
Fire MarsHALS ON Dory. 1:28; 2:44; 3:88; 5:86; 6:38 
FIREMEN ATTACKED BY RIOTERS. 2:11 


FIRE PREVENTION, HosprTat PLAN For. 6:54 
FIRE PREVENTION BUREAU ORDINANCES, VALUF OF. 2:42 
FIRE PREVENTION Cones, ENFORCEMENT OF. 1:40 
Fire Prevention Contest, NFPA, 1965, Resutrs. 2:41, 54 
Fire PREVENTION AND FIRE PROTECTION, ANALYZING RELATIONSHIP 
or. 6:58 
FIRE PREVENTION Sirens. 1:24 
FrrE PREVENTION TaALks, How To ORGANIZE. 6:32 
FrreE PREVENTION WEEK, 1966. 5:28 
FrrE PROTECTION DEVELOPMENTS IN 1965. 2:52 
FIRE PROTECTION, A RESPONSIBILITY OF MANAGEMENT. 1:19 
Frre Pump, Evectrric, INOPERABLE. 2:50 
FrreE Pump, MANUAL, FAILURE DURING FIRE. 3:49 
Frre Recorp or Cirtes, 1965. 4:30 
FrrE Researcu. See Fire Tests 
FrreE Resistance Ratines, Source MATERIAL For. 3:44 
Frre-REsISTIVE BuILpINGs, Frres INVOLVING. 4:16 
Frre RETARDANTS FOR CHRISTMAS TREES, PRESERVATIVES AS. 3:28 
Fire Service, For THE. 1:30; 2:42; 3:30; 4:25; 5:26; 6:84 
Frre Station, Repuctnc MAINTENANCE TIME IN. 3:31 
Frre Statistics: 
Hong Kong. 3:86 
United Kingdom. 3:87 
Fire SupPRESSION IN HyPpERBARIC CHAMBERS. 3:17 
Frre Tests: 
Baled Cotton (Phobos Tests). 6:19 
Floor Assembly with Poke-Throughs. 2:45 
Light Water. 2:82 
Purple K Powder. 2:82 
8.8. Nantasket, 1936-1937. 6:17 
Type XL Foam. 2:82 
Wire and Cable Insulation. 2:8 
Fire Tests or CLorTsina, 4:22 
Frre Tests or DuaL-AGENT EXTINGUISHING System. 6:12 
SrrE Tests or PLastic VENTS AND DRAINPIPES. 4:52 
IRE Tests on Sutps. See Ship Fire Tests 
FIRE IN THE THIRTEENTH Story. 4:16 
Fire Wa.xs, Lack or, INFLUENCE ON EXTENT or Loss. 1:46 
Fires, INTERNATIONAL STATISTICS ON FOR 1965. 6:60 
Fires AND Fire Losses C:.AssiIFIED, 1965. 5:33 
FIREWORKS, EXPLOSION INVOLVING: 
Jefferson Twp., Ohio, March 7, 1966. 4:48 
FIRE WwoRKS, FrrE SPREAD By. 1:48 
FrrREworkKs, Frres Causep By, U.S. Estimates, 1965. 5:35 
FIREWORKS, SMALL, 1965 RecorpD or INJURIES FROM. 3:14 
FrreworKs: THE SMALL Sturr. 3:13 
FIREWORKS-MANUFACTURING PLANT, EXPLOSION AND FIRE INVOLVING: 
Jefferson Twp., Ohio, March 7, 1966. 4:48 
Fixep WaTeR-Spray SysteM, EFFECTIVENESS OF IN HYPERBARIC 
CHAMBER. 3:18 
FLAMEPROOFED COVERINGS FOR CABLES. 2:7 
FLAMEPROOFING, DEFINED. 6:41 
FLAMEPROOFING: Facts AND FALLActIEs. 6:41 
FLAME-RESISTANT TREATMENTS: 
Life of. 6:44 
Methods of Application. 6:43 
Requirements of. 6:42 
Types of Treatments. 6:44 
FLAME RETARDANCY, DEFINED. 6:41 
“FLAME-RETARDANT’ INSULATION, Hazarp or. 2:8 
FLAMMABLE Liquip Fires, DuaL-AGENT EXTINGUISHING SYSTEMS 


For. 6:10 
FLAMMABLE Liquip Fires anp Exp.iosions, U.S. Estimates, 1965. 
5:35 
FLAMMABLE Liquipbs, FIRES AND ExPLOsIoNs CAUSED BY OR INVOLVING: 
Acetone. 4:49 


Benzene. 2:50; 3:49 

Benzine. 2:48 

Ether. 5:47 

Chemical. 1:44 

Cleaning Solution. 2:47 

Crude Cresylic Acid. 3:49 

Gasoline. 1:49; 2:24, 33; 3:47; 4:47; 5:49; 6:49 

Hydraulic Fluid. 2:52 

Hydraulic Oil. 1:46, 56 

Jet A-Kerosine. 5:6 

JP-4 Fuel. 2:30; 4:47 

Kerosine. 3:24 

Kerosine-Based Insecticide. 1:44 

Naphtha. 5:48 

Oil, Lubricating. 3:49 

Oil, Surfacing. 1:45 

Solvent. 3:53; 4:48 

Toluene. 5:48 

Whiskey. 6:15 
FLAMMABLE Liqurtps, OuTDOOR STORAGE TANKS FOR. 4:26 
FLAMMABLE Liqutps Srorace Room, Fire ENTERED THROUGH Roor. 


2:23 
FLAMMABLE Liquips SroraGe TANKS, EMERGENCY PRESSURE RELIEF 
FOR. 4:27 


FLoor ASSEMBLIES, MAINTAINING FIRE RESISTANCE OF. 2:45; 4:94 
Foam, HicH-Expansion, Usep In Frre-Fiextine. 5:48 





Foam, H1eH-ExpaNnsion, USED ON FIRE Iw Surp’s Houp. 4:42 
Foam, H1cH-Expansion Units, TRAINING MANUAL For. 1:30 
Foam, Low-ExpansIon, EFFECTIVE, 2:30 

Foam, MecuantcaL, Usep oN Fire 1n Sutp’s Hoxp. 4:42 
Foam, Purp.e K-ComparTIBue, 6:10 

Foam RusBeER, Frre Invoivina. 6:50 

FoaMEpD PiastTic IN CONCEALED SPACES. 2:44 


FoaMeEp Puiastic Fue, TANK INSERT. 2:33 
Forp Moror Company, NFPA 1965 Fire PREVENTION CONTEST 


WINNER. 3:84 
Forest Frres, 1965 Recorp. 5:33 
Forest Frres, SigNs FOR PREVENTION OF. 1:24 
Forest Fires in Victoria, AUSTRALIA. 4:86 
Fort Suir, ArK., PLastic Propucts Puant, Juty 29, 1965. 2:49 
FRANKLIN Square, N.Y., Dwe.uina, Jan. 31, 1966. 3:48 
Fravup Frres, [AAI ComMITTeEE on. 6:34 
FrENcH NATIONAL CENTER FOR PREVENTION AND PROTECTION. 6:90 
FrYBERGER, J. V. 2:28 
FRYDENLUND, MARVIN M. 4:10 
Fue. Line, ALUMINUM, RUPTURE IN AIRCRAFT CRASH. 5:10 
Fue. Tanks, BLADDER-TyYPE, FOR Ractne Cars. 2:33 
Fve.s ror Heatina, RevaTIve Sarety or. 6:95 
FURNACES, ENCLOSURES FOR. 5:84 


Furniture Puant, Fire INvoLvING: 
Chicago, Il., Sept. 28, 1965. 3:49 
Fyr-FyYTER CoMPANny. 2:32 


G 


GaLesBuraG, ILt., DweLutnea, Juty 6, 1965. 1:44 
GaraGe-Door ControL, ELECTRONIC, FAILURE DURING FIRE. 6:7 
GARAGES, RESIDENTIAL, EXPLOSIONS IN: 

Westwood, Ohio, Aug. 28, 1965. 2:50 

Wichita Falls, Tex., July 4, 1965. 3:54 
GaraGEs, Repair, Fires INVOLVING: 

nr. Billings, Mont., Oct. 25, 1965. 3:48 

El Paso, Tex., June 13, 1966. 6:47 
GARDEN State TANNERY Fire. 2:95 
Gas Fires anp Exptostons, U.S. Estimates, 1965. 5:35 
Gases, Fires AND Exp.ostons INVOLVING: 


Acetylene. 4:40 
Hydrogen. 3:49 
LP-Gas. 2:47 
Natural Gas. 2:48, 52; 3:41; 6:49 
Propane-Fueled Tank Truck. 5:50 
GASOLINE, F1irRE INVOLVING. 2:25, 33; 6:49 
GasoLineE, NEw Mertuops or DispEnsIna. 2:37 
GasoLine Usep ror Dry CLeantna, Hazarp or. 1:49 
Gaunt, R. E. 1:9; 2:24; 3:35; 6:5 
GrorGETOWN, S.C., H1eH ScHoo., JuNE 2, 1966. 6:48 
Georatia, ARSON EXPERIENCE IN. 5:25 
GERMAN FIRE PROTECTION ASSOCIATION, ANNUAL MEETING. 5:56 
GetrtTine Back INTO Propuction. 1:56 
Giitman, Date F. 5:3 
GLENDALE, Ca.ir., ScHooL, Marcu 21, 1965. 2:20 
GLENDIVE, Mont., ScHoot, Fes, 5, 1966. 4:49 
GotpsBoro, N.C., ScHoot, May 16, 1965. 2:18 
GoopFELLow, FrepeErIcK J., ELecrep T0 NFPA Boarp or Directors. 
5:53 
GrRapDING SCHEDULE, MUNICIPAL, MEASURING TRENDS AFFECTING. 
6:58 
Grease Ducts. See Kitchen Exhaust Systems 
Great Fauis, Monr., RESTAURANT, Ava. 1, 1966. 6:47 
Great Fauus, Mont., TANK Truck, Marcu 1, 1966. 4:47 
GROUNDING, REQUIREMENT CHANGES IN 1965 ELecrricaL Cope. 1:34 
Grounping System FOR FLAMMABLE Liquips Tank NEGATED BY 
PRESERVATIVE COATING. 4:47 
GrounpDs For LIGHTNING PROTECTION Systems. 4:13 
GrovupEep COMBUSTIBLE WIRES AND CABLES. 2:5 
GrRovupeD WIRES AND CABLES, FIRE INVOLVING. 3:49 
Goulse, ARTHUR. 1:86 
GUNPOWDER, Explosion INVOLVING. 2:50 


H 


Harrison, N.J., ELEcTRIicAL EQUIPMENT ASSEMBLY PLANT, SEPT. 
26, 1965. 3:49 
HAVERHILL, Mass., CLorH-CoaTING PLAant, Marca 10, 1966. 4:48 
Haywarp, Cautir., SHoppING CENTER, JULY 16, 1965. 3:50 
Heater, CeiLinc-SusPENDED, Frre CavuseEp By. 3:50 
Heater, WauL-Type O1n-Firep, Fire Cavsep By. 3:47 
Heatina, Dievectric AnD INDUCTION, REQUIREMENTS IN ELECTRICAL 
CopgE, 1:32 
HEATING AND COOKING EQUIPMENT, FIRES CAUSED BY: 
Ceiling Heater. 2:48 
Defective Boiler Breeching. 3:55 
Gasoline Stove. 6:49 
LP-Gas-Fired Stove. 2:47 
Oil-Fired Room Heater. 6:48 
Oil-Fired Wall-Type Heater. 3:47 





Salamander, Kerosine-Fired. 3:24 
Suspended Room Heater. 3:50 
HeatiIne anD Cookinc Equipment, Fires Causep sy, U.S. Estt- 
MATES, 1965, 5:35 
Heatinea Fue s. See Fuels 
Hep.tuwnp, C. F. 2:5 
He.wicoprer, TV Station, Atip TO Fire DEPARTMENT DISPATCHERS. 
2:11 
HeE.LIcopTrerRs, DEPARTMENT OF DEFENSE FIRE EXPERIENCE. 5:45 
HenperRsON County, ILu., RAILROAD BripGeE, JUNE 2, 1966. 6:50 
HiexH-Pitep Stock HAMPERED FirE DEPARTMENT OPERATIONS. 2:49 
Hiau-Rise Buripinas, Fires INVOLVING, 4:16 
Hieuways, Buitpinas over. See Air Rights Structures 
Hiziron, N.Y., CoNrFLAGRATION, Marcu 21, 1965. 1:9 
Houianp, NATIONAL FIRE PREVENTION INSTITUTE. 2:90; 5:56 
HoME FOR THE AGED, FIRE INVOLVING: 
Corvallis, Oreg., Feb. 22, 1966. 4:50 
Home Fire Dritus. 5:87 
Hone Kona, Fire Statistics or. 3:86 
Hone Kone Fire Briaape. 2:90 
HorizonTaL OPENINGS, UNPROTECTED, FIRE SPREAD THROUGH. 3:50 
Hose SrreAMs VERSUS WATER Spray FOR TANK Prorection. 5:30 
Hospitat, Fire INvoLvING: 
Worcester, Mass., Aug. 24, 1965, 2:48 ‘ 


Hospitau Beps, ELECTRICALLY OPERATED, Use witH OxyGEN Equtp- 
MENT. 3:29 

Hospirau Fires, CAUSES OF. 1:22 

Hosprtats, EMERGENCY PLAN FoR. 6:52 

Hospiraus, Stupy or Fire EXPERIENCE, 1:22 

Hor Box, Frre Causep By. 1:45 


Hore:, Dormitory-Type, Fire INVOLVING: 
Detroit, Mich., Feb. 25, 1966, 6:36 


Horezs, Fires INvoLvINa: 

Boston, Mass., Jan. 28, 1966. 3:40 

Newark, N.J., Dec. 24, 1965. 3:35 

New Bern, N.C., Nov. 2, 1965. 3:48 

St. Paul, Minn., Jan. 6, 1966. 3:38 

San Francisco, Calif., March 9, 1996. 4:50 
HovusEKEEPING, Poor, Factor tn Fire Loss, 1:45 
How Sare Is Boatine Topay? 4:5 
HypranTs, INADEQUATE SupPLy oF. 6:50 


Hypravuic Fup, Fire Invotvina. 2:52 
Hypraoctic O11, Fire INvotvina. 1:46, 56 
HypROGEN, ExpLosion INVOLVING. 3:49 
HYPERBARIC CHAMBERS, FIRE SUPPRESSION IN. 3:17 


I 


IAAI, See International Association of Arson Investigation 
IAFC Conrerence, 1965. 1:30 
IpLE AND VAcANT BuILpinas, Fire INVOLVING: 

Amusement Park, Newton, Mass., June 1, 1966. 5:49 
IL1on, N.Y., ScHOOL, APRIL 21, 1963. 2:18 
IMPROVED Fire SAFETY FOR THE INDIANAPOLIS “500."’ 2:32 
INADEQUATE Exits, Factor tn FATA Fire, 5:81 
INCENDIARY (Suspicious) Fires, 2:11, 16, 21, 24; 3:20; 5:49, 50; 6:15, 

36, 50. See also Arson 

Incenptary (Suspictovs) Fires, U.S. Estimates, 1965. 5:33, 35 
InctneRATOR, INDOOR, Fire Causep By. 6:50 
Inpuction Heatina. See Heating, Induction 
INDUSTRIAL FirE PROBLEMS EXCHANGE. 3:24; 5:29 
INpusTRIAL Lirt Truck, LP-Gas-FvELED, Fire CAUSED By. 2:49 
INDUSTRIAL OccuPANCcIEs, U.S. Fire Loss Estimates, 1965. 5:37 a 
INpustRY, ROLE or, IN SPRINKLER STANDARDS DEVELOPMENT. 1:6 


ee 


INSECTICIDE, KEROSINE-BASED, Fire SPREAD BY. 1:44 
Inspections, Rigut TO MAKE By FirE DEPARTMENT, UPHELD. 2:42 
InstituTIoNAL Occupanctes, U.S. Fire Loss Estimates, 1965, 5:36 
INSULATION, CABLE, FirE SPREAD OVER. 3:49 
INSULATION, COMBUSTIBLE, FIRE SPREAD By. 2:48, 49 
INSULATION, ‘“FLAME-RETARDANT’’ ON CABLES, INEFFECTIVENESS OF. 
2:5 
INSULATION, PAPER-COVERED GLAss FIBER, FIRE SPREAD By. 2:49 
INSULATION, POLYURETHANE Foam, Fire INVOLVING. 6:47 
INSULATION, TANK, Cost or versus Cost or WATER Spray, 5:30 
INSURANCE Bustness, Its Part 1N SPRINKLER STANDARDS DEVELOP- 
MENT. 1:6 
INTERIOR FINISH, COMBUSTIBLE, FIRE SPREAD BY. 2:19, 20, 24; 3:47, 
48; 4:18, 48, 50; 5:18, 47, 81 
Aircraft Interior. 5:10 
Fiberboard and Plywood. 2:50 
Paper-Covered Glass Fiber Insulation. 2:49 
Paper-Covered Mineral Wool. 2:48 
Polymethyl Methacrylate Plastic Sheets. 3:21 
Wooden Paneling. 1:44; 3:36 
INTERIOR FINISH, CoMBUSTIBLE, REMOVED FROM MONTGOMERY Cry. 
(Mb.) ScHoo.s. 1:29 
INTERNATIONAL ASSOCIATION OF ARSON INVESTIGATORS, COMMITTEE 
ON FRAuD Fires. 6:34 
INTERNATIONAL FIRE Statistics, 1965. 6:60 
INVESTIGATION, ARSON, SomME GUIDANCE FOR, 6:35 
INTERSTATE CoMMERCE COMMISSION PLacaRDING SysTeM, FIRE 
MARSHALS ASSOCIATION RESOLUTION ON. 2:44 


lomane 





one 


J 


JACKSONVILLE, ILu., APARTMENT, JAN. 15, 1966. 4:50 

JEFFERSON Twr., On10, FIREWORKS-MANUFACTURING PLANT, MArRcH 
7, 1966. 4:48 

JENSEN, Rotr, ELEcTED CHAIRMAN OF COMMITTEE ON HALOGENATED 
Fire-ExtTINGUISHING AGENT Systems. 5:55 

Jer A-KerostneE, Frre INvoivine. 5:6 

JoHNSON, Jesse C., State Frre MarsHat, SoutH Carona. 5:87 

JoHNSON, LyNDON B., STATEMENT ON Fire-Settine Rioters. 5:31 

Jorn, Mo., ASPHALT ROOFING Puianrt, Oct. 26, 1965. 2:49 

NR. JOSEPH, OrEG., SUMMER Camp, Sept. 12, 1965. 2:47 

JP-4 Fue., Fire Invotvina. 2:30; 4:47 

Jutmugerat, E. E. 1:9, 23, 56; 2:16; 3:13, 19, 35; 6:5 

Junction Box, ELectricaL WIiRING, Fire CavseEp By. 3:49 

Jute, BALED, Frre INVOLVING. 6:48 

JUVENILES, Frres Set By. 2:16 


K 


KamIseEYA, JAPAN, U.S. GoveRNMENT COMMUNICATIONS CENTER, 
Sepr. 24, 1965. 2:50 

Kansas City, Kans., INSEcTICIDE-MANUFACTURING PLANT, MARCH 
23, 1966. 5:48 

KENILWORTH, ILL., ScHooL, Dec. 16, 1958. 1:20 

Kansas City, Mo., APARTMENTS, JAN. 1, 1966. 3:48 

Keokuk, Iowa, ARMORyY-DANCE HALL, Nov. 24, 1965. 2:52; 3:60 

KIMBALL, WARREN Y. 5:27 

KitcHen Exuaust Sys1eM, Fire INvoLvina, 6:48 

KITTANNING, Pa., ScHOoL, Juty 2, 1965. 1:43 


Kyoto, JAPAN, Fire Frequency Repuction In. 4:86 


? L 


LABORATORIES, NATIONALLY RECOGNIZED TESTING, DEFINED. 6:95 
LABORATORY, CHEMISTRY, EXPLOSION INVOLVING: 

New York, N.Y., May 24, 1966. 5:47 
LaImina, Bonrts. 5:26 


Lancaster, Pa., Evecrronics-MANUrAcTURING PLANT, Marcu 12, 
1966. 5:48 
LAPINLAHTI (FINLAND) MENTAL INSTITUTION FrRE, FEB. 22, 1966. 
5:80 
LaRGE-Loss-or-Lire Fires (10 or more killed): 
Bihar, India (Coal Mine), May 28, 1965 \375), 2:53 
Boston, Mass. (Hotel), Jan. 28, 1€66 (11). 3:41 
nr, Cairo, Egypt (Aircraft), May 20, 1965 (124). 2:53 
Cartagena, Colombia (Marketplace), Oct. 30, 1965 (49). 2:48 
Kamiseya, Japan (U.S. Gov't Communications Office), Sept. 24, 
1965 (12). 2:50 
Keokuk, Iowa (Armory), Nov. 24, 1965 (21). 2:52; 3:60 
Lapinlahti, Finland (Mental Institution), Feb. 22, 1966 (31). 5:80 
Louisville, Ky. (Neoprene Plant), Aug. 25, 1965 (12). 2:52 
off Nantucket Island, Mass. (Aircraft), July 11, 1965 (16). 3:53 
off New Jersey (Ship Morro Castle), Sept. 8, 1934 (125). 6:17 
nr. 100 Mile House, B.C. (Aircraft), July 8, 1965 (54), 2:53 
St. Paul, Minn. (Hotel), Jan. 6, 1966 (11). 3:38 
Salt Lake City, Utah (Aircraft), Nov. 11, 1965 (48). 2:52; 5:5 
at Sea (Ship Yarmouth Castle), Nov. 13, 1965 (90). 2:53; 5:15 
Searcy, Ark. (Underground Missile Silo), Aug. 9, 1965 (63). 2:52 
Trois Riviéres, P.Q. (Explosion), Sept. 7, 1965 (12). 3:53 
Wichita, Kans. (Aircraft), Jan. 16, 1965 (23). 3:53 
LarceE Loss-or-Lire Fires, 1965. 3:52 
LAUNCESTON, TASMANIA, AIRCRAFT, Marcu 17, 1965, 1:44 


Les’s Summit, Mo., StaBie, May 15, 1966. 6:48 


“LEGISLATION AFFECTING FirE DEPARTMENTS: 


State Fireworks Laws. 2:54 

Tank Vehicle Size Restriction Unconstitutional. 2:54 

U.S. Housing and Development Act. 2:54 
LETTERS TO THE ASSOCIATION. 1:86; 2:94; 3:94; 4:94; 5:94; 6:94 
LrBRARIES, FrrES INVOLVING: 

Austin, Tex. (University), Aug. 10, 1965. 1:43 

Burnaby, B.C. (School), July 3, 1964. 2:18 

New York, N.Y. (Theological Seminary), April 18, 1966. 5:50 
Lire Sarety AND SPRINKLERS. 4:28 
Lieut Fixture, REcEssED, Fire CAusep By. 6:47 
Lieut Water, Fire TEsts or. 2:82 
Lieut WELL, FIRE SPREAD THROUGH. 3:38 
LIGHTNING, EXPLANATION OF. 4:11 
LicHTN1NG, Frres CAUSED BY. 6:48 
LIGHTNING, Fires Cavsep By, U.S. Estimates, 1965. 5:35 
Liautning Prorection, Mopern. 4:10 
LieatninG Protection Institue. 4:10 
Licuts, RecEssep, PosstBpLe Cause or Suip Fire. 5:50 
Lincoin, NeEpR., Orrice ButLpinea, Dec. 9, i865. 2:50 
Lincoitn, NEBR., PAPER Propucts PLANT, Ava. 5, 1965. 1:45 
LonGMEApDow, Mass., Dwe.itine, Marca 1, 1966. 6:5 
Looxine aT Fire Hazarps. 1:48; 2:84; 3:28; 6:29 
Los ANGELES, Warts Riot Fires, Ava. 11, 1965. 2:9 
Los ANGELES Fire DEPARTMENT. 2:10 
Los ANGELES Fire DEPARTMENT, ProGRAM For HospiTats. 6:52 


Losses, Frre, Inprrecr. 1:15 

LovisviLue, Ky., SynrHETIC RUBBER PLANT, Ava. 25, 1965. 1:35 
Los ANGELES, WATER UsEp ON LarGE Fire 1n. 5:27 

LP-Gas, Fire Invotvina. 5:50 ; 

Lyons, P. R. 1:31; 2:43; 3:31; 4:25; 6:85 


M 


Masor Fires or 1965, Tue. 3:52 

Masor-Loss Arson Fire. 2:21 

MANAGEMENT I8 RESPONSIBLE. 1:19 

Marine Fire Sarery. 6:16 

Mason, H. 1:81; 2:87; 3:85; 4:87; 5:43, 90; 6:88 

Maywoon, Cauir., SUPERMARKET/AUTOMOBILE, JUNE 7, 1966. 5:48 

McCuananan, D. 3:5 

McDanteE., DA.Le. 6:16 

McGarry, J. E. 2:32 

McKenna, J. F., Evecrep CHAIRMAN oF COMMITTEE ON S1aTICc 
Evecrraictry, 5:55 

Meprorp, Mass., Scnoot, Nov. 1, 1965. 3:55 

MENTAL INSTITUTION, Fire INVOLVING: 


Lapinlahti, Finland, Feb. 22, 1966. 5:80 
MERCANTILE Occupancies, U.S. Fire Loss Estimates, 1965. 5:36 
Meyer, Epwarp J. 6:52 
Miami, Fua., Atrrcrart, Nov. 25, 1965. 3:53 
Miuuirary Park Hore. Fire, Newars, N.J., Dec. 24, 1965, 3:35 
MisstLe Stro, UNDERGROUND Fire INVOLVING: 
Searcy, Ark., Aug. 9, 1965. 2:52 
MIssI1Le TRACKING SraTion, Fire INVOLVING: 
Eglin Air Force Base, Fla., Jan. 5, 1965, 3:53 
Mrrtcuet, Wiuu1am H. 6:57 
Mosite, AtA., Arctic Reefer, Aua. 25, 1965. 6:22 
Mostire Home, Fire INVOLVING: 
Stafford, Va., Nov. 2, 1965. 3:47 
Mosi.Le Homes, Frre EXPERIENCE OF. 2:84 
MostLte Homes MANUFACTURERS ASSOCIATION. 2:84 
MopeErn LIGHTNING PROTECTION. 4:10 
NR. MonpamIn, Iowa, Freicut Train, Ava. 18, 1965. 1:45 
MONOVINYLACETYLENE, EXPLOSION INVOLVING. 1:37 
Monroe County, N.Y., Barn, June 8, 1962. 6:84 
nr. Monrice..o, Inp., Rattroap Cars, Nov. 11, 1965. 2:48 
MonTRrREAL, P.Q., Sarp, Sept. 14, 1965. 4:40 
Moore, CHApPEL. 3:17 
Moraan, CHARLEs 8. 6:40 
Morean, Cuarues S., Rerrres as Executive Secretary oF FIre 
MarsHa.s. 5:86 
Morris, JOHN. 6:94 


Mores, Frres INvoLvING: 

Bakersfield, Calif., Feb. 19, 1964. 6:31 

Blairsville, Pa., Sept. 5, 1958. 6:31 

Coos Bay, Oreg., Dec. 16, 1964. 6:30 
Morton Picture Frio, SroraGeE or. 5:94 
Moror Hore, Fire INVOLVING: 

Oklahoma City, Okla., Aug. 15, 1965. 1:44 


Moror VEHICLE FIREs: 
Eugene, Oreg., Nov. 10, 1965, 3:89 
Saugus, Mass. (Tank Truck), Jan. 29, 1963. 3:9 
Moror VESICLE Frres, 1965. 5:33 
Moror VESICLE Frres tn U.S., CanabA, 1965. 4:30 
Moror VeRIcte Fires, U.S. Estmmarss, 1965. 4:37 
Moror VFSICLES: 
Trucks, Hazardous Cargoes of, beneath Air Rights Buildings. 3:7 
Mororcrart. See Boats 
Mouton, Roserr 8. 2:95 


Mountal!n View, Cautr., Fire DEPARTMENT. 3:30 

Mo tten, C. Sutrron, Jr., 5:39 

Mounticrpau Reav. attons, NFPA Sranparps as (Editorial). 5:3 
Mutvat-Arp PLAN IN OREGON. 4:25 


N 


orr NANTUCKET IsLaNnp, Mass., AtrcraFt, Joy 11, 1965. 3:53 

NapHTHA, Fire AND Exptoston Invotvine. 5:48 

NASHVILLE, TENN., DruG WAREHOUSE, Feb. 15, 1966. 4:49 

NATIONAL ASSOCIATION OF INSURANCE AGENTS, INC. 2:95 

National Building Code Users, RESTRICTIONS ON WOODEN SHINGLES BY- 
4:37 

NATIONAL FIRE PROTECTION ASSOCIATION OF BELGIUM. 6:90 

NATIONAL FIRE PREVENTION INSTITUTE (NETHERLANDS). 2:90; 5:56 

NATIONAL Foam System, Inc. 2:82 

NATIONALLY ReEcOGNIzED TESTING LABORATORIES, DEFINED. 6:95 

NATURAL Gas, Exp.Lostons INVOLVING. 2:52; 3:41, 60; 6:49 

NEOPRENE, Frre INVOLVING. 1:35 

NETHERLANDS, NATIONAL FIRE PREVENTION INstTITUTE. 5:56 

New ALBany, INp., ELEcTRIC GENERATING PLANT, Oct. 15, 1965. 3:49 

New Bern, N.C., Hore, Nov. 2, 1965. 3:48 

orr New Jersey, Surp Alva Cape, June 16, 1966. 6:21 

orr New Jersey, Suip Morro Castle, Serr. 8, 1934. 6:17 

New Metuops or DispensinG GASOLINE. 2:37 

orr NEw Jersey, Sauipe Texaco Massachusetts, JUNE 16, 1966. 6:21 





New Orveans, La., Orrice Burioinea, Jan. 8, 1966. 4:16 
New OrR.EANS, La., PlIONEER IN WoOOD-SHINGLE RESTRICTIONS. 4:37 
New York, N.Y., Coemistry Laporatory, May 24, 1966. 5:47 
New York, N. Y., Sup Rio Jachal, Sept. 28, 1962. 6:18 
New York, N.Y., THEOLOGICAL SEMINARY LIBRARY, APRIL 18, 1966. 
5:50 
Newark, N.J., CHEMICAL PLANT, Sept. 21, 1965. 3:49 
Newark, N. J., Horet, Dec. 24, 1966. 3:35 
Newport Beacu, Cauir., Dance Hatt, Ava. 7, 1966. 6:47 
Newton, Mass., VACANT AMUSEMENT Park, JUNE 1, 1966. 5:49 
NFPA Boarp or DIRECTORS: 
Bush, Loren S., Elected Chairman. 5:53 
Duke, T. Seddon, Tribute to. 3:2 
Goodfellow, Frederick J., Elected Member. 5:53 
Sundstrom, Walter, Resigned. 5:53 
NFPA Boarp or Directors MEETINGS: 
Boston, Mass., June 27, 1966. 5:53 
Chicago, Ill., May 15, 1966. 5:52 
New York, N.Y., Jan. 20, 1966. 3:32 
NFPA Copes, MANnvALs, MopEt ORDINANCES, STANDARDS: 
Building Exits Code (No. 101). 1:28, 54; 3:89, 94. See Life Safety 
Code 
Chimneys, Fireplaces and Venting Systems (No. 211). 1:48 
Essential Electrical Systems for Hospitals (No. 76). 1:22 
Fire Hazards of Materials, Identification of (No. 704M). 3:88; 5:55 
Fire Prevention Bureau Ordinance (Adopted 1925). 2:42 
Fire Prevention and Fire Protection in Mobile Homes and Travel 
Trailers (No. 501B), Similar to ASA Standard. 2:84 
Fire Protection in Trailer Courts (No. 501A), Similar to ASA 
Standard. 2:84 
Fire Tests of Building Construction and Materials (No. 251). 1:48 
Flammable Anesthetics Code (No. 56). 1:23 
Flammable Liquids Code (No. 30), on Self-Service Gasoline Sta- 
tions. 2:39 
Installation of Gas Piping and Gas Equipment on Industrial Premises 
and Certain Other Properties (No. 54A), Bypassing Tentative 
Adoption Authorized. 5:52 
Installation, Maintenance and Use of Gasoline Vapor Machines, 
Lamps and Systems (No. 53), Withdrawn. 3:34 
Installation, Maintenance and Use of a Household Fire Warning 
System (No. 74-T), Detector Spacing in. 5:32 
Life Safety Code (No. 101), Fundamentals of Exit Requirements in. 
6:24 
National Electrical Code (No. 70). 1:23, 32, 87; 2:94; 4:45; 6:27 
National Fire Codes Adopted in Tennessee. 3:88 
Nonflammable Medical Gas Systems (No. 565). 1:23; 3:89 
Portable Fire Extinguishers (No. 10A), Maintenance and Use of. 
1:49 
NFPA ComMITTEES: 
Aviation, Sec. Com. on Aircraft Rescue and Fire Fighting. 2:82 
Chemicals and Explosives, Sec. Com. on Storage, Handling and 
Transportation of Hazardous Chemicals, W. H. Doyle Elected 
Chairman. 5:55 
Chimneys and Heating Equipment, B. H. Battaglin, Elected 
Chairman. 5:55 
Fire Brigades and Guard Services. 3:34; 5:53 
Fire Brigades and Watchmen. 3:34 
Fire Doors and Windows. 3:34 
Fire Hazards of Oxygen-Enriched Atmospheres. 5:54 
Flammable Liquids. 5:54 
Fumigation Hazards. 3:34; 5:52 
Halogenated Fire Extinguishing Agent Systems. 5:54, 55 
Laws and Ordinances. 5:52 
Pest Control Operations. 5:52 
Portable Fire Extinguishers (Study of Performance on Class B 
Fires). 3:23 
Signaling Systems and Detection Devices, Sec. Com. on Detection 
and Signaling Systems, Alan Stevens Elected Chairman. 5:55 
Static Electricity, J. F. McKenna Elected Chairman, 5:55 
Technical Advisory Committee, W. J. Baker Elected Chairman. 
5:53 
Water-Spray Fixed Systems (Formerly Water Spray). 5:54 
Water-Spray Scope Changed, Name Changed to Water-Spray 
Fixed Systems. 5:54 
Wearing Apparel (Educational Activities). 4:24 
NFPA Commairrgess, U.S. GovERNMENT REPRESENTATIVES ON. 2:26 
NFPA 1966 Fatt ConrerENCE, 3:33 
NFPA Financrat STATEMENT, YEAR ENDED APRIL 30, 1966. 4:58 
NFPA Fire PREVENTION ConTEsT, 1965 INDUSTRIAL Div1sIoN GRAND 
Awarp (Forp Moror Company). 3:84 
NFPA Fire PREVENTION ConTEsT RESULTS, 1965. 2:41, 54 
NFPA “INTERNATIONAL” (Editorial). 6:3 
NFPA Lrprary AccEssions. 1:81; 2:86; 3:85; 4:87; 5:90; 6:88 
NFPA Starr IN THE FIELD. 1:25, 5:43 
NFPA Stanparps ADOPTED BY REFERENCE IN FLORIDA FIRE PREVEN- 
TION CopE. 3:88 
NFPA Sranparps, ApopTina. 3:95 
NFPA Sranparpbs, ADOPTION BY REFERENCE. 4:3 
NFPA Sranparps as MunicipaL ReGuations (Editorial). 4:3 
NFPA Sranparps Srory, THE. 1:32; 2:26; 3:22; 5:32; 6:27 
Noncombustible, DEFINED. 6:41 
NFPA Tecunicat Committee SERVICE AWARDS ESTABLISHED, 3:34 





Norroik, Va., CarGco Suip, Marcu 28-Aprit 2, 1966. 5:50 

Norte Vancouver, B.C., CANADIAN GRAND AWARD WINNER, 1965 
NFPA Frre PREVENTION ConreEst. 2:41 

Norve tt, Pa., CLoratnGc Factory, Marca 15, 1966. 5:48 

Norwoop, Mass., BoOKBINDING PLANT, May 14, 1966. 5:47 

Nozz.eEs, GASOLINE. 2:37 

NyYLon, FrreE BEHAVIOR OF. 4:21 


O 


OAKLAND, Catir., AIRCRAFT, Dec. 25, 1965. 5:49 
OakLAND, CALIF., ALARM RESPONSE. 1:31 
OAKVILLE. Ont., PLastic Boat PLANT, Ava. 3, 1966. 6:47 
Occupanctes, Hazarpovus, Permit System IN ATLANTA, GA. 1:28 
Occupancy Fire Picture, THE. 1:22; 3:26; 4:26; 6:30 
NR. OCEANSIDE, CALIF., AUTOS AND TrRucKs, FEB. 21, 1966. 4:47 
NR. OCEANSIDE, CALIr., TANK TruckK, Fes. 21, 1966. 4:47 
Orricr OccupancieEs, U.S. Frre Loss Estimates, 1965. 5:36 
Orrices, Fires INVOLVING: 
Corvallis, Oreg., July 3, 1965. 1:45 
Kamiseya, Japan, Sept. 24, 1965. 2:50 
Lincoln, Nebr., Dec. 9, 1965. 2:50 
New Orleans, La., Jan. 8, 1966. 4:16 
San Antonio, Texas, July 31, 1965. 4:48 
Onto [NsPECTION BUREAU. 2:37 
OKLAHOMA Crry, OKLA., Motor Hore , Ava. 15, 1965. 1:44 
Nk. 100 Mite Houvss, B.C., Aircrart, JuLY 8, 1965. 2:53 
OvreN FLAME IN CHURCH, FIRE Causep By. 1:43 
Ovrn FLAMES AND Sparks, Frres Causep By, U.S. Estimates, 1965. 
5:35 
OperRATION EDITH. 5:86 
Orecon Mutvat-Arp Puan. 4:25 
OrGANIC PEROXIDE, FIRE AND ExPpLOSION INVOLVING: 
Capryly] Peroxide. 2:49 
Or@ANIC PHOSPHATES, RECOMMENDATIONS FOR WAREHOUSING. 6:84 
Ovutpoor SToraGE AREA, Fire INVOLVING: 
Commerce, Calif., July 14, 1966. 6:48 
Ovurpoor STORAGE TANKS FOR FLAMMABLE Liqutps, 4:26 
OVERCURRENT PROTECTION, NEW REQUIREMENTS IN ELECTRICAL 
Cope. 1:33 
OVERPROTECTION, ILLUSTRATIONS OF Excessive Cost oF. 1:8 
OxyYGEN ATMOSPHERES: 
Hospital Beds, Electrically Operated in. 3:29 
Remote-Control Television Devices in. 3:29 
OxyGEn TENT, Fire INVOLVING: 
Bayonne, N.J., July 29, 1965. 1:44 
OxyGEN TENTS, FIRES IN. 1:22 


P 


PANELING, PLASTIC, FIRE SPREAD BY. 3:20 
PANELING, WOODEN, Fire SPREAD BY. 3:36 
Paper Propucts PuLants, Fires INVOLVING: 

Lincoln, Nebr., Aug. 5, 1965. 1:45 

Bookbindery, Norwood, Mass., May 14, 1966. 5:47 
Paramount Hore. Fire, Boston, Mass., JAN. 28, 1966. 3:40 
PARATHION, Frres INVOLVING. 6:84 
PARTITION, CEILING-HEIGHT, FIRE SPREAD OVER. 4:49 
Party Poppers (FrREworks). 3:13 
Party WALL, Brick, Fire SPREAD THROUGH. 6:15 
Party WALL, UNPROTECTED, Fire SPREAD THROUGH. 3:50 ‘ 
Parton, RicHarp M. 1:5 
Prorta, Iuu., TANK Truck, May 7, 1966. 5:50 
PesticipEes, Fires INVOLVING. 6:84 
PETROCHEMICAL PLANTS, WATER-SPRAY PROTECTION IN, 5:29 
PHOENIX, ARIz., AIRCRAFT AND DwELLinos, Fes. 3, 1966. 4:47 
PINGREE, D. 3:27; 4:27; 6:31 
PIPELINE, EXPLOSION, TRANSMISSION THROUGH. 1:37 
PIPELINE, FIRE AND ExPLOsIoNn INVOLVING: 

Natural Gas. 2:48 
PrpeLINEs, GAS AND FLAMMABLE Liqutps, BETTER STANDARDS FOR, 

REQUESTED BY FIRE MARSHALS. 2:44 

PIPELINES, LONG-DISTANCE, SAFETY REGULATIONS OF. 5:11 
PIPELINES VERSUS PRESSURE VESSELS. 5:12 
Pipe SHartrs, NONFIRESTOPPED, FIRE SPREAD THROUGH. 3:38, 41 
Pits, RACETRACK, FIRE PROTECTION IN, 2:34 
PiIrTsFIELD, Mass., DwE.LLInG, JAN. 12 AND Ava. 1, 1966. 6:50 
Puastic Boat PLANT, Fire INVOLVING: 

Oakville, Ont., Aug. 3, 1966. 6:47 
PLAsTic CONTAINER FOR FLAMMABLE LiquiD, FirRE INVOLVING. 6:49 
Piastic Propucts PLANT, FirRE INVOLVING: 

Fort Smith, Ark., July 29, 1965. 2:49 
PLastic VENTS AND DRAINPIPES, Fire Tests oF. 4:52 
Puiastics, Frres INVOLVING. 6:47, 49 

Polymethyl Methacrylate. 3:21 
PLATZKER, JOSEPH. 4:36 
PLumBING Prptna, Puastic. 4:52 
PLiywoop, Fire SprEAD BY. 3:47 
Piywoop INTERIOR FrintsH, FrRE SPREAD OVER. 6:47 
Piywoop Scrae BIN, Fire SPREAD THROUGH. 5:47 





“*PoKE-THROUGHS” OF FrRE-RESISTIVE FLoors. 2:45; 4:94 
PoLyeEsTER RESIN, FrrE INVOLVING. 6:47 
PoLYMETHYL METHACRYLATE PLASTIC PANELS, FIRE INVOLVING. 3:21 
POLYSTYRENE Foam, Fire INVOLVING. 6:49 
POLYURETHANE Foam, Fire INVOLVING. 2:49 
POLYURETHANE Foam INSULATION, FIRE INVOLVING. 6:47 
Pomona, CA.ir., FERTILIZER PLANT, JUNE 17, 1954. 6:84 
Popkin, R. S. 1:50 
PorTLAND, OrEG., ADOPTION OF NFPA Sranparps BY. 3:95 
PorTLAND, OrEG., Atrerart, Oct. 22, 1964. 2:28 
PorTLAND, OREG., AIRFIELD EMERGENCY SERVICE. = 
PorTLAND, OREG., PoLES AND RAILROAD Tres, JuLY 27, 1966. 6:18 
PorRTLAND, OREG., STEEL-FoRGING PLANT, JuLy 16, 1965. 1:46 
PoRTLAND’sS AIRFIELD EMERGENCY SERVICE, BAPTISM OF. 2:28 
Practica Steps To Lire Saretry tn Hospirats. 6:52 
PRESERVATIVE COATING NEGATES GROUNDING System. 4:47 
PRESIDENT JOHNSON'S STATEMENT ON FIRE-SEtTtTING Rioters. 5:31 
PREssURE RELIEF, EMERGENCY, FOR FLAMMABLE Liquips TANKS. 4:27 
Price, Freperick C. 5:11 
PRINTING PLANT, Fire INVOLVING: 

Baltimore, Md., Sept. 30, 1965. 2:4 49 
PRIVATE FIRE BRIGADE INADEQUATE. 3:49 
PROPANE, Fire Invotvine. 5:50 
Pusuic AssEMBLY OccuPaANciEs. See separately listed occupancies 
Pusiic AssemMBLy Occupancies, U.S. Frre Loss Estimates, 1965. 

5:36 

Pusuic RELATIONS, FrrE DEPARTMENT. 3:84; 4:90 
Pusiic RELATIONS AFTER PLANT Disaster. 1:38 
PurpLe K-ComMPATIBLE Foam. 6:10 
Purp.Le K Powpenr, Fire Tests or. 2:82 


Q 





QueEBEc, Arson RINGs IN. 6:33 


R 


Raceways, StrrRucTURAL, RESTRICTIONS ON USE FOR ELECTRICAL 
ConpucrTors. 1:32 
Racine Cars, Fue, TANKS FoR. 2:33 
Rapio CHANNELS, MULTIPLE, VALUE OF IN FIRE DEPARTMENT Op- 
ERATIONS. 2:13 
Raptos, INDIVIDUAL, UsE IN F1IREGROUND OPERATIONS. 3:31 
RAILRoAD BripGe, Fire INVOLVING: 
Henderson County, Ill., June 2, 1966. 6:50 
RatLroap Rouiinec Stock, Fires INVOLVING: 
nr. Mondamin, Iowa (Freight Train), Aug. 18, 1965. 1:45 
nr. Monticello, Ind., Nov. 11, 1965. 2:48 
REACHING THE PuBLIc. 1:24; 2:41, 3:84; 4:90; 5:28; 6:32 
Reapina, Mass., DweE.uina, Ava. 25, 1966. 6:49 
RECLAIMING THE AMERICAN DREAM. 5:41 
Recorps, ScHoo.t, DESTROYED OR DAMAGED. 2:18 
Recorps DestTROYED By Fire. 1:15 
Rep Cross Frre Services. 1:50 
nr. ReEpDKEY, INp., ALUMINUM Founpry, May 15, 1964. 1:56 
REFINERIES, PETROLEUM, FIRE INVOLVING: 
nr. Carthage, Texas, July 9, 1965. 1:46 
REFRIGERATOR, NONEXPLOSIONPROOF, EXPLOSION INVOLVING. ! 
REGULATIONS GOVERNING TECHNICAL COMMITTEES REVISED. 
REGULATIONS ON Woop-SHINGLE Roortna: A SurvEY. 4:56 
RESEARCH, FIRE: 
Communication among Combustion Scientists and Fire Protection 
Industry. 1:26 
Factory Mutual Basic Research Program. 1:26 
Model Techniques Experiment. 1:26 
National Aviation Facilities Experimental Center Research. 1:27 
U.S. Air Force Research. 1:26 
See also Fire Tests 
RESIDENTIAL Occupancies. See separately listed occupancies 
REsIpENTIAL Occupanctes, U.S. Fire Loss Estrmaves, 1965. 5:36 
RESOLUTIONS, FIRE MARSHALS ASSOCIATION OF NORTH AMERICA: 
Operation EDITH. 5:87 
RESTAURANT, Fire INVOLVING: 
(Tavern) Chicago, Ill., Dec. 11, 1965. 2:24 
RESPONSE DELAYED: 
No Address Given for Fire. 6:48 
RESTAURANT, Frre INVOLVING: 
Great Falls, Mont., Aug. 1, 1966. 6:47 
Revere, Mass., ScHoot, April 26, 1963. 2:18 
RicHarpson, D. 1:24; 2:41; 3:84; 4:90; 5:28; 6:32 
Riot Controu, A Pouice Function. 2:10 
Riorers, Frre-SetrinG, STATEMENT ON BY PRESIDENT JOHNSON. 5:51 
Rrorers, Fires Causep By. 2:11 
Rocketry, AMATEUR, NEw ENGLAND Fire MARSHALS’ REACTION TO. 
1:28 
Rockett, Joun A. 1:26 
Roor, Piywoop, Frre INvo.tvina. 3:50 
RvuBBER PLANT, SYNTHETIC, FIRE INVOLVING: 
Louisville, Ky., Aug. 25, 1965. 1:35 
RussisH, Frre ORIGINATED IN. 6:50 
RussisH, Source or Iagntt1Ion UNKNOwN, Fires Causep ky, U.S. 
Estimates, 1965. 5:35 
Rye, N.Y., AMUSEMENT Park, JuLy 10, 1966. 6:47 





5:47 
5:55 


S 


Sarety ReGoiation or Lone-Distance PrpPevines. 5:11 
Sr. ALBANs, VrT., PAPER WAREHOUSE, Sept. 24, 1965. 2:49 
Sr. CATHARINES, OnT., BowLING ALLEYs IN SHOPPING CENTER, JULY 
1, 1966. 6:47 
Sr. Pau, Mrnn., Hore, Jan. 6, 1966. 3:38 
St. Louis, ARSON INVESTIGATION IN. 5:25 
SALAMANDER Fire, INVESTIGATION OF CAUSE. 3:24 
Sat Lake City, Uran, Atrcrart, Nov. 11, 1965. 2:52 
Satt Lake City Atrport Crasa, THE. 5:5 
SaLvaGE Work ON Books, Errective. 5:50 
San Antonio, Tex., Orrice Butipine, Juty 31, 1965. 4:48 
NR. SAN Francisco, CA.Lir., AIRCRAFT, JUNE 28, 1965. 1:20 
San Francisco, CAuir., CARPET STORE, Marcu 6, 1966. 6:50 
San Francisco, Cautr., Horer, Marcu 9, 1966. 4:50 
San Francisco, CAtir., WAREHOUSE, APRIL 28, 1966. 6:13 
San Francisco WAREHOUSE Fire. 6:13 
San Jose, Cautr., THEATER, JUNE 6, 1965. 1:43 
Santa Fe Sprinos, Cauir., WAREHOUSE, SEPT. 9, 1965. 2:21 
Santa Rosa, Cauir., JUNIOR FirE DEPARTMENT. 1:29 
Saucus, Mass., DEPARTMENT Store, Dec. 15, 1965. 2:49 
Saucus, Mass., ScHoont, Ocr. 1, 1963. 2:17 
Savueus, Mass., ScHoot, Oct. 23, 1963. 2:17 
Saucus, Mass., ScHoot, Marcs 13, 1964. 2:17 
SavaGeE, K. 5:43 
Saw- AND PLANING MILL, Fire INVOLVING: 
Arcata, Calif., May 24, 1965. 1:46 
ScHoou Fires, Harpsstprs Fottowrine. 2:18 
ScHoou Fires, INCENDIARY, PERCENTAGE OF. 2:16 
ScHOOLSs, ARSON IN. 5:24 
ScHoo.s, Fires AND ExpLosions INVOLVING: 
Annapolis, Md., May 29, 1965. 2:18 
Baton Rouge, La., Feb. 5, 1965. 2:20 
Buffalo, Mo., Oct. 23, 1965. 3:50 
Burnaby, B.C., July 3, 1964. 2:18 
Eugene, On June 19, 1965. 2:19 
Georgetown, S.C., June 2, 1966. 6:48 
Glendale, Calif. March 21, 1964. 2:20 
Glendive, Mont., Feb. 5, 1966. 4:49 
Goldsboro, N.C., May 16, 1965. 2:18 
Ilion, N.Y., April 21, 1963. 2:18 
Kenilworth, Ill., Dec. 16, 1958. 1:20 
Kittanning, Pa., July 9, 1965. 1:43 
Medford, Mass., Nov. 1, 1965. 3:55 
Revere, Mass., April 26, 1963. 2:18 
Saugus, Mass., Oct. 1, 1963. 2:17 
Saugus, Mass., Oct. 23, 1963. 2:17 
Saugus, Mass., March 13, 1964. 2:17 
ScHOOLs, SAFEGUARDING FROM INCENDIARY Fires. 2:18 
Seacram, Jos. E. & Sons, Inc. 1:5 
Searcy, ArK., MissiLe Sito, Aue. 9, 1965. 2:52 
SearrLe, Wasa., Fire DEPARTMENT Driver Tests. 1:31 
SEATTLE, WasH., FrrE PREVENTION INSPECTIONS UPHELD. 2:42 
Seaau, Louts. 3:17; 4:19; 6:41 
SEIsMOGRAPHS, FIRE INVOLVING. 3:54 
SeLr-CoNnTAINED BREATHING APPARATUS, SERVICE LIFE oF. 2:43 
Service Drops, CLEARANCES, REQUIREMENTS IN 1965 ELECTRICAL 
Cope. 1:33 
Service Stations, GASOLINE: 
Self-Propelled. 2:38 
Self-Service. 2:38 
Unattended. 2:39 
See also Stores 
SHEBOYGAN, Wis., ADopTION oF NFPA STANDARDS BY. 3:95 
Sutp Frre Protection. 6:16 
Surp Frre Tests: 
Baled Cotton in Holds (Phobos Tests). 6:19 
Machinery-Space Fires. 6:19 
S.S. Nantasket Tests. 6:17 
Sutp-To-SHoRE WATER Matin Connections. 3:87 
Suips AND BarGeEs, Frres AND ExpLosions INVOLVING: 
Bayonne, N.J., Nov. 11, 1965. 2:48 
Caribbean Sea, Beth, March 22, 1964. 6:19 
Caribbean Sea, Viking Princess, April 8, 1966. 6:23 
Mobile, Ala., Arct.. Reefer, Aug. 25, 1965. 6:22 
Montreal, P.Q., Sept. 14, 1965. 4:40 
off New Jersey, Alva Cape, June 16, 1966. 6:21 
off New Jersey, Morro Castle, Sept. 8, 1934. 6:17 
off New Jersey, Texaco Massachusetts, June 16, 1966. 6:21 
New York City, MS Rio Jachal, Sept. 28, 1962. 6:18 
Norfolk, Va., March 28—April 2, 1966. 5 50 
At Sea, Yarmouth Castle, Nov. 13, 1965. 2:5: 
Swansea, Wales, Tank Ship, Dec. 8, 1965. 3: 47. 
Toronto, Ont., Orient Trader, July os 1965. 6:20 
Suoppina Centers, Frre Recorp or. 3:26 
SHorRE ConnectTION, INTERNATIONAL, Requinements FOR. 3:87 
Sians, Fire PReEvENTION. 1:24 
Sirver Sprinc, Mp., APARTMENTS, JUNE 21, 1965. 1:44 
Sincuatr, D. W. 4:5 
SMALL Town, Errect or Fire on. 1:9 
Smoke, Cause or FATALITIES IN AIRCRAFT Fire. 5:8 












SmoxKe GENERATION AND SPRINKLERS. 4:29 
Smoxkeproor Towers. 1:54 
SMOKING AND MarTcaHes, Fires CAUSED BY. 1:22, 44, 45; 4:50; 6:9, 47, 48 
SMOKING AND Martcues, Fires Cavusep By, U.S. Estimates, 1965. 5:35 
SOGAMMIS: Irs MEANiNG TO THE City’s Frre Service. 6:57 
So.vents, Fires INVoLviNG. 3:53; 4:48 
Sours BEnp, INp., SUPERMARKET, JULY 26, 1966. 6:50 
Sours Gate, CaLir., MuntctpaL MANAGEMENT INFORMATION SysTEM. 
See SOGAMMIS 
Southern Standard Building Code Users, RestricTIoNs ON WOODEN 
SHINGLES BY. 4:37 
Sparks, Sratic, IGNtTION OF TEXTILES BY. 3:94 
Sparky 1n Eskimo Gare. 4:90 
SPEAKERS’ BUREAUS FOR FIRE DEPARTMENTS. 6:32 
Sprepway, INDIANAPOLIS, FIRE PROTECTION AT. 2:34 
SponTANEOovS IGNITION, FrrEs CAUSED By, U.S. Estimates, 1965. 5:35 
SprRInKLER CONNECTIONS, FirE DEPARTMENT USE or. 2:94 
SPRINKLER PROTECTION FOR AIR RiGHTs StrRucTURES. 3:7 
SPRINKLER PROTECTION, ENGINEERED. 1:5 
SPRINKLER PROTECTION FOR GROUPED CABLES. 2:7 
SprRINKLER SysTEMs, DELUGE: 
Air Rights Building Protection. 3:7 
SPRINKLER Systems, PARTIAL, UNSATISFACTORY PERFORMANCE: 
Fire in Unsprinklered Area. 2:48; 5:18 
Overpowered by Exposing Fire. 5:48 
Protection Not Extended to Underhood Area. 4:48 
SPRINKLER SysTEeMSs FOR ScHOOLS. 2:19 
SPRINKLER SysTEMs IN SHOPPING CENTERS. 3:27 
SPRINKLER SysTEeMS IN WENATCHEE, WASH. 1:28 
SPRINKLERS, PERFORMANCE IN LARGE-Loss Frres or 1965. 3:55 
SPRINKLERS, PopuLAR MISCONCEPTIONS ABOUT. 4:28 
SprINKLERS, SATISFACTORY PERFORMANCE. 1:20; 2:49; 3:53; 4:49, 50; 
5:47, 49; 6:47, 48, 50 
SPRINKLERS, UNSATISFACTORY PERFORMANCE: 3:36 
Damaged by Explosion. 5:48 
Inadequate for Hazard. 3:49 
Overtaxed by Simultaneous Fires. 2:21 
Shut Off during Building Renovations. 1:46 
SPRINKLERS AND DROWNING. 4:29 
SPRINKLERS AND Lire SaFety. 4:28 
SPRINKLERS AND SMOKE GENERATION. 4:29 
SPRINKLERS AND STEAM GENERATION. 4:29 
SPRINKLERS AND WATER DAMAGE. 4:28 
Srarrorp, Va., Mosite Home, Nov. 2, 1965. 3:47 
Sratr Towers, UNPROTECTED, FIRE SPREAD THROUGH. 3:35 
Srarrway, Doors REMOVED, IMPASSABLE DURING Fike. 3:37 
Srarrways, Open, Fire SPREAD THROUGH. 3:38; 5:21 
Srarrway, Open, SMOKE SPREAD OVER. 4:50 
Srarrway, UNPROTECTED, FIRE SPREAD THROUGH. 3:36 
STANDARDS ASSOCIATION OF AUSTRALIA. 3:86 
Sranppipe, Cut Orr, UsEess. 3:38 
SranppirPe System, Errective. 4:18 
Sratic Evecrricity, Fires Cavusep By. 2:48; 3:49 
Sratic Execrricity IGNITION OF TEXTILES. 3:94 
Sratic Spark, Frre CavuseEp BY. 4:47 
Sratistics, Fire, INTERNATIONAL. 6:60 
Sratistics, Fire, 1965. 3:52 
Sream GENERATION AND SPRINKLERS. 4:29 
Sree., UNPROTECTED, DAMAGED IN F1RE. 3:49 
Sreet-ForGinG PLant, Fire INVOLVING: 
Portland, Oreg., July 16, 1965. 1:46 
Sretnmetz, Ricwarp C. 5:23; 6:33 
Stevens, ALAN, ELECTED CHAIRMAN OF SECTIONAL COMMITTEE ON 
DETECTION AND SIGNALING Systems. 5:55 
Srevens, R. E. 1:55; 2:45; 3:45; 4:29; 5:43, 85; 6:28 
Stickney, C. WALTER. 4:25 
Srone, WALTER R., Apporntep National Electrical Code EptrortaL 
CoorptnaTor. 6:27 
Srorace Areas, Outpoor, Fires INVOLVING. 6:48 
Srorace Occupanctes, U.S. Fire Loss Estimates, 1965. 5:36 
Srores, Fires INVOLVING: 
Carpet Sales, San Francisco, Calif., March 6, 1966. 6:50 
Department Store, Saugus, Mass., Dec. 15, 1965. 2:49 
Department Store, Wheat Ridge, Colo., Dec. 20, 1965. 3:50 
Furniture Store, Edgemere, Md., July 14, 1966. 6:50 
Market, Cartagena, Colombia, Oct. 30, 1965. 2:48 
Shopping Center, Azusa, Calif., July 25, 1965. 1:45 
Shopping Center, Fairfield, Conn., Feb. 23, 1965. 3:26 
Shopping Center, Hayward, Calif., July 16, 1965. 3:50 
Shopping Center, St. Catharines, Ont., July 1, 1966. 6:47 
Supermarket, Maywood, Calif., June 7, 1966. 5:48 
Supermarket, South Bend, Ind., July 26, 1966. 6:50 
Supermarket, Wheat Ridge, Colo., Dec. 20, 1965. 3:50; 4:49 
Variety Store, Wakefield, Mass., Jan. 8, 1966. 3:50 
Srores, Fires anp Exp.ostons INVOLVING: 
Discount Store, Collinsville, Ill., April 4, 1966. 5:49 
Shopping Center, Columbia Heights, Minn., Oct. 9, 1965. 2:48; 
3:57 
Srrompau_, Inovar. 1:80 
Srrop.e, Gorpon N. 2:95 
SunpstroM, WALTFR, RESIGNED rrom NFPA Boarp or DrreEcrors. 
5:53 
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Supports ror Rieip CABLE, REQUIREMENTS IN 1965 ELEcTRICAL CopE. 
1:32 

Surracine Oit, Frre Invoivina. 1:45 

Swansea, WALEs, TANK Suip, Dec, 8, 1965. 3:47 

SwepisH Fire Services INsPpECcTORATE. 1:80 

SwrmmineG Poots, CHANGES IN ELECTRICAL CopE REQUIREMENTS. 1:34 


T 


Tampa, Fuia., FERTILIZER PLANT, Juty 1, 1955. 6:84 
Tank Truck, Fire INVOLVING: 
Peoria, Ill., May 7, 1966. 5:50 
TANK VESSELS. See Ships and Barges 
TANKS, FLAMMABLE LIQUID, ABOVEGROUND, Fire INVOLVING. 3:49 
TANKS, FLAMMABLE Liquips, OuTpooR, Fire Recorp or. 4:26 
Tanks, Fue, Ractne Car. 2:33 
Tar Kerrie, OVERHEATED, CAUSE or Fire. 3:50 


— Task Force Concept IN FIRE-F1IGHTING. 2:12, 13 


TAVERN. See Restaurant 
TELEPHONES IN CiAss I, Diviston 2 Locations. 2:94 
TELEvis10N, RemMoTE-CoNTROL Devices, Use In OxyGEN ATMOS- 
PHERES. 3:29 
TELEVISION SALES AND Repatr SHop, Fire INVOLVING: 
Troy, N.Y., May 8, 1966. 5:47 
TEesTING OF FLAMEPKOOFED CHRISTMAS TREES. 6:42 
Tests or Fire SupPRESSION IN HyPERBARIC CHAMBERS. 3:17 
TEXTILE FLAMMABILITY, CLASSIFYING, 4:94 
TexTILE Propucts PLANTs, FIRES INVOLVING: 
(Clothing Factory) Norvelt, Pa., March 15, 1966. 5:48 
(Clothing Factory) Troy, N.Y., May 8, 1966. 5:47 
TexTILes, Frre-RFTARDANT, IN OxYGEN TENTS. 1:22 
TExTILEs, FLAME-RESISTANT, TREATMENTS FOR. 6:44 
TeExtTILes, INHERENTLY FLAME-RESISTANT. 6:44 
TextTILes, Static IGNITION oF. 3:94 
THAWING Pipes, Fires CAvUsED BY. 3:48 
THEATER, FIRE INVOLVING: 
San Jose, Calif., June 6, 1965. 1:43 
Taree Hore: Fires, 3:35 
TouvensE, Frre Invoivina. 5:48 
Topeka, Kans., CHEMICAL WAREHOUSE, Dec. 17, 1965. 3:50 
Toronto, Onr., Orient Trader, July 21, 1965. 6:20 
Trarric REGULATIONS AS APPLIED TO FIRE APPARATUS. 6:94 
TRAILER CoAcH ASSOCIATION. 2:84 
TRAILER Parks, TRAVEL. 2:84 
TRAILERS, TRAVEL. See Mobile Homes and Travel Trailers 
TRAINING, HosprraL EMERGENCY. 6:55 
TRAINING FOR Sutp Frre-F1IGHTIna. 6:21 
TRANSPORTATION Fires. See specific type of vehicle 
Trasu-BurninG, Cause or Fire. 5:49. See also Rubbish 
TRAVEL TRAILERS. 2:84 
TREASURER, NFPA, Report or. 4:58 
TreEEs, LIGHTNING PROTECTION FOR. 4:14 
Trois Rivi@res, P.Q., Bripce Caisson, Sept. 7, 1965, 3:53 
TROXELL, GEORGE E. 4:52 
Troy, N.Y., CLoratne Factory, May 8, 1966. 5:47 
Troy, N.Y., TELEVISION SALES AND Repatr Snop, Mary 8, 1966. 5:47 
Troy, N.Y., WAREHOUSE, May 8, 1966. 5:47 
Truck, Fire INVOLVING: 
Boise, Idaho, Feb. 5, 1966. 3:47 
Trucks, LP-Gas-FvELEpD, Fires AND Exptostons INVOLVING: 
Peoria, Ill., May 7, 1966. 5:50 
Trucks, TANK, FrrEs AND ExpLostons INVOLVING: 
Great Falls, Mont., March 1, 1966. 4:47 
nr. Oceanside, Calif., Feb. 21, 1966. 4:47 
Tryon, GEorGE H. 1:3, 25, 27, 34, 49; 2:31, 83, 85; 3:23, 29; 4:45; 5:5, 
41, 45; 6:28, 29 
Tuck, C. 5:44 
Turner, Haran L. 3:17 
Tyree X-L Foam, Fire Tests or. 2:82 


U 


UNATTENDED SERVICE Stations. See Service Stations 

UNDERWRITERS’ LABorRaATORIES, INc. 1:19 

Uniform Building Code Users, RESTRICTIONS ON WOODEN SHINGLES 
BY. 4:38 

Union CarsipeE Corporation, OLEFiIns Diviston. 5:31 

Unttrep K1nepom, Frre Statistics or. 3:87 

Untrep States Auto Cuus, 2:33 

UnNITep STATES OF AMERICA STANDARDS INSTITUTE, DEFINED. 4:44 

U.S., CANADIAN Cites, Frre Recorp or, 1965. 4:30 

U.S. CHAMBER oF ComMMERCE FIRE PREVENTION CQnTEST MERGED 
with NFPA Fire PrReveNTION Contest. 5:53 

U.S. Coast Guarp RECREATIONAL BoaTinG Sarety Divisron., 4:5 

U.S. GovERNMENT REPRESENTATIVES ON NFPA ComMiITTEES. 2:26 

U.S. Nava Appuiep Scrence Laporarory. 6:10 

UTILIZATION OF Fire DEPARTMENT MANPOWER. 3:30 





V 


VALVES, EMERGENCY, FOR GASOLIN™ PuMPING. 2:38 

Vance, GLENN. 4:19 

VauLt, BANK, CONTENTS PROTECTED. 1:16 

VENTILATION OF ENGINE SPACES ON PLEASURE Boats. 4:6 

Vents, Roor, Automatic, Dip Not Open. 2:23 

Vents, Puastic, Fire Tests or. 4:52 

VERTICAL FirE SPREAD THROUGH WINDOWS. 4:18 

VERTICAL OPENINGS, NONFIRESTOPPED, FIRE SPREAD THROUGH. 1:43, 
45; 2:50; 3:21, 35, 38, 41, 48; 4:48; 5:21 


Ww 


WAKEFIELD, Mass., VARIETY STorE, JAN. 8, 1966. 3:50 
Watts, W. L. 1:25 
Wati-Type Heater, Or-Frrep, Fire CAvusep By. 3:47 
WaREeEnHOUSES, FIRES AND ExpLosions INVOLVING: 
Dawson, Ga. (Cotton), Nov. 16, 1965. 4:49 
El Centro, Calif. (Chemicals), Jan. 29, 1961. 6:84 
Fort Smith, Ark. (Plastic Foam), July 29, 1965. 2:49 
Knoxville, Tenn. (Food Storage), March 20, 1966. 5:49 
Nashville, Tenn. (Drug Storage), Feb. 15, 1966. 4:49 
St. Albans, Vt. (Paper), Sept. 24, 1965. 2:49 
San Francisco, Calif. (General Storage), April 28, 1966. 6:13 
Santa Fe Springs, Calif. (Machinery), Sept. 9, 1965. 2:21 
Topeka, Kans. (Chemicals and Drugs), Dec. 17, 1965. 3:50 
Troy, N.Y. (Furniture), May 8, 1966. 5:47 
Yakima, Wash. (Chemicals), May 4, 1966. 6:84 
WATCHMAN SERVICE, UNSATISFACTORY: 
Delayed Discovery. 4:48 
Failed to Follow Prescribed Route. 5:18 
Sought Fire, Delayed Alarm. 1:43 
Went Home. 1:43 
Warer, Rate or APPLICATION ON LARGE Fire. 5:26 
WaTER DAMAGE AND SPRINKLERS. 4:28 
Water Density, A CRITERION OF ENGINEERED SPRINKLER PROTEC- 
TION. 1:5 
WaTER-SprRAY PROTECTION, ADVANTAGES OF. 5:29 
Warter-Spray System, Fixep, ErreEcTIvENESS OF IN HYPERBARIC 
CHAMBER. 3:18 
Water Suppiies INADEQUATE FOR FIRE-FiGHTING. 3:50; 5:9, 49, 82; 
6:48 
WatTercrart. See Ships and Barges 
Warts Frres AND THEIR Lessons, THE. 2:9 
WEARING APPAREL. See Clothing 
WELDING AND CutTTING, Frres CAUSED BY. 1:43; 2:52; 3:89; 5:48; 6:47 
WELFARE INSTITUTE FrrRE, FINLAND. 5:80 
WENATCHEE, WasH., INSTALLATION OF SPRINKLER SYSTEMS IN. 1:28 
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Westwoop, Onto, GARAGE, Aua. 28, 1965. 2:50 
Wuat’s NEw IN Fire PROTECTION. 1:82; 2:88; 3:90; 4:88; 5:88; 6:86 
Wueart Rince, CoLo., DEPARTMENT Store, Dec. 20, 1965. 3:50; 4:49 
Wueat Ringe, Coio., SUPERMARKET, Dec. 20, 1965. 3:50 
Waiskey, Frre Spreap By. 6:15 
WauirtakeERr, Baron. 1:19 
Wicairta, Kans., Atrcrart, JAN. 16, 1965. 3:53 
Wicuita Fauis, Tex., SEISMOGRAPHS IN RESIDENTIAL GARAGE, JULY 
4, 1965. 3:54 
Wivper, Ira. 6:10 
WILson, RExForD. 1:29; 2:44; 3:89; 5:44, 87 
Executive Secretary, Fire Marshals Association. 5:86 
WINDow, SMALL, PREVENTED Escape. 6:31 
WINpDowLEss ButLp1Nnos, Frres INVOLVING. 2:21 
School. 3:50 
Shopping Center. 2:48 
Store. 3:57 
Winpows, PLatn Guass, Frre SPREAD THROUGH. 3:39 
Wrnpows, Stuck, CouLp Not BE USEp As Extts IN FaTAt Fire. 5:21 
WINpDows, VERTICAL F1RE SPREAD THROUGB. 2:50; 4:18 
Winpvows, Very Hies, HaAmperep Escape. 6:7 
Wires. See also Cables; Electrical Fires 
WItrEs AND CaBLeEs, ComBusTIBLE, GroupEeD, Hazarp or. 2:5 
Woop Dust, ExpLoston INVOLVING. 3:57 
WoopEN PANELING, FIRE SPREAD BY. 3:36 
Woop-SHINGLE ROOFING, SURVEY OF REGULATIONS ON. 4:36 
WoopworKING PLANT, Fire INVOLVING: . 
Furniture Manufacturing, Chicago, IIl., Sept. 28, 1965. 3:49 
WoopwortH, M. E. 5:44 
Worcester, Mass., Hosprrat, Ava. 24, 1965. 2:48 
WORLDWIDE TRENDS. 1:80; 2:90; 3:86; 4:86; 5:56; 6:90 
Wricut, THERON H. 2:37 


xX 


XEROX CORPORATION WAREHOUSE FIRE. 2:21 


Y 


YAKIMA, WasH., WAREHOUSE, May 4, 1966. 6:84 

YanpA, Dr. Roman L. 3:17 

Yapp, Ricnarp H., Evecrep CHAIRMAN OF COMMITTEE ON FIRE 
BRIGADES AND GUARD Services. 5:53 

Yarp SroraGe, Fire INvoivine. 1:46 

Yarmouth Casile Disaster, THe. 5:15 

Yarmouth Castle Fire, Nov. 11, 1965, at Sea. 2:53; 5:15 

Yonxers, N.Y., Community CentER, Dec. 20, 1965. 3:19 
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A 


ADHESIVE, FLAMMABLE, Fire Cavusep By. 5:49 
Agrosot ConTAINER, FrRE AND Exposition INVOLVING. 4:93 
Aprosot-Tyre Vaprorizine Liquip ExtTINGuIsHER, UNSATISFACTORY. 
3:57 
ArrLuENcE Causes INCREASED Fire Hazarps In PLants. 5:19 
Arr ConpITIONING System, SMOKE SPREAD BY. 3:58 
Arrcrart (Includes Space Vehicles), Frres, U.S. Loss Estimares, 
1966. 5:88 
Arrcrart CARPETING, Frre Tests or. 1:13 
Arrcrart, Explosion IN Fiicat: 
over N. Mex., Jan. 25, 1966. 3:39, 40 
Arrcrart Frre In MANUFACTURER’S PLANT: 
Long Beach, Calif., Dec. 31, 1966. 2:43 
Arrcrart Fires: 
Dallas, Texas, June 30, 1967. 6:52 
Frankfurt, Germany, Oct. 19, 1966.'4:53 
Mont Blanc, France, Jan. 24, 1966. 2:43 
Mount Fuji, Japan, March 5, 1966. 2:43 
Tokyo, Japan, Feb. 4, 1966. 2:43 
Argrcrart Fue.ine, CLroraine Static Hazarp DURING. 1:86 
Arrcrart Usep IN Frre-Fiestine. 3:39 
Avarm, Loca, Lack or Detarep NortiricaTion or Occupants. 5:40 
ALarM, MANnvAL, ABSENCE oF, Factor 1n Loss or Lire. 4:5 
AvarmM HeapQuarTeRs, WORKING SHIFTS AT. 3:68 
Avarms, U.S., Canapian Cities, 1966. 4:37 
Avarms DeLayYEn. 3:58; 4:54 
Called Police First. 5:50 
Discoverer not Heeded. 6:54 
Discoverer Roused Occupants First. 1:43 
Employees Fought Fire. 2:49, 50; 4:51; 5:47; 6:53 
Employees Investigated. 6:54 
Fire Alarm Headquarters Operator Ill. 3:66 
Fire Department Phone Busy. 6:54 
Nearest Phone Not Used. 3:55 
Occupants Failed to Call Fire Department. 6:53 
Occupants Fought Fire. 3:21; 6:7, 52 
Wrong Fire Department Called. 6:52 
Wrong Name Given. 5:50 
AvarmMs DELAYED IN Hore .s, Hosprrats, AnD Nursinc Homes, 3:111 
AuBany, N.Y., Orrice Buitp1Inc UNDER ConsTrRUCTION. 6:54 
Aupany, OrneG., Merat-MANUFACTURING PLANT, May 26, 1967. 6:53 
Aus: Manvuracrurine Company, Inc. 2:94 
ALcoHOL AND Dry Ice Usep To Freeze SPRINKLER Pipina. 6:14 
Alva Cape Marine Disaster, THE. 6:89 
Auston, Greorce L. 5:27 
Auton, Iuu., Sportine Arms Srore, Oct. 17, 1966. 2:40 
AMERICAN TRIAL LAWYERS ASSOCIATION. 2:11 
Ammonium Nitrate Expiosion. 2:49 
AMMUNITION, Frre Invo.vina. 2:40 
AMMUNITION, ImproPER SToraGE or. 2:40 
AMUSEMENT PLAcB, Frre INVOLVING: 
Taipei, Taiwan, Jan. 19, 1966. 2:43 
AncHoraGE, ALasKA, Hore, Sept. 12, 1966. 1:43; 2:43; 3:45 
APARTMENT Hovse, Frre 1n: 
Lanham, Md., June 4, 1967. 6:52 
APARTMENTS, Frre INVOLVING: 
the Plains, Va., Feb. 21, 1967. 5:48 
Apouio Space Prosect, Proposep Fire RESEARCH For. 6:57 
ARCHITECTS AND ButLpeErs, For. 1:22; 2:24; 3:50; 4:22; 5:48; 6:94 
Arpmorge, Pa., CLoruine Store, Dec. 24, 1966. 3:57 
Are We Losine THe Battie AGainst Fire Waste? 5:5 
ARGENTINA, ComITE PERMANENTE DE LUCHA CONTRA EL FuEGoO. 2:87 
Armetrone Cork Company, PosiTion oN Fire Hazarp TestinG 
or Fioor Coverines. 3:23 
ArmstTroneG Cork Company, Fire Tests or SusPENDED CEILINGS. 6:9 
Army Barracks, Fire INVOLVING: 
Eryurum, Turkey, Dec. 8, 1966. 2:43 
Arson INVESTIGATION IN ONTARIO. 5:24 
Arsonist’s Conression UseEp 1n Conviction. 5:50 
AsseMBLY, Pusuic. See Public Assembly 
AsseMBLy Puace, Fire Invoivine: 
Chicago, Ill., Jan. 16, 1967 (McCormick Place). 3:14 
Arriums, WrrEp Guass In. 5:20 
Artic, Unpivipep, Frre Spreap THROUGH. 1:44; 2:48 
Autt, Wayne E. 6:48 
Avrora, Iuu., DweLtuinc, Marcu 27, 1966. 1:43 
Austin, Inp., Foop WarEHOUSE, Fes. 8, 1967. 4:51 
AvusrTrauis, Fire Protection AssociaTION REGIONAL CONFERENCES. 
2:87 
Averria, 1966 Fire Experience. 6:98 
Automatic SPRINELER PROTECTION FOR EssENTIAL ELECTRICAL AND 
Execrronic EquipMeEnT. 1:48 
AvTomosILE Frres Fottow1ne CRAsHES: 
Lynnfield, Mass., Sept. 15, 1966. 1:45 
Lynnfield, Mass., Sept. 30, 1966. 1:45 
North Plainfield, N.J., July 29, 1966. 1:45 
San Diego, Caiif., Feb. 8, 1967. 4:53 


AUTOMOBILE-TANK TRUCK COLLISION AND FIRE: 
Indianapolis, Ind., Dec. 19, 1966. ? 5 
AwninG-Type Winpow, Factor 1n Fata Fire, 4:54 


Bascock, Cuester I, 1:5 
Baume, Cuarues W., Jorns NFPA Srarr. 3:61, 64 
Batrp, W. L. 2:53 
Batuoon, Hor Arr, Frre Causep By. 4:51 
Barn, Datry, Fire INVOLVING: 
Corvallis, Oreg., Feb. 7, 1967. 4:51 
Bay Suore, N.Y., Nursinec Home, Fes. 7, 1966. 1:8 
Bayonne. N.J., PLastic Propucts Puant, Ava. 19, 1966. 1:45 
Beparp, Gasriet O., Jonws NFPA Starr. 3:61 
Becovic, Z., Fire Cuirr or ZAGREB, YUGOSLAVIA. 2:26 
Bescuer, Raupx H. 5:52 
Betz, Gorpon M. 6:13 
BrmonTayiy Frre Recorp. 1:43; 2:47; 3:55; 4:51; 5:47; 6:51 
Boat, Fire anp ExpLosion INVOLVING: 
Marblehead, Mass., June 22, 1967. 6:51 
Fort Lauderdale, Fla., Nov. 18, 1966. 3:55 
Boertcuer, E, N. 4:93 
Boiter Room, Stock Srorep 1n. 3:98 
BoILers AND FuRNACES, ENCLOSURES FOR. 2:95 
Bouz, L. M. 2:95 
Boorus, Prosection, FirE PRoTECcTION FoR. 1:24 
Boston, Mass., DEPARTMENT STore, Feb. 18, 1967. 5:29 
Boston, Mass., Fire DEPARTMENT, FrrE PREVENTION DivIsION. 3:27 
Boston, Mass., Horex, JAN. 28, 1966, 2:43 
Boston, Mass., Nurstinc Home, Marcu 27, 1965. 1:8 
Bowne ALLEys, Fires INVOLVING: 
Fort Dodge, Iowa, August 2, 1966. 1:44 
San Antonio, Tex., Dec. 15, 1966, 3:58 
BRANNIGAN, Francis L. 2:34 
BreaTHING APPARATUS, CANISTER-MASK TyPE, FREEZE DURING USE. 
5:41 
Breysse, Peter A. 4:46 
Bripge Exposep By TANK Truck Fire. 5:48 
Bricape pes SAPpeuRS-PoMPIERS DE Paris, 5:82 
BrisBane, Cauir., TANK TrucK, MARcH 12, 1967. 5:48 
Brus# Fires: 
Tasmania, Australia, Feb. 7, 1967 (62 killed), 4:58 
See also Forest Fires 
Bruss Fires, PLANNING FOR. 3:102 
Bruss Fires, U.S. Loss Estimates, 1966. 5:88 
BrusseE.s, BeELGruM, DEPARTMENT StwRE, May 22, 1967. 6:5 
Buases, Percy. 1:20; 2:43, 87; 3:31; 4:97; 5:3, 5, 81; 6:98 
Buttpine Cope, Fatat Fire in Burtpinc Exemprep FRoM Com- 
PLYING WITH. 3:48 
BurtpiInc DeparRTMENT, DEVELOPING A WoRKING RELATIONSHIP 
WITH THE Fire DEPARTMENT. 2:53 
Butip1ne Frres, U.S. Cuassiri1ep, 1966. 5:87 
BuILDINGs UNDER CONSTRUCTION, Fires INVOLVING: 
Albany, N.Y., July 7, 1967. 6:54 
Orangeburg, N.Y., June 3, 1967. 5:50 
Wisconsin Rapids, Wisc., Nov. 4, 1966, 3:58 
“BuLi Sessions” FOR FIREMEN AT STATE Frre MARSHAL’S OFFIce. 5:95 
Burn Cases AND THE TRIAL Jury. 2:11 
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CaBLE INSULATION I@nrTED. 4:52, 53 
Ca.crum Hypocsuorite, MIxep witH CoMBUSTIBLES. 6:102 
CanapbA, Fire Recorp or Citt&s 1n, 1966. 4:37 
CANDLES, Frres CAvuseD BY. 1:43 
Dwelling. 3:63 
Fatal, Clothing. 2:47 
“CaNNED Heat,” Fire Cavusep By. 6:53 
CANTONMENT, FiA., PapER WAREHOUSE, Manca 9, 1962. 1:29 
Carson Droxipe, Use on Execrronic Equipment Discussep. 1:50 
Carson Dioxipe System: 
Unsatisfactory Performance. 1:45 
Carson MonoxipE Exposition. 5:49 
Carson Monoxipsz, Toxic Errscrs or. 4:46 
CaRELEss SMOKING, Frre Cause. 5:39; 6:53 
CarpetinG, Fire Tests on. 1;13 
CarpeTINnG MATERIALS, REGULATIONS ON. 1:18 
Carpets, Corron, Fire Experience or. 1:11. See also Floor Coverings 
Carrer, Donatp I. 6:48 
“Case OF THE Busway Fautt, THe,” CoMMENT On, 4:43 
Catierrspure, Ky., Dwe.uina, Oct. 26, 1966. 2:47 
Causes, Fire, U.S., 1966. 5:86 
Caruea Hetcuts, N.Y., Dormrrory, Aprit 5, 1967. 4:5 
Crrine, ComBusTIBLE, Fire Spreap over. 5:50 








CEILING, FIBERBOARD, FIRE SPREAD OVER. 2:48 
Ce1tine TILE, ComMBusTIBLE, Frre SpreApD By. 3:7 
Ceriines, Fire-Resistive, PROTECTION FOR Poke-THRovUGHS. 6:9 
CHEMICAL PLANT, FrrRE AND ExpLosion INVOLVING: 
Hawthorne, N.J., Feb. 17, 1967. 5:47 
La Salle, P.Q., Oct. 13, 1966. 3:38; 5:8 
Memphis, Tenn., Oct. 4, 1966. 4:54 
CuemicaL Pian?t Expiosion, Fartau. 5:8 
CHEMICAL PLANT, YUGOSLAVIA, Fire PROTECTION Ar, 2:30 
Cuerry Hitt, N.J., Dwetuine, May 21, 1967. 6:52 
Curcaao, Itu., Dwe.uina, Oct. 30, 1966. 2:47 
Cuicaco, Iuu., Hosprrax, Sept. 13, 1963. 4:95 
Curcago, Intu., McCormick Piace Exuisition Hai, Jan. 16, 1967. 
3:15 
Curcaago, Itt., Metrats StroraGe WAREHOUSE, JAN. 4, 1967. 4:52 
Cuicaco’s McCormick Puace Fire. 3:14 
CHILDREN, UNATTENDED, FaTAu Frre Cavusep By. 3:58 
CHILDREN, UNATTENDED, StTaTE LAW PROHIBITING. 4:28 
CHILDREN, UNATTENDED, TRAPPED IN AUTO Fire. 4:53 
CHILDREN AND Martcues, Fires CAuseEp By. 3:63; 4:53 
CHIMNEY, DEFECTIVE, FirE CAUSED BY. 3:57 
Curp Pixe, Fire Invoivine. 6:53 
CurIstMAS TREES AND DECORATIONS, FLAME-RESISTANT TREA™ 
MENTS FoR. 6:102 
Cuurcaes, Fires INVOLVING: 
Jacksonville, Ill., Nov. 16, 1966. 2:50 
Philadelphia, Pa., Sept. 23, 1966. 1:44 
CIGARETTE SMOKING IN Hosp1rTats. 3:110 
CrncinnaTI, On10, TREND IN Frre ALARMS. 4:37 
CriotTH-CoaTiInG PLANT, Fire INVOLVING: 
Swepsonville, N.C., April 10, 1967. 5:48 
CiorHes Dryers, Fire Causep By. 5:49; 6:52 
Ciorsina, Fire Hazarps or. 4:21 
CLoTsinG Fire Prosiem, THE: Some Leaau Aspects, 2:11 
CLoTHING Fires, FATAL. 2:47 
Cioraine, Paper. 4:21 
Cuvuss, City, Frres INVOLVING: 
Yonkers, N.Y., Dec. 20, 1965, Additional Information on. 5:50 
Couns, Henry E. 6:27 
Cotor-CopinG OvERCURRENT PROTECTION Fuses. 3:101 
Cotusa, Cauir., Nursinc Home, Oct. 30, 1964. 1:8 
ComBusTION Process, THEORETICAL ANALYSIS OF. 4:11 
Compressep Gas Associtation Handbook of Compressed Gases. 2:45 
CONFERENCE ON BURNS AND FLAME-RETARDANT Fasrics, New YorkK 
Acapemy or Mepicrneg, Dec. 2-3, 1966. 3:68 
CONFERENCE OF FrrE PROTECTION AssocIATIONS, SECOND MEETING. 
5:42 
CONFLAGRATION: 
Tasmania, Australia, Bush Fires, Feb. 7, 1967. 4:58 
ConsuLTING ELEctTRICAL ENGINEER, THE. 4:43 
Consumers UNION Fire Tests or CARPETING. 1:14 
CooPpERATION BETWEEN ELECTRICAL INSPECTORS, RESULTS OF. 2:35 
Corn Dust Exposition. 4:52 
Cornet University Dormitory Fire, Apriz 5, 1967. 4:5 
Corripors, Deap-Enp, Factor 1n Loss or Lire. 4:5 
CorROSION OF FrrE ExtTINGuIsHERS. 3:111 
Corva.uis, OreG., Datry Barn, Fes. 7, 1967. 4:51 
Corva.uis, OrEG., Dwe.uine, Dec. 28, 1966. 2:56 
Corrosion, Fire ExtTINGuIsHER. 1:86 
Corton CARPETING, Frres INVOLVING. 1:11, 12 
Corton Frock, Fire SPREAD OVER. 1:46 
Country Cuiuss, Detection Systems For. 3:111 
Country CuuB, Fire INvVoLviINnG: 
Hamden, Conn., Feb. 7, 1967. 4:53 
Covina, Cautr., Fire PREVENTION ProGrRamM. 2:94 
CoyYKENDALL, L. H. 4:10 
Creve Coeur, Mo., Gas Station, Jan. 27, 1967. 3:57 
CyYLInpbER, LP-Gas, Frre INvotvine, 6:51 
CYLINDERS, PRESSURE CYCLING or. 4:102 
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Dae’s PENTHOUSE RESTAURANT Fire, 3:5 

Datuas, Tex., Arrcrart, June 30, 1967. 6:52 

Datias, Tex., GASOLINE TANK Truck, Oct. 19, 1966. 2:49 

Dayton, Onto, Truck TerminaL WareEHOUSE, Dec. 21, 1966. 4:56 

DEcoRATIONS, COMBUSTIBLE, Fire INVOLVING. 3:19 

Deep Fat Fryine, Causes or Fires From. 4:17 

Devayep ALARMS IN Horets, HosprTats, AND Nurstine Homes. 3:111 

Des Mornes, Iowa, Hosprtau, JAN. 29, 1965. 4:96 

DesieninG Lire SAFETY FOR PLaAces oF PuBiic AssEMBLY. 1:22 

DETECTION EQUIPMENT FOR THE Home, 6:23 

Detection System, Fire, Automatic, Fause ALARM. 4:102 

Detection System, Frre, Avromatic, Frxep-TEMPERATURE, SatTis- 
FACTORY PERFORMANCE, 1:43 

Detection Systems, Fire, AuTromatic, SATISFACTORY PERFORMANCE, 
2:48; 3:55; 5:49 

Detection Systems, Home, Costs or. 6:25 





Detection Systems ror Country Cuivuss. 3:111 
Dewrrt, N.Y., Te.eviston Ser WAREHOUSE, Nov. 2, 1966. 3:40 
Dresex Fuet, Frre Invotvine. 1:45 
D1oxane, Frre Invoivine, 4:93 
DiscoverY DELAYED: 

Building Unoccupied. 2:50 

Fire in Windowless Room. 2:48 
Doe Pounp, Frre INVOLVING: 

Greensboro, N.C., Feb. 14, 1967. 5:49 
Doors, BLocKkep Open, Factor tn Fata Fire. 4:6 
Doors, Hosprra.. 4:95 
Doors ror Utiuity SHart Oprninas. 4:22 
Doorways, UNPROTECTED, FirE SPREAD THROUGH. 2:7 
DorMITORIES, COLLEGE OR UNIVERSITY, Fires INVOLVING: 

Cayuga Heights, N.Y., April 5, 1967. 4:5 

Princeton, N.J., May 6, 1967. 6:53 

Stillwater, Okla., Oct. 3, 1966. 1:43 
Dormitory Fire Kiiis Nine, 4:5 
Dorie, Wiiu1am H., Facrory Insurance AssociaTIon. 3:111 
Drag Cuarns, Device ror Static DiscHarGe, 1:25 
Draperies, COMBUSTIBLE, Fire SPREAD OVER. 6:53 
Drapery, ‘““FLAMEPROOFED,” Fire INVOLVING. 4:53 
Dry CHemicaL ExTINGUISHERS, MAINTENANCE oF. 2:94 
Dusutn, Os10, RESTAURANT, APRIL 20, 1967. 5:50 
Duct, Kircuen Exuavst, Fire Invotvine. 2:50 
Ducts, ExHaust, Fire SPREAD THROUGH. 1:46 
Ducts, VENTILATING, Fire SPREAD THROUGH. 1:45 
Dump, Fire INVOLVING: 

Huntington, W.Va., April 14, 1967. 5:49 
Dust Co.tuecrors, Frres Invotvine. 5:26 
Dust Exp.osions. See Explosions 
Duvat County, Fia., Paper Propucts PLant, Aprit 5, 1967. 5:48 
DWELLING Fires, Causes or. 6:24 
DweELuine Fires, Facts asour. 6:23 
DweE .uine Inspections, Stitt WortH W8ILE. 2:38 
DwELLinGs, Fires INVOLVING: 

Aurora, Ili., March 27, 1966. 1:43 

Catlettsburg, Ky., Oct. 26, 1966. 2:47 

Cherry Hill, N.J., May 21, 1967. 6:52 

Chicago, Ill., Oct. 30, 1966. 2:47 

Corvallis, Oreg., Dec. 28, 1966. 2:56 

East Longmeadow, Mass., May 23, 1967. 5:49 

Hingham, Mass., Aug. 8, 1967. 6:52 

Irondequoit, N.Y., Dec. 23, 1966. 3:66 

Kingston, N.H., Jan. 7, 1967. 3:57 

Lansing, Mich., Dec. 1966. 3:63 

Maywood, Ill., Dec. 13, 1966. 3:58 

Newark, Calif., Jan 13, 1967. 3:57 

Ossining, N.Y., Jan 7, 1967. 3:58 

Parry Island, Ont., April 2, 1966. 3:38 

Peoria, Ill., Nov. 3, 1966. 2:47 

Tewksbury, Mass., Oct. 11, 1966. 2:47 

Wardville, Okla., Nov. 1, 1966. 2:47 
DyNaAMITE, ExPLosion oF. 6:52 
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East Lonemeapow, Mass., Dwe.Luinc, May 23, 1967. 5:49 
East Sr. Lovis, Mo., TerminaL WAREHOUSE AND FREIGHT Cars, 
Marca 2, 1967. 5:47 
EDITORIALS: 
Editorial. 2:3 
Fire Protection Team, The. 6:3 
NEC Conferences, The. 4:3 
New Answer to an Old Problem, A. 5:3 
Petroleum Industry Looks to the NFPA, The. 3:3 
Private Industry Can Do the Job. 1:3 
Epucationat Occupancies. See separately listed occupancies 
EpucaTionaL Occupancies, DesiGNInG Lire Sarety IN. 2:24 
EpucationaL Occupancties, U.S. Frre Loss Estimates, 1966. 5:87 
Execrric Busway, Derective. 2:35 
Evecrricat AppLiaAnces, UL STANDARDS FOR. 6:27 
ELEcTRICAL EQuiIpMENT, CLASSIFICATIONS FOR Hazarpous LOcATIONS. 
6:38 
Evectricat EQquipMENT, Fires CAUsED BY: 
Autotechnicon Tissue-Processing Unit. 5:50 
Clothes Dryer. 5:49 
Fluorescent Light Ballast, 1:29; 2:48 
Nonexplosionproof Wrench. 2:50 
Television Set. 6:52 
ELECTRICAL EQUIPMENT, WATER ON Fires INVOLVING. 1:48 
ELEcTRICAL EquipMENT MAINTENANCE, NEED FOR MANUAL TO BE 
INVESTIGATED. 5:38 
Evectricau Fires: Causep By LIGHTBULB. 4:53 
Evecrrica, Wirtne, Fires anp Expiosions Cavusep BY: 2:48, 56; 
4:51; 5:50 
Damaged Extension Cord. 3:58 
Nonexplosionproof Light Fixture. 5:49 
Short Circuit. 1:44 





Evectrronic EquipMENT, WATER ON Fires INVOLVING. 1:48 
EvevaTor Sart, Frre Spreap up. 6:5 
Evevators SToprep By Fire, 3:9 
ELxinp, ARNOLD B, 2:11 
Euerticks, E. L., Jr. 6:9 
ENCLOSURES FOR BOILERS AND FurRNACEs. 2:95 
ENGINEER, THE CONSULTING ELECTRICAL. 4:43 
ENGLAND, 1966 Larce-Loss Fires. 5:82 
ENGLAND, SECURITY AND Frre ALARMS SysTeMs ASSOCIATION. 2:87 
Erte, Pa., Raturoap Boxcar, Oct. 15, 1966. 2:50 
Erte, Pa., WaREnOUSE, OcT. 15, 1966. 2:50 
Eryurvum, Turkey, Army Barracks, Dec. 8, 1966. 2:43 
Escape Puan, Fauurty, Fatauiry Cause. 6:52 
EvuGEneE, OrEG., AUTOMOBILE Sa.eEs, Oct. 11, 1966. 2:48 
Everett, Mass., O11 Truck-Train Co.uision, Dec. 28, 1966. 3:38 
Ex#rsiTion Hauxs, Fires INVOLVING: 
Chicago, Ill., Jan. 16, 1967 (McCormick Place). 3:15 
Indianapolis, Ind., Oct. 31, 1963 (Litigation). 4:32 
Montreal, P.Q., (Expo '67), May 30, 1967. 6:53 
See also Assembly 
Exit [napequaTe, ONLY ONE, 3:9 
Exit Wiptus ror Pusiic AssEMBLY AREAS, CALCULATING. 1:22 
Exits, INADEQUATE. 6:53 
EXPANSION JOINTS IN CONCRETE FLOOR, FirE SPREAD THROUGH. 3:21 
Exposition Suppression System Out or ORDER AT TIME OF Ex- 
PLOSION. 5:48 
EXpLosIONPROOF JOINTS, TREATMENT OF. 3:100 
ExpLosion-VENTING, SATISFACTORY. 4:52 
EXPLOSIONS: 
Ammonium Nitrate. 2:49 
Corn Dust. 4:52 
Dynamite. 6:52 
Extinguishers. 1:34 
Fatal. 2:40, 3:37, 38, 40; 4:54, 56; 5:8, 47; 6:89 
Fire Gas. 3:57; 5:31; 6:53 
Gasoline Vapors. 3:56 
Ganpowder. 2:40 
Hexane Vapors. 2:50 
LP-Gas. 1:43 
Methanol Vapors. 4:56 
Naphtha. 6:89 
Naphtha Fumes Ignited by Static Spark. 3:37 
Natural Gas. 4:54 
Nitro-carbo-nitrate. 6:52 
Oil-Fired Furnace. 3:57 
Starch Dust. 5:47 
Styrene Vapors. 3:38; 5:8 
Wood Dust. 5:48 
“Expo '67,” Fire at, Montreau, P.Q., May 30, 1967. 6:53 
“Expo '67,” Frre Protection at. 4:97 
Exposure, WATER DaMaGE In. 5:29 
Exposure Protection, Fire DreparTMENT Hose Srreams Er- 
FECTIVE. 3:47 
Extension Corps, Hazarps or. 1:87 
EXTINGUISHER, AEROSOL-TYPE VAPORIZING Liquip, UNSATISFACTORY 
PERFORMANCE, 3:57 
EXTINGUISHERS, CARBON D1oxipE, Errective. 5:48 
ExtTINnGuisHER, Dry CHEMICAL, SATISFACTORY PERFORMANCE. 3:57 
EXTINGUISHER FaILures. 6:36 
EXTINGUISHERS, CORROSION OF. 3:111 
ExtTINGuIsHERS, Dry CHEMICAL, MAINTENANCE OF. 2:94 
ExtTINGUISHERS, Explosions oF. 1:34 
EXTINGUISHERS, INOPERABLE, 2:7 
ExtTINGUISHERS, PorRTABLE, Errecrive. 6:53 
EXTINGUISHERS, PRESSURE CYCLING oF. 4:102 
ExtTINGUIsHERS, SERVICING, NEED FOR LEGISLATION. 6:33 
ExtTIncuisHers, UNSATISFACTORY PERFORMANCE, WRONG TyPeE. 1:36 
Extincuis#ers, VaporizInG Liquip, SALE OF PROHIBITED IN Mary- 
LAND. 4:27 
EXTINGUISHING AGENTS: 
Loaded-Stream Solution. 4:15 
Potassium Carbonate Solution. 4:15 
EvRoprorection AssociaTION, 1967 ExHrBITIon. 4:97 
Evacuation, Hosprrat Puan For. 4:103 
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Factory Burnep! 225 Joss Lost! 2:5 
Facrory Mutvau Researce Center, New. 6:30 
Fatiout, RADIOACTIVE, FrrE In DweELLiInc DesiGNEep TO PROTECT 
aGarnsT. 3:58 
Fause Atarms, U.S., Canapa, 1966. 4:38 
Fase Front on Store CoNncEALED Fire. 6:54 
Fara Store Frre, Brussexs. 6:5 
FATALITIES: 
Aircraft Explosion in Flight. 3:40 
Asphyxiation. 1:6, 7, 8; 3:67; 4:5; 5:49 
Burns. 2:40, 47; 3:56 
Carbon Monoxide Poisoning. 3:48 





Clothing Ignition. 2:47 
Explosions. 2:40; 3:38; 4:54; 5:8, 47; 6:39 
Firemen. 2:48 
Inadequate Exits. 3:5 
Jumped from Building. 5:40 
Naphtha Vapor Explosion. 3:37 
Overcome in Sewer Pipe. 5:44 
Trapped in Auto. 4:53 
Trapped by Awning-Type Window. 4:54 
Trapped in Building. 1:8, 43; 3:21, 55 
Trapped in Dwelling. 2:47; 3:38, 39, 58; 6:52 
Trapped in Forest Fire. 3:37; 4:54 
Trapped in Gasoline Fire. 2:47 
Trapped in Hotel. 5:40 
Trapped by Inward-Swinging Doors. 3:38 
Trapped in Mobile Home. 4:54 
Trapped in Nursing Home. 5:49 
Trapped in Penthouse. 3:5 
Trapped in Store. 6:5 
Trapped in Tank Truck Cab. 3:57; 5:48 
Unattended Children. 3:58; 4:53 | 
FATALITIES, MULTIPLE, 1966. 2:43. See also Large-Loss-of-Life Fires 
FATALITIES IN DWELLINGS, TIMES OF OccURRENCE. 6:24 
FaTa.ities, STATE EXPERIENCE, 1966. 5:89 
Fire Fighters in 1966. 4:38 
FEDERAL Flammable Fabrics Act, INADEQUACY oF. 2:12 
Feperau Researcu, NFPA Position on. 5:7 
FERTILIZER, SPONTANEOUS IGNITION OF. 2:49 
FERTILIZER-GRANULATING PLANT, FrRE AND EXxPLosion INVOLVING: 
Mount Vernon, Mo., Nov. 9, 1966. 2:49 
FEeRTILIzER StoraGe. See Warehouses 
FIBERBOARD CEILING, COMBUSTIBLE, FrrE SPREAD OVER. 3:46 
Fisers, SYNTHETIC, COMBUSTIBILITY OF, 2:18 
Fium: 
Are We Fire Safe? 2:86 
Fitters, GREASE, SPONTANEOUS IGNITION AT. 4:17 
Finianp, Forest Frre Loss 1n. 1960. 2:87 
Finuanp, 1965 Larce-Loss Frres. 5:82 
Frre Brigape, Lack or, Factor 1n Loss. 2:50 
Fire anp Buitpinc DEPARTMENTS DEVELOP A WorKING RELATION- 
SHIP. 2:53 
Frre Causes, U.S., rn 1966. 5:84 
Frre Cou.ece or Ontario. 5:25 
“‘Frrecycte” SPRINKLER SysTem. 6:86 
Frre DEPARTMENT, INDUSTRIAL, How TO ORGANIZE. 5:14 
FrrE DEPARTMENT ANNUAL Report, Pusiic RELATIONS, VALUE oF. 
1:30 
Fire DEPARTMENT APPARATUS, TANK TRUCK FOR BrusH Fires. 3:102 
Frre DEPARTMENT INspEcTorRS, RicHt To Inspect UPHELD By Courts. 
1:39 
Frre DEPARTMENT OPERATIONS: 
Exposure Protection Effective. 3:47 
Pre-Fire Planning Effective. 3:47 
Frre DEPARTMENT OvERATIONS HAMPERED: 
Barred Windows. 3:57 
Blocked Windows. 1:44 
Fire in Upper Stories of Building under Construction. 6:54 
Heavy Smoke. 1:37 
High-Piled Stock. 1:37; 4:52 
Hydrants Shut Off. 3:21 
Inaccessible Roof Spaces. 5:50 
Inadequate Water Supplies. 3:39; 5:48, 50; 6:53 
Pumper Failure. 6:53 
Rolling Tin Cans. 4:52 
Venting Difficult. 3:58 
Wall Collapse. 6:54 
Windowless Wallis. 1:44; 2:7, 50; 3:21, 58 
Fire DeparRTMENT PusBLic ImaGe, MEANS TO IMPROVE. 2:94 
Fire DeparTMENT PumpeRS FAILED DURING Fire, 6:52 
Fire DEPARTMENT RESPONSE BLOCKED BY RarLRoapD Cars, 2:50 
Fire DEPARTMENT UNDERMANNED. 1:43; 6:54 
Fire Derecrion SysTeM, CENTRAL-STATION-SUPERVISED, SaTIs- 
FACTORY PERFORMANCE. 4:53 
Fire Derecrtion System, Frxep-TEMPERATURE, SATISFACTORY PER- 
FORMANCE, 1:43 
Fire Derecror, AUTOMATIC, SATISFACTORY PERFORMANCE, 6:53 
Frere Derecror, Hippen. 4:102 
Fire Door: 
Fire Spread through before Link Fused. 5:31 
Fire Door, Buockep. 6:54 
Frre Doors, None Provivep To Starr WELL. 6:53 
Frre Darius, Home, Pay Orr. 3:63 
Fire Driuis, Hosprrav. 4:96 
Fire Experience or Fioor Covertines. 1:11 
Fire ExtTInGumIsHEeR Corrosion. 1:86 
Fire Extineuisaine Systems Prosyect ORGANIZED. 3:61 
Frre Extineuisaine Systems Speciauist, NFPA. 3:64 
Frre Fieuters, CARBON MoNOxIDE INHALATION BY. 4:46 
Frre Fieuters Kiuuep 1n U.S., Canapa, 1966. 4:38 
Fire Founpation or Los ANGELES, TRANSFER OF Assets TO NFPA. 
3:62 





Frre Gas Exposition. 3:57 
Frre Hazarps tn PLAnts INCREASED BY AFFLUENCE. 5:19 
Frre INVESTIGATION LABORATORY, MOBILE. 1:39 
FIRE JOURNAL Ownenrsuip STATEMENT. 1:31 
Frre Loss Estimates, Unirep States, 1966. 2:43 
Frre Loss TrEnps. 6:103 
Frre MArsHAL, A Day WITH THE. 1:38 
Frre MARSHAL OF ONTARIO, ACTIVITIES OF. 5:22 
Frre MARSHALS ON Duty. 1:38; 2:53; 3:27; 4:24; 5:22; 6:40 
Frre MARSHAL’s OrFIceE, MARYLAND. 4:24 
Fire Officer’s Guide, The, TRANSFER TO NFPA. 3:68 
Frre Partitions, DEFINED, REQUIREMENTS. 6:94 
Frre PHoNE UNANSWERED. 3:66 
Frre PRevENTION, HosprTau PLAN For. 4:93 
Fire PREVENTION, TEACHING TO TEEN-AGERS. 2:86 
Frre PREVENTION CoDE OF MARYLAND. 4:27 
Fire PREVENTION Drvision, Boston Fire DEPARTMENT. 3:27 
Fire PREVENTION Fac, 5:43 
Fire PREVENTION AT THE STATE LEVEL. 4:24 
Frre PREVENTION WEEK, 1967. 5:43 
Frre Protection, Earty U.S. History or. 5:16 
Frre Protection, INDUSTRIAL, COURSE IN YUGOSLAVIA. 2:30 
Frre Prorection, INDUSTRIAL, YESTERDAY AND TomMoRRow. 5:16 
Frre Protection AssociaTIoNn. 3:31 
Fire Protection DEVELOPMENTS IN 1966. 2:43 
Fire PrRoTecTION ENGINEER AS A PROFESSIONAL, THE. 6:56 
Frre PROTECTION ENGINEERING, LEGAL ASPECTS OF. 4:29 
Fire PROTECTION BEHIND THE IRON CuRTAIN (YUGOSLAVIA). 2:26 
Fire PROTECTION PROBLEMS OF Tomorrow. 5:16 
Frre Protrection — SeirF-REGULATION vs. GOVERNMENT CONTROL. 
5:17 
Fire Protection Team, THE. 6:3 
Fire Pumps, FarLures or. 3:41 
Frre Pumps, OVERCURRENT PROTECTION FoR. 5:35 
Frre Pumps INOPERABLE, Evectriciry Went orr DurinG Fire. 5:8 
Frre RESEARCH: 
High-Rise Storage Protection. 6:22 
New FM Center for. 6:30 
Fire-ResistiveE Certines Can Protect PENETRATED FLoors. 6:9 
Frre-RETARDANT Paint, VALUE oF, 2:94 
Frre Recorp or Citres, 1966. 4:37 
Frre Service, For THe. 2:38; 3:102; 4:46; 5:44 
Frre Service AND INDUsTRY, THE. 5:12 
Frre Service — Wuat It Expects rrom Inpustry. 5:12 
Frre Statistics, INTERNATIONAL, 1966. 6:96 
Frre Statistics, Untrep States. 2:43 
Frre Sratistics, U.S., COMPARED wiTH Gross NATIONAL Propwct. 5:5 
Frre Tests: 
Fire-Resistive Suspended Ceiling. 6:9 
Treated Wooden Shingles. 5:52 
Wired Giass. 5:20 
Frre Watts, Dertnep. 6:94 
Frre Watts, Errective. 2:48; 4:51, 52 
Wooden Canopy Extended beyond. 4:51 
Fire Watts UNPARAPETED, Fire SPREAD OVER. 2:50 
FrreMaNn KILuepD By FALLING WALL. 2:48 
Frre Tests oN CARPETING. 1:13 
Fire Watts Errective. 3:57 
Fire Waste, Are We LosiInG THE BATTLE AGAINST? 5:5 
Fires AND Frre Losses Ciassriep, 1966. 5:84 
Frres, U.S., CANADIAN C1TIEs, 1966. 4:37 
Frreworks, Bomss, Rockets, AND OTHER Toys. 3:32 
Frreworks, 1966 Recorp or DEeatTHs AND INJURIES FROM. 3:32 
Frreworks CAsvuaLTiEs aT Pustic Dispiays. 3:33 
FitcHviLLeE, Onto, Nurstna Home, Nov. 23, 1963. 1:7 
Fiaa, Frre PrRevENTION. 5:43 
‘“*FLAMEPROOFING: Facts AND FALLACIES,”’ LETTER ON. 4:102 
FLAME-RETARDING TREATMENT: Sopium S1iicare. 4:102 
FLAMMABLE Liquips, Fires ok ExpLosions INVOLVING: 
Alcohol. 5:47, 50 
“Canned Heat.” 6:53 
Diesel Fuel. 1:45 
Dioxane. 4:93 
Gasoline. 2:47, 49; 3:55, 56; 5:48; 6:51, 53 
Hexane. 1:45; 2:50 
Kerosine. 3:39 
Methanol (Methyl Alcohol). 4:56; 6:53 
Naphtha. 3:39; 6:89 
No. 2 Fuel Oil. 3:38; 5:48 
Oil for Heater. 2:47 
Paint Thinner. 2:48 
Paraffin. 5:48, 50 
Solvent. 6:52 
Styrene. 5:8 
Toluene. 5:48 
Turbine Fuel (Type A). 4:53 
Fioor Opentnas, Prorection By Fire-Resistive CemLines. 6:9 
Frock, Corton, Fire Spreap over. 1:46 
Fioor Coverinas, Fire Hazarp or, 3:23 
Fioor Covertnes, U.S. Pustic Heatta Service FLAME-SprREAD 
Limit. 3:23 





Fioor Covertnes: Waar 18 THE Hazarp? 1:11 
Fioortnes, Resttient, ARE STANDARDS NEEDED For? 3:23 
FLoors, PENETRATED, PROTECTION BY FrrE-RESISTIVE CEILines, 6:9 
Foam, Hicu-Expanston: 

Use on Class B Fires. 6:45 

Use on Gas Fires. 6:45 
Foam, Hica-Expanston, AUTOMATIC For HicH SroraGe. 6:22 
Foam, HicH-ExpANsIon, EssENTIAL CHARACTERISTICS OF. 6:44 
Foam, HiaH-ExpansIon, IN FrrE DEPARTMENT. 6:43 
Foam. HicH-Expansion, Lire Sarery In. 6:47 
Foam, Hieu-Expansion, OrtGrn or. 6:43 
Foam, H1eH-Expansion, Prorection ror Dust Cotiectors. 5:26. 
Foam, HicH-Expansion, Use on Butipine Fires. 6:46 
Foam Russer, SPONTANEOUS IGNITION IN CLOTHES DRYER. 6:52 
Foam Successrut In CONTROLLING Fire. 2:7 
Foam System, UNSATISFACTORY PERFORMANCE. 2:50 
Forest Frees: 

Calif., Nov. 1 and 2, 1966. 3:37 

nr. Lisbon, Portugal, Sept. 9, 1966. 4:54 
Forest Frres, Pato ALTo’s TANK Trucks For. 3:102 
Forest Frres, U.S. Loss Estimates, 1966. 5:88 
Forest Propucts LABORATORIES FrrRE Tests oN CARPETING. 1:13 
Forest Propucts LaBoraTory, REPORT oN Sopium SHLICATE AS 

FLAME-RETARDANT. 4:103 

Fort Donae, Iowa, Bowne ALLEY, Ava. 2, 1966. 1:44 
Fort LAUDERDALE, Fia., MARINA AND Boats, Nov. 18, 1966. 3:55 
FRANKFURT, GERMANY, Arrcrart, Oct. 19, 1966. 4:53 
FRATERNITY House, Frre INVOLVING: 

Lawrence, Kans., May 17, 1967. 6:52 
Frepericton, N.B., Resraurant, Nov. 2, 1966. 4:53 
“FREEZE METHOD” or SPRINKLER Prprne Reparr. 6:14 
FREIGHT TRAIN, Frre INVOLVING: 

The Plains, Va., Feb. 21, 1967. 5:48 
Friction Heat, Frre Causep By. 2:50 
Fruits or CoopeRrATION, THE. 2:35 
Fuses, ELecrricat, Cotor Copina. 3:101 


G 


GaraGE, Repatr, Fire anp Explosion IN: 
Mill Hall, Pa., Jan. 14, 1967. 3:56 
Garace, Taxt FiLeet, Frre InNvoivina: 
St. Paul, Minn., Jan. 6, 1967. 3:55 
GaRMENT Factory, Frre INVOLVING: 
Norvelt, Pa., March 15, 1966. 2:5 
Gas, LP, Fire Invotvine. 6:51 
Gas, NaturRAL, ExpLosion INVOLVING. 4:54 
Gases, Compressed, Handbook of. 2:45 
Gases, Fires AND ExpLosions CAUSED BY OR INVOLVING: 
Carbon Monoxide. 6:49 
Natural Gas (Aluminum Appliance Connector Melted). 3:58 
Gaso.uinE, Fires or Expositions INVOLVING. 2:47, 49; 3:55, 56; 6:51, 53 
GasouineE Service Station, Fire INvotvine: 
St. Paul, Minn., Jan. 6, 1967. 3:55 
Gaso.uinE Bos, Usep To Start Fire. 6:53 
Gaso.ine Spx Fire. 2:49 
Gaso.tine Usep ror WasHinG, Fatau Frre INVouivina. 2:47 
Gaupet, Rosert E. 2:40; 3:5, 15; 5:5 
GeERMANY, INsTITUTE oF BuILDING MATERIALS. 2:87 
Guten E.tyn, Iuu., Nurstne Home, Jan. 30, 1959. 1:6 
Go.pg, R. H., Remarks on Licutnine. 6:59 
Goruam, N.H., Paper WAREHOUSE, JuLy 25, 1966. 1:29, 31 
GovERNMENT CONTROL oF Fire PROTECTION vs. SELF-REGULATION 
By InpustrRy. 5:17 
Grain Evevator, Fire Invotvine: 
Portland, Oreg., Oct. 11, 1966. 2:50 
GRANDFATHER CLAvBE, Factor In Fata Fire. 3:48 
Grant, Ropert W., 1:38; 2:53; 3:27; 4:24; 5:22; 6:40 
Grant, Rosert W., Joins NFPA Starr. 3:61 
GREENFIELD, Wisc., ScHOOL, Fes. 12, 1967. 5:50 
Greenssoro, N.C., Doa Pounn, Fes. 14, 1967. 5:49 
nr. GREENSBORO, N.C., Mosite Home, Jan. 2, 1967. 4:54 
Gross NaTIonaL Propuct AND Fire Losses CoMPARED. 5:5 
Grovurep CoMBUSTIBLE WIRES AND CABLES. 1:87 
Gutr or Tonk, orF N. Vietnam, U.S.S. Oriskany, Oct. 26, 1966. 2:43 
GunpowpeRr, FrrE AND Expiosion Invotvina. 2:40 
GunpowpeRr, Improper SToraGE or. 2:40 


H 


Hagssier, WALTER M. 4:14 
Hampen, Conn., Country Cuvus, Fes. 7, 1967. 4:53 
HarpsBoarp M111, Fire INVOLVING: 
Towanda, Pa., April 11, 1967. 5:48 
Harrissurec, Mo., Gratn Evevator, Dec. 7, 1966. 4:52 





Hartrorp, Conn., Hosprrau, Fes. 1963. 4:93 
HawtTnorne, N.J., Coemicau Puant, Fes. 17, 1967. 5:47 
Hay, PREVENTING Fires Due To SponTaANeous HEATING IN, 4:44 
Hay CusBes anv PELLETS, Fire Hazaprp or. 4:44 
Hay SroraGeE Frre Causes. 4:44 
Haywoop, Cauir., TEEN-AGE Fire PREVENTION PRoGRAM. 2:86 
Hazarpovus Locations: 
Defined in Nationa! Electrical Code. 4:42 
Extent of. 4:43 
Wiring in. 4:42 
Hazarpovs Locations, ELEcTRICAL EquIpMENT CLASSIFICATIONS. 6:38 
HEATING AND CookING EquipMENT, Frres CAUSED BY OR INVOLVING: 
Alcohol-Fired Salamander. 4:56 
Alcohol-Fueled Heater. 5:47 
Electric Heater. 1:8; 5:49 
Gas-Fired Furnace. 2:95; 4:54 
Gas-Fired Water Heater. 1:6 
Kerosine-Fueled Hot Plate. 3:39 
LP-Gas-Fired Floor Furnace. 3:57 
Oil-Fired Furnace. 2:95; 3:57 
Oil-Fired Room Heater. 2:47 
Unit Heater. 1:29 
HeEaTING AND Cookine EquipMEntT, Fires CaAusep By, 1966. 5:86 
Hepuvnp, C. F. 1:87 
Hexane, Fire Invoivine. 1:45 
Hien-Expansion Foam. See Foam, High-Expansion 
Hiexu-ExpaNsion FOAM IN THE FrreE DEPARTMENT. 6:43 
Hies-Prtep Stock INFLUENCED Fire Spreap. 4:52 
Hieu-Rise StoraGe, Space-AGE PROTECTION FoR. 6:20 
Hineuam, Mass., Dwe.urne, Ava. 8, 1967. 6:52 
Hopnicx, Harotp V. 2:26 
Houmes, J. W. 2:53 
Ho.iomon, J. HERBERT, Views ON STANDARD-MAKING. 4:48 
Home Frre Driti Pays Orr. 3:63 
Home Frre-WarnincG Systems. 6:23 
Costs of. 6:25 
Home Inspection Procram, Rockrorp, ILL. 2:38 
Home Inspections. See also Dwelling Inspections 
Home Inspections, WinsTon-SALem, N.C. 2:86 
HoME FOR THE AGED, Fire INVOLVING: 
nr. Princeton, W.Va., May 20, 1967. 6:49 
Homes FoR THE AGED, DesitGnine Lire Sarety IN. 3:50 
Hoocestecer, Joun D. 6:16 
Hose Tsreaps Dip Not Matcs Tose or Dry STanpp!IPe. 6:42 
Hospitat Fire DereNsE — PEOPLE AND SPRINKLERS. 4:93 
Hosprtau Frre Sarety, THREE PrRincrpies or. 4:94 
Hosprtaus, CIGARETTE SMOKING IN. 3:110 
HosprtTats, DELAYED ALARMS IN. 3:111 
Hosprtas, DesiGninG Lire Sarety ror. 3:50 
Hosp1rTas, Fires: 
Akron, Ohio, March 9, 1967. 6:50 
Chicago, Ill., Sept. 13, 1963. 4:95 
Des Moines, Iowa, Jan. 29, 1965. 4:96 
Hartford, Conn., Feb. 1963. 4:93 
Hull, Quebec, October 20, 1964. 4:94 
Jacksonville, Fla., Dec. 29, 1963 (Litigation). 4:32 
Hore: Fire, ANcHorRAGE, ALASKA. 3:45 
Hore. Frre, Rocuester, Minn. 6:39 
Hore:s, DELAYep ALARMS IN. 3:111 
Horexs, Fires anp Expiosions INVOLVING: 
Anchorage, Alaska, Sept. 12, 1966. 1:43; 2:43; 3:45 
Boston, Mass., Jan. 28, 1966. 2:43 
Melbourne, Australia, Aug. 13, 1966. 2:43 
Minakami, Japan, March 11, 1966. 2:43 
Rochester, Minn., Feb. 6, 1967. 6:39 
St. Paul, Minn., Jan. 6, 1966. 2:43 
Hupson, Mass., Nursinc Home, Dec. 30, 1962. 1:7 
Hutu, Quesec, Hospritax, Ocr. 26, 1964. 4:94 
Hu.teren, HeRBert N. 6:19 
Huntincton, W.Va., Dump anp Truck, Aprit 14, 1967. 6:49 
Hourcsainson, Kans., Fire DepaARTMENT Fire Tests or CARPETING. 
1:14 
Hyprostatic TEestinG oF Fire ExTINGUISsHERS. 1:32 
Hypersaric CHAMBERS, INFLUENCE OF PRESSURE ON WATER-SPRAY 
Patrerns. 6:48 


InapDequate Exits, Factor in Fatau Fire: 
Inward-Swinging Door. 3:38; 5:49 

INADEQUATE WATER Suppuies. 3:39 

Incenp1ary (Suspicious) Frres. 1:43; 2:48, 50; 3:39, 45, 55; 4:51; 
5:50; 6:53, 54 

IncINERATOR, AUTOMATIC, Fire INVOLVING. 1:43 

INDIANAPOLIS, IND., TANK TRUCK AND AUTOMOBILE, Dec. 19, 1966. 
3:56 

InptvipvaL Occupancy (as Usep 1n NEC): Dertnep. 3:100 

INDUSTRIAL FirE DEPARTMENT, ORGANIZING. 5:14 

InpusTRIAL Fire Losses, In-PLant ConTROL or. 5:19 


INDUSTRIAL Fire ProBiemMs ExcHanae, 5:26 
INDUSTRIAL FrreE PROTECTION: YESTERDAY AND ToMoRRow. 5:16 
INDUSTRIAL FrrE Protection — 1967. 5:12 
InpusTRIAL Loss Frequency, INCREASED BY WASTEFULNESS. 5:19 
InpustTRIAL Occupanctes, U.S. Fire Loss Estimates, 1966. 5:88 
INDUSTRIAL TRAINING PROGRAM IN YUGOSLAVIA. 2:30 
INDUSTRY AND THE Frre Service. 5:12 
INERTING, EXPLOSION DURING, 3:37 
INFLUENCE OF HYPERBARIC CHAMBER PRESSURE ON WATER-SPRAY 
PATTERNS, THE. 6:48 
INNOVATION DEPARTMENT STORE Fire. 6:5 
In-PLant ConTROL oF INDUSTRIAL Frre Losses. 5:19 
INsPECTIONS, FrrE DEPARTMENT AND BUILDING DEPARTMENT, 2:53 
Inspections, Home, Rockrorp, Ix. 2:38 
Inspections, LeGat LIABILITY OF NEGLIGENCE DURING, 4:29 
Inspections, SupREME Court Decisions on. 6:40 
INSPECTIONS BY Boston Frre DepaRTMENT. 3:28 
INSTITUTIONAL OccuPANCtIESs, DesIGNING Lire SaFeErty IN. 3:50 
INSTITUTIONAL Occupanctes, U.S. Frre Loss Estimates, 1966. 5:87 
INSULATION, CoTTON-TyPE, Fire SPREAD BY. 3:41 
INSULATION, NONCOMBUSTIBLE, WITH PAPER CoVERING, Frre SPREAD 
By. 5:50 
INSULATION, Pipe, A MEANS OF Fire SpreapD. 4:22 
INSULATION, SYNTHETIC RUBBER, ON CABLE, IGNITED. 4:53 
InsuLATION, Wrre, COMBUSTIBILITY OF. 1:49 
InTERIM AMENDMENTS OF NFPA Sranparps, DEFINED. 1:40 
INTERIOR FinisH, COMBUSTIBLE, FrrE SPREAD OVER. 1:6, 43, 44; 4:6 
Combustible Ceiling. 2:48 
Plywood. 3:7; 4:54; 5:39, 50 
Plywood-and-Fiberboard Wall Paneling. 3:46 
Wooden Paneling. 3:58 
INTERNATIONAL Frre Statistics, 1966. 6:96 
Iron River, Micu., Apopts NFPA Cones. 5:95 
IronpDEQquort, N.Y., Dwe.utne, Dec. 23, 1966. 3:66 
INTERSTATE COMMERCE COMMISSION: 
Extinguisher Hydrostatic Testing Requirements. 1:33 
Iraty, Frre Protection ORGANIZATIONS IN. 1:20 


Jackers, Pipe. 4:22 

JACKSONVILLE, ILL., Courcn, Nov. 16, 1966. 2:50 
JACKSONVILLE, ILL., ScHOoL, Sept. 21, 1966. 1:43 
Jacosson, Dan. W. 1:48 

Jamison, Wit B. 6:43 

JoHNsON, JoserH E. 6:56 

Jounson, Ottver W. 1:27 

Japan Fire EquipMenT INSPECTION CORPORATION. 2:87 
JAPAN Fire Protection AssocrATION. 3:31 

JumLueRaT, Ernest E. 2:5; 3:5, 15, 32; 5:28 


K 


KawaLter, 8. I. 2:94 

Keviy, AMBROSE B, 4:29 

Kineston, N.H., Dweuine, Jan. 7, 1967. 3:57 

Kitrcuen Exuavust System, Fire Invouvine. 2:50 

Koprers ComMpANY TREATMENT FOR Woop SHINGLES AND SHAKES. 5:52 
NR. Kuopio, FINLAND, MENTAL INSTITUTION, APRIL 22, 1966. 2:43 


L 


LABORATORIES, Fire INVOLVING: 
Hospital, Akron, Ohio, March 9, 1967. 5:50 
LaBoRATORY, Fire INVESTIGATION, MoBILE, 1:39 
Laprapvor, Nr.ip., Iron Mine, Fes. 13, 1966. 3:40 
Lamp Corp + Hammer + Natit + Wa.uparer = Hort Line Wirina. 
2:56 
LanuaM, Mp., APARTMENT House, June 4, 1967. 6:52 
LanstnG, Micu., Dwe.uina, Dec. 1966. 3:63 
LarGe-Loss-or-Lire Frres (10 or more killed): 
Alva Cape, N.Y. Harbor, June 16 and June 28, 1966 (37). 6:89 
Anchorage, Alaska (Hotel), Sept. 12, 1966 (14). 1:43; 2:43; 3:37, 45 
Boston, Mass. (Hotel), Jan. 28, 1966 (11). 2:43 
Brussels, Belgium, May 22, 1967 (Department Store), (326). 6:5 
Calif. (Forest Fire), Nov. 1, 2, 1966. (12). 3:37 
Eryurum, Turkey (Army Barracks), Dec. 8, 1966 (65). 2:43 
Everett, Mass. (Passenger Train-Tank Truck Collision), Dec. 
28, 1966 (13). 3:38 
Fitchville, Ohio (Nursing Home), Nov. 23, 1963 (63). 1:8 
Gulf of Tonkin, off N. Vietnam (U.S.S. Oriskany), Oct. 26, 1966 


(43). 2:43 
Hawthorne, N.J., Feb. 17, 1967 (Chemical Plant) (11). 5:47 








nr. Kuopio, Finland (Mental Institution), April 22, 1966 ($7). 2:43 
La Salle, P.Q. (Chemical Plant), Oct. 13, 1966 (11). 3:38; 5:8 
Melbourne, Australia (Hotel), Aug. 13, 1966 (30). 2:43 
Miami, Fla. (Rooming House), Feb. 6, 1966 (10). 2:44; 3:39 
Minakami, Japan (Hotel), March 11, 1966 (30). 2:43 
Mont Blanc, France (Aircraft Crash), Jan. 24, 1966 (117). 2:43 
Montgomery, Ala., Restaurant, Feb. 7, 1967 (25). 3:5 
Mount Fuji, Japan (Aircraft Crash), March 5, 1966 (124). 2:43 
nr. Lisbon, Portugal, Sept. 9, 1966 (Forest) (25+). 4:54 
off N.J. (Ship Alva Cape), June 16, 1966 (33), 3:36 
New York, N.Y. (Building Collapse), Oct. 17, 1966. (12). 2:43 
New York, N.Y. (Drugstore), Oct. 17, 1966 (12). 3:38 
New York Harbor (Ship Collisions and Fire), June 16, 1966. 
(33). 2:44 
Parry Island, Ont. (Dwelling), April 2, 1966 (11). 3:38 
St. Paul, Minn. (Hotel), Jan. 6, 1966 (11). 2:43 
Southern Calif. (Forest Fire), Nov. 1, 1966 (11). 2:43 
Taipei, Taiwan (Amusement Place), Jan. 19, 1966 (31): 2:43 
Tasmania, Australia, Feb. 7, 1967 (Forest) (62). 4:58 
Tokyo, Japan (Aircraft), Feb. 4, 1966. (133). 2:43 
LarGe-Loss-or-Lire Frres, 1966. 3:36 
LARGE Property DAMAGE Fires, 1966. 36 
La Saute, P.Q., CHEMICAL AND Puastics Piant, Ocr. 13, 1966. 
3:38; 5:8 
LAWRENCE, Kans., FraTeRNITY House, May 17, 1967. 6:52 
LeGau Aspects OF THE CLOTHING Frre Prosiem. 2:11 
Leeat Aspects or FrrE Prorection ENGINEERING. 4:29 
LaunprRY CHUTE, FIRE SPREAD THROUGH. 5:40 
LETTERS TO THE ASSOCIATION, 1:86; 2:94; 3:110; 4:102; 5:95; 6:102 
Liprary, ScHOOL, Fire INVOLVING: 
Greenfield, Wisc., Feb. 12, 1967. 5:50 
Lire Sarety in HiagH-EXxpansion Foam. 6:47 
LIGHTNING, Frres CAUSED BY. 3:41 
LightTNn1InG ConpuctTor, THEORY oF. 6:59 
LIGHTNING PROTECTION, PHILOSOPHY OF. 6:59 
LIGHTNING PROTECTION, VALUE oF. 5:95 
LIGHTNING Rop Protection THEORY. 1:86 
LiInsEED Ott, BorLep, SPONTANEOUS HEATING TENDENCY. 4:18 
NR. LisBpon, PortuGat, Forest Fire, Sepr. 9, 1966. 4:54 
LITIGATION ON INDIANAPOLIS COLISEUM Fire. 4:32 
LITIGATION ON JACKSONVILLE Hore Fire. 4:32 
LiverPoo., N.Y., SCHOOL UNDER ConstTrRucTION, Oct. 11, 1966. 4:54 
LivinG witH Fire: STANDARDS MAKE IT PosstBLe. 3:10 
LoapvEp STREAM PACKAGE SysTEM FoR RANGE Hoops. 4:14 
Lompoc, Cauir., MoptLe Home, Dec. 19, 1966. 3:58 
Lonpon, Ont., TERMINAL WAREHOUSE, JUNE 5, 1967. 6:53 
Lone Beacu, Cauir., AIRCRAFT IN PLANT, Dec. 31, 1966. 2:43 
Look1nG aT Fire Hazarps. 1:25; 2:32; 3:23; 4:21; 6:59 
Los ANGELEs, Cauir., FERTILIZER WAREHOUSE, JAN. 4, 1967. 4:51 
Loss-or-Lire TrREeNps. 5:7 
Loss PREVENTION IN THE TEXTILE INDUSTRY. 2:15 
Loss-or-Lire Estimates, Unitrep States, 1966. 2:43 
Losses, U.S., Fire, 1966. 5:84 
Lower MenrIon, Pa., PAPER WAREHOUSE, May 24, 1965. 1:28, 29 
LP-Gas Frre. 6:51 
Luxe, G. T. 1:30 
LUMBERSHED, Fire INVOLVING: 
The Plains, Va., Feb. 21, 1967. 5:48 
LUMBERYARD, Frre INVOLVING: 
Rancho Cordova, Calif., Nov. 19, 1966. 3:55 
LYNNFIELD, Mass., AUTOMOBILE, Sept. 15, 1966. 1:45 
LYNNFIELD, Mass., AUTOMOBILE, SEPT. 30, 1966. 1:45 
Lyons, Pau. R. 2:39; 3:103; 5:44 


M 


Maanesivum, Fire INVOLVING, 2:49 

MAINTENANCE OF ELECTRICAL EquipMENT, NEED FOR MANUAL TO 
BE INVESTIGATED. 6:38 

Masor Fires or 1966, Tue. 3:36 

MaAp.tewoop, Mo., DEPARTMENT Store, Ava. 1, 1966. 1:46 

MARBLEHEAD, Mass., Boat, JUNE 22, 1967. 6:51 

Marina, Fire INVOLVING: 

Fort Lauderdale, Fla., Nov. 18, 1966. 3:55 

MartneE Gas Hazarps, Maritime Inpustry ProGRAM FoR CONTROL 
or. 1:3 

Maritime INpDUsTRY PRoGRAM FOR CONTROL OF Marine Gas Haz- 
ARDS. 1:3 

MarvoweE, W. H. 2:15 

Marryatt, Harry W. 4:58 

MARYLAND State Fire MARSHAL’s Orrice. 4:24 

Mason, Haypen. 1:54; 2:90; 3:106; 4:98; 5:83; 6:93 

Marcu Factory Fire: 

Melbourne, Australia, Nov. 15, 1966. 3:56 

Marrocks, Evmer O. 3:3 

Marroon, Bruce P. 6:30 

Maywoop, Itui., Dwe.uine, Dec. 13, 1966. 3:58 

McCaw, James A., Cuter EnGIneerR, AKRoN GENERAL Hospi!rTAv. 
3:110 


McCormick Puace Fire, Carcaco, Iuu., Jan. 16, 1967. 3:15 
McCounkg, F. K., Remarks at U.S. Depr. or Commerce HEARING. 5:45 
MELBouRNE, AusTRALIA (Horet), Ava. 13, 1966. 2:43 
MELBouRNE, AusTRALiA (Matcu Factory), Nov. 15, 1966. 3:56 
Mempais, TENN., CHEMICAL PLANT, Oct. 4, 1966. 4:54 
MENTAL INSTITUTION FrRE: 
nr. Kuopio, Finland, April 22, 1966. 2:43 
MENTAL InstiTUTIONS, DestGNinG Lire Sarety IN. 3:50 
MERCANTILE Occupancies, U.S. Fire Loss Estimates, 1966. 5:87 
NR. MERKEL, Tex. (ExpLosives Truck), May 3, 1967. 6:52 
METAL~MANUFACTURING PLANT, FrrRE INVOLVING: 
Albany, Oreg., May 26, 1967. 6:53 
METALWORKING PLANT (SILVER) IN SHERRILL, N.Y., 1964 Fire Ex- 
PERIENCE. 5:26 
METHANOL (Mertuyt ALCOHOL), ExpLosion INVOLVING. 4:56 
METHANOL, Fire INVOLVING. 6:53 
MraMI, Fia., Roomine House, Fes. 6, 1966. 3:39 
MIppLeBurG, Pa., TANNERY, JUNE 16, 1967. 6:54 
Miu Hatt, Pa., GaraGE, Jan. 14, 1967. 3:56 
Miuter, R. A., Fire Carer, Covina, Cautr. 2:94 
MrveE Property, Frre INVOLVING: 
Iron Ore Concentrator, Labrador, Nfid., Feb. 13. 1966. 3:40 
MoBILe Fire INvesTIGATION LABORATORY. 1:39 
Mosite Homes, Frres INvouvInG: 
nr. Greensboro, N.C., Jan. 2, 1967. 4:54 
Lompoc, Calif., Dec. 19, 1966. 3:58 
Monsanto Canapa, Lrp., CHEMICAL PLANT ExPLosion AND Fire. 5:8 
Mont Bianc, FRANCE, ArRcraFt, JAN. 24, 1966. 2:43 
Montcomery, ALA. (RESTAURANT), Fes. 7, 1967. 3:5 
Montcomery, Ata. (SHOE Srore), Juty 6, 1967. 6:54 
MonrTreat, P.Q., Exurerrion Hau, May 30, 1967. 6:53 
Moraan, CHartes §. 1:39 
Moraantown, W.Va., Moret, May 16, 1967. 5:49 
Moret, Frre INvoLvING: 
Morgantown, W.Va., May 16, 1967. 5:49 
Moror, Frre Pump, OVERCURRENT PROTECTION FOR. 5:35 
Moror OVERLOADING vs. RaTep VoutaGeE. 3:101 
Moror Ratine Tasies tn NEC. 3:100 
Moror Venice Fires, U.S. Loss Estimates, 1966. 5:88 
Moror VeuIcte Frres, 1966, U.S., Canapa. 4:38 
Moror Veuticuies, Movine, Static Evecrriciry Hazarp. 1:25 
Mount Fus1, JAPAN, ArrcrartT, Marca 5, 1966. 2:43 
Mount VERNON, Mo., FerRTILIzER-GRANULATING PLANT, Nov. 9, 
1966. 2:49 
Mutt1pce-DeatH Fires (3 to 9 killed): 
Cayuga Heights, N.Y., April 5, 1967, (College Dormitory) (9). 4:5 
Dayton, Ohio, Dec. 21, 1966, Truck Terminal, (5). 4:56 
Muttrpce-Deats Frres, 1966. 3:36 
Mvorwvat Fire Socrety or Boston. 5:16 


N 


NApHTBA, Fire Cavusep By. 3:39 
NAPHTHA ExPLosions. 6:89 
NATIONAL AVIATION Factuit1es EXPERIMENTAL CENTER Fire Tests 
or CARPETING IN AtrcrarFT. 1:13 
NaTIoNAL ELectrricat Contracrors Assn., NEC ConrerENcEs, 4:3 
National Fire Codes RECOMMENDED READING FOR FrreMEN. 5:95 
Natura. Gas ComsBustTion D1aGram. 4:13 
NEC anp You, THE. 1:21; 2:35; 3:100; 4:42; 5:35; 6:38 
NEED FOR LEGISLATION ON Fire ExTINGUISHER SERVICING, THE. 6:33 
NEIGHBORHOOD PowDER MaGazine. 2:40 
NEOPRENE ExpaANsION JorntT SEALER DesTROYED BY Fire. 3:21 
Netcona, N.J., LP-Gas Cyuinper, May 8, 1967. 6:51 
New ANSWER TO AN OLD ProsiemM (EpiroriAu). 5:3 
New ApproacH TO RANGE Hoop Prorection, A. 4:14 
New Cass C TREATMENT FOR WOODEN SHINGLES AND SHakeEs, A. 5:52 
New Or.eans, La., Nurstne Home, Dec. 19, 1954. 1:6 
New Orveans, La., TELEVISION Stuptio, JAN. 17, 1967. 4:53 
New WeEstMinsTER, B.C., Paper Mitt, Ava. 20, 1966. 3:39 
New York, N.Y. (Druestore), Oct. 17, 1966. 3:38 
New York, N.Y. (PassenGerR Surp), Sept. 7, 1966. 1:45 
New ZEALAND, STANDARDS ASSOCIATION OF. 2:87 
Newark, Ca.ir., DwELuInG, JAN. 13, 1967. 3:57 
Newsuryport, Mass., RESTAURANT, Ava. 26, 1966. 1:44 
NFPA, THE, AND THE PeTrRoLeum INpustRY. 3:3 
NFPA ANNUAL MEETINGS, SouRCE oF AssocrATION’s AUTHORITY. 2:3 
NFPA Boarp or Drrecrors MEETINGS: 
Boston, Mass., May 14, 1967. 5:36 
Boston, Mass., June 28, 1967. 5:36 
New York, N.Y., Jan. 19, 1967. 3:60 
NFPA Cones, CopyricHTep, Apoptine. 5:95 
NFPA Copes, STANDARDS, MANUALS, MopEL ORDINANCES: ; 
Bulk Oxygen Systems at Consumer Sites (No. 566), Adopted in 
Maine. 1:39 ; 
Carbon Dioxide Extinguishing Systems (No. 12), Hydrostatic 
Testing Requirements. 1:33 
Dry Cleaning Plants (No. 32), Adopted in Maine. 1:39 





Essential Electrical Systems for Hospitals (No. 76), Adopted in 
Maine. 1:39 
Fire Doors and Windows (No. 80), Wired Glass Requirements. 5:21 
Fire Pumps (No. 20), Overcurrent Protection for Fire Pump. 5:35 
Flammable Anesthetics Code (No. 56), Adopted in Maine. 1:39 
Flammable Anesthetics Code (No. 56), Used in United Kingdom. 
4:97 
Flammable Liquids Code (No. 30), Adopted in Maryland. 4:27 
Gas Appliances Piping (No. 54), Adopted in Maryland. 4:27 
Hazardous Chemicals Data (No. 49), Adopted in Maine. 1:39 
Hazardous Chemicals Data (No. 49), Used in South African 
Standard. 4:97 
Houschold Fire Warning Systems (No. 74), Requirements Re- 
viewed. 6:24 
Identification of Fire Hazards of Materials (No. 704M), Adopted 
in Maryland. 4:27 
Inhalation Therapy (No. 56B-T), Tentative Adoption. 1:41 
Installation of Gas Appliances and Gas Piping in Buildings (No. 
54), Adopted in Maine. 1:39 
Installation of Gas Piping and Gas Equipment on Industrial Prem- 
ises and Certain Other Premises (No. 54A-T), Tentative Adop- 
tion. 1:41 
Installation of Portable Fire Extinguishers (No. 10), Adopted in 
Maine. 1:39 
Installation of Sprinkler Systems (No. 13), Adopted in Maine. 1:39 
Life Safety Code (No. 101), Adopted in Maryland. 4:27 
Life Safety Code (No. 101), Discussion of Requirements for Edu- 
cational Occupancies. 2:24 
Life Safety Code (No. 101), Floor Covering Recommendations 
in. 1:19 
Life Safety Code, Nursing Home Sections Adopted. 1:5 
Life Safety Code, Places of Public Assembly. 1:22 
Life Safety Code (No. 101), Requirements for Partitions and 
Smoke Barriers. 6:94 
Lightning Protection Code (No. 78), Purpose of Lightning Protec- 
tion. 6:59 
Maintenance and Use of Portable Fire Extinguishers (No. 10A), 
Adopted in Maine. 1:39 
Management of a Fire Department (No. 4B-T), Tentative Adoption. 
1:40 
National Electrical Code (No. 70), Discussion of Section 300-10. 
1:21 
National Electrical Code (No. 70), Electrical Construction In- 
dustry Conferences on. 4:3 
National Fire Code as Recommended Reading. 6:102 
Nonflammable Medical Gas Systems (No. 565), Used in United 
Kingdom. 4:97 
Oxygen Fuel Gas Systems for Cutting and Welding (No. 51), Adopted 
in Maine. 1:39 
Portable Fire Extinguishers (No. 10) Adopted in Maryland. 4:27 
Portable Fire Extinguishers (No. 10), Hydrostatic Testing Re- 
quirements. 1:33 
Prevention of Furnace Explosions in Fuel Oil-Fired Utility Boiler 
Furnaces (No. 85D-T). Tentative Adoption. 1:41 
Protection of Electronic Computer Systems (No. 75), Floor Covering 
Recommendations in. 1:18 
Purged and Ventilated Enclosures for Electrical Equipment in 
Hazardous Locations (No. 496-T). 1:41 
Storage and Handling of Liquefied Natural Gas at Utility Gas Plants 
(No. 59A-T). 1:41 
Storage and Handling of Liquefied Petroleum Gas (No. 58), Adopted 
in Maine. 1:39 
Tank Vehicles for Flammable Liquids (No. 385), Adopted in Mary- 
land. 4:27 
Training Standard on Initial Fire Attack (No. 197), Tithe Changed. 
5:38 
Writing Fire Department Specifications (No. 19B-T), Tentative 
Adoption. 1:40 
NFPA CommMITTEEs: 
Advisory Committee on Fire Service Authorized. 5:38 
Advisory Committee on Fire Service Training (Discharged). 5:38 
Chemicals and Explosives, Sectional Committee on Chemistry 
Laboratories, Establishment Authorized. 3:61 
Finishing Processes (Scope Revised). 3:61 
Fire Service Training (Established). 5:38 
Fire Service Training (Reconstituted as Technical Committee). 
3:62 
Inter-Committee Coordination. 5:38 
Motor Vehicles and Highway Fire Protection (Scope Statement). 
3:62 
National Electrical Code (Rules of Procedure Revised.) 5:37 
Signaling Systems and Detection Devices, Sec. Com. on De- 
tection and Signaling Systems (Name Changed). 5:38 
Truck Transportation (Reorganized as Committee on Motor 
Vehicles and Highway Fire Protection). 3:62 
NFPA Fire Extincuissine Systems Spectauist. 3:64 
NFPA InpusTRIAL Frre Protection Section. 5:12 
NFPA Lisrary Accessions. 1:54; 2:90; 3:106; 4:98; 5:83; 6:93 
NFPA Recuiations GOVERNING TECHNICAL COMMITTEES, RE- 
VISED. 5:37 
NFPA Srarr In THE FIexp. 3:64; 4:34 





NFPA Sranparp-MAkInG PrRocEDURE. 4:48 
NFPA Sranparp: 

Fire Protection for Motor Craft (No, 302), Submitted ro USAS). 3:68 
NFPA Sranparps, THEIR Errect oN Fire Sarety. 3:10 
NFPA STANDARDS TO BE ACTED ON IN 1967, 2:36 
NFPA Sranparps Story, THe. 1:40; 2:36; 4:48; 5:45; 6:23 
NFPA Tecanicat Apvisory CoMMITTEE RESOLUTION ON BUILDING 

RecGu.ations. 3:61 ; 

NFPA TecunicaL CommMiITTrEE ServICE AWARD. 1:86 

Portable Fire Extinguishers (Report of Subcommittee on Hydro- 

static Testing). 1:32 

NITRO-CARBO-NITRATE EXPLOSION. 6:52 
Nortu Cuicaco, Itt., PAPER WAREHOUSE, Nov. 17, 1964. 1:29 
NortH PuatnFiEtp, N.J., AUTOMOBILE, JuLy 29, 1966. 1:45 
NorvELtT, Pa., CLorHine Factory, Marcu 15, 1966, 2:5 
NoRWEGIAN Frre PROTECTION ASSOCIATION, 3:31 
Nurseries, DesIGNING Lire SAFETY For. 3:50 
NurstnG Home Lire Sarery: A TREND For THE BETTER. 1:5 
Nursinc Homes, DELAYED ALARMS IN. 3:111 
NurstnG Homes, DesicninG Lire Sarery For. 3:50 
NursinG Homes, Fires INVOLVING: 

Bay Shore, N.Y., Feb. 7, 1966. 1:8. 

Boston, Mass., March 27, 1965. 1:8 

nr. Colusa, Calif., Oct. 30, 1964. 1:8 

Fitchvilie, Ohio, Nov. 23, 1963. 1:7 

Glen Ellyn, Ill., Jan. 30, 1959. 1:6 

Hudson, Mass., Dec. 20, 1962. 1:7 

New Orleans, La., Dec. 19, 1954. 1:6 

Puxico, Mo., July 30, 1956. 1:6 

Yeadon, Pa., April 2, 1962. 1:6 
NursinG Homes, SMoKE VENTS IN. 3:110 
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OAKLAND Ciry, Inp., FurnrrureE-Paint Store, Sept. 16, 1966. 2:48 
Oakmont, Pa., PLastic MoLpInG PLANT, JAN. 28, 1967. 4:54 
Ocata, Fua., ScHoon, Oct. 7, 1966. 2:48 
Occupancy Frre Picture, THE. 1:28; 4:44 
Occupant Loap, DEFINED. 2:24 
Orrice BurLpinG, Fire INVOLVING: 

The Plains, Va., Feb. 21, 1967. 5:48 
Orrice Occupancies, U.S. Fire Loss Estimates, 1966. 5:87 
Onerpa, Lrp., Fire Protection at. 5:26 
Ontario Frre Couiuece. 5:25 
Ontario Fire Marsnat, Activities or. 5:22 
Open Fiames, Fire Cavusep sy. 4:51 
Open PLAN ScHoot BurLpinGs. 2:25 
Open Starrway, Frre Spreap up. 6:54 
Openines, VERTICAL, Factor IN Fire SpREAD. 1:43 
OpeRATION BuiacksTop. 3:102 
Operation Way Out (Famity Escape-PLANNING). 3:63 
ORANGEBURG, N.Y., ScHooL, June 3, 1967. 5:50 
ORGANIZING AN INDUSTRIAL FrrE DEPARTMENT. 5:14 
Ossorn, RicHarp W, 4:3 
Ossinina, N.Y., DwELuine, JAN. 17, 1967. 3:58 
Ovurpoor Fire: 

Chip Pile, Samoa, Calif., May 13, 1967. 6:53 
Ovurpoor SToRAGE Fires: 

Redwood Chips. 6:54 

Titanium Scrap. 6:54 


F 


PacKaGE RANGE PROTECTION SysTEMs, LIMITATIONS OF. 4:14 
Paint, FrrE-RETARDANT, VALUE OF. 2:94 
PaIntT-MANUFACTURING PLANT, FIRE INVOLVING: 

Wichita, Kans., March 6, 1967. 5:48 
Paint THINNER Exposition. 2:48 
PavaTKA, Fia., PapeER WAREHOUSE, May 16, 1966. 1:29 
Pa.Luets IGNITED BY Exposure Fire. 2:50 
Pato AuTo, Cauir., FrrE DEPARTMENT BrusH Fire-PLANNING. 3:102 
PANELING, PANDANUS (SCREW PINE), FIRE SPREAD OVER. 1:44 
Paper CLoraine. 4:21 
Paper Mitts, Frres INVOLVING: 

New Westminster, B.C., Aug. 20, 1966. 39 

Tacoma, Wash., Aug. 12, 1966. 1:36 
Paper Propucts PLANT, FrrE INVOLVING: 

Duval County, Fla., April 5, 1967. 5:48 
Pararrin Wax, OVERHEATED, Fire Cavusep BY. 5:48 
Parts Fire DepaARTMENT, NAME CHANGED. 5:82 
Parr, Epwarp M. 5:35 
Parry IsLtanp, Ont., DWELLING, Aprit 2, 1966. 3:38 
ParTITIONSs, Fire. See Fire Partitions 
Preorta, Itu., DweLiine, Nov. 3, 1966. 2:47 
PERFORMING SPRINKLER WORK WITHOUT A SHUTDOWN OF THE SYSTEM. 

6:13 





Pert Ampoy, N.J., Perroteum ButkK Pant, Jury 8, 1966. 1:45 
PETROLEUM BuLkK PLANT, Fire INVOLVING: 

Perth Amboy, N.J., July 8, 1966. 1:45 
Peyton, Donatp L., Remarks on USASI. 5:45 
PHILADELPHIA, Pa., CourcuH, Sept. 23, 1966. 1:44 
PINGREE, DANIEL. 1:29; 4:45 
Pipe, STEAM, BROKEN DURING Fire, 5:31 
Pipe INSULATION, A MEANS OF Fire SprREAD, 4:22 
Piastic Harr Curvers, Fire Cause. 6:52 
Puiastic-Mo.LpING PLANT, Fire INVOLVING: 

Oakmont, Pa., Jan. 28, 1967. 4:54 
Puastic Pree, Fire INVOLVING. 4:54 
Piastic Propucts PLANT, Frre INVOLVING: 

Bayonne, N.J., Aug. 19, 1966. 1:45 
Puiastics PLANT, FrrE AND Exp.Losion INVOLVING: 

La Salle, P.Q., Oct. 13, 1966. 3:38; 5:8 
PLEASANTON, Cauir., FamMIty EscapE-PLANNING PrRoGRAM. 3:63 
Prywoop INTERIOR FinisH, Fire SPREAD OVER. 1:45; 4:54 
PLtywoop WALL PANELING, Fire SPREAD OVER. 3:46 
PoKeE-THROUGH PROTECTION BY FIRE-RESISTIVE FLOors. 6:9 
POLYPROPYLENE VENT Pipe, Fire SpreEAD BY. 4:54 
PoRTLAND, OREG., GRAIN ELEVATOR, Oct. 11, 1966. 2:50 
Potassium CARBONATE SOLUTION, AS EXTINGUISHING AGENT, 4:14 
Pre-Cuaristmas Store Inspection, Cotumsta, S.C. 1:38 
Pressure Cyciine or CYLINDERS. 4:102 
““PREVENT Frres’’ Ciock. 1:30 
PREVENTING BorLer Expositions. 4:10 
Princeton, N.J., Dormitory, May 6, 1967. 6:53 
NR. Princeton, W.Va., Home ror THE AGED, May 20, 1967. 5:49 
Private Inpustry Can Do THE Jos, EpitortAu. 1:3 
ProJEcTION Bootus, Mortron Picture, FrreE Protection ror. 1:24 
PRopeRTY DAMAGE, LARGEST Losses IN 1966. 2:43 
Proven, J. 6:33 
Pusiic ASSEMBLY, PLACES OF, CALCULATING Ex1tt WipTus For. 1:22 
Pusiic ASSEMBLY, PLAcEs or, DEFINED. 1:22 
Pusiic ASSEMBLY, PLAces or, DesIGNING Lire SAFETY FOR. 1:22 
Pusiic ASSEMBLY OCCUPANCIES 

See Restaurants, Stores 
Pus.iic AssEMBLY OccupancteEs, U.S. Fire Loss Estimates, 1966. 5:87 
Pusuiic RELations, Boston FirE DEPARTMENT. 3:30 
Puup MILL, Fire at: 

Samoa, Calif., May 13, 1967. 6:53 
Puxico, Mo., Nursine Home, Jury 30, 1965. 1:6 


Q 


Quincy, ILu., SoyBEAN-PROCESsSING PLANT, Sept. 19, 1966. 2:50 


R 


Raceways, Metau, Conpuctivirty oF. 1:21 
RADIOACTIVE MATERIALS Fatiout. See Fallout 
RADIOACTIVE MATERIALS IN TRANSPORTATION ACCIDENTS. 2:32 
RartLroaD Boxcar, Frre tn: 
Erie, Pa., Oct. 15, 1966. 2:50 
RAILROAD CARs IN TERMINAL, FIRE INVOLVING: 
East St. Louis, Mo., March 2, 1967. 5:47 
RaveicH, N.C., COOPERATION BETWEEN FIRE AND ButILpInG De- 
PARTMENTS. 2:53 
Rancuo Corpova, Cauir., LuMBERYARD, Nov. 19, 1966. 3:55 
RANGE Hoop Protection, A NEw APPROACH TO. 4:14 
Rayon Fasrics, Frre SPREAD OVER. 2:48 
REACHING THE PvuBLic. 1:30; 2:86; 3:63; 5:43 
ReapinG, Mass., ScHOOL, Nov. 13, 1966. 2:47 
Repwoop Cuips, SPONTANEOUS HEATING. 6:53 
REGULATIONS GOVERNING NFPA REPRESENTATIVES, REVISED. 5:37 
REGULATIONS GOVERNING TECHNICAL CommitreEs AMENDED. 3:62 
REGULATIONS GOVERNING TECHNICAL COMMITTEES REvIsED. 5:37 
ReEpaAtrs OF SPRINKLER SYSTEM WITHOUT SHUTDOWN. 6:13 
Reports, ANNUAL, FirE DepaRTMENT, PuBLic RELATIONS VALUE 
or. 1:30 
Rescue, Fire DEPARTMENT, FROM SEWER Pipe. 5:44 
ReEseEARCH, FEDERAL, NFPA Position on. 5:7 
RESIDENTIAL Occupancies. See separately listed occupancies 
RESIDENTIAL Occupancies, U.S, Fire Loss Estimates, 1966. 5:87 
RESTAURANTS, FirES INVOLVING: 
Dublin, Ohio, April 20, 1967. 5:50 
Fredericton, N.B., Nov. 2, 1966. 4:53 
Montgomery, Ala., Feb. 7, 1967. 3:5 
Newburyport, Mass., Aug. 26, 1966. 1:44 
Revere, Mass., Aug. 8, 1967. 6:53 
San Rafael, Calif., July 18, 1967. 6:53 
Waikiki, Hawaii, July 18, 1966. 1:44 
Washington, D.C., June 16, 1966. 2:50 
Revere, Mass., RESTAURANT, Ava. 8, 1967. 6:53 
RIcHARDSON, DevEL. 1:31; 2:86; 3:63; 5:43 


RosBeErtTson, James C, 4:24 
Rocuester, Minn., Horet, Fes. 6, 1967. 5:39 
Rocketry, AMATEUR, CasuaLty Srupy. 3:32 
Rockrorp, Iuu., Home Ispspecrion Procram. 2:38 
Rouvep Paper, Frre in. 1:36 
RouLepD Paper STORAGE IN SPRINKLERED BUILDINGS. 1:28 
Rouuiep Paper SrorRaAGE WAREHOUSES. 

See Warehouses 
RoominG House, Frre INvVoLvInG: 

Miami, Fla., Feb. 6, 1966. 2:44; 3:39 
RvuBBIsH ACCUMULATION, Factor IN Fire Spreap. 1:43 
Ruas. See Carpets; Floor Coverings 
Russet, Rocer M. L. 6:20 


S 


Sarety Can Survivep Frre, 4:51 
Sr. Josep, Inu., Traver Camper, Sept. 11, 1966. 1:43 
Sr. Pau, Minn. (Gasourne Station), JAN. 6, 1967. 3:55 
Sr. Paut, Minn. (Horex), Jan. 6, 1966. 2:43 
Sr. Paut, Mrnn. (Taxt GaraGe), Jan. 6, 1967. 3:55 
St. Recis Paper Company Mitt Fire. 1:36 
SALAMANDER, ALCOHOL-FirED, CAUSE OF FIRE. 4:56 
SatvaGe Work on CLOTHING SToreE Fire. 5:33 
Samoa, Cautr., Putp Mrux, May 13, 1967. 6:53 
San Antonio, Tex., Bow.tne ALLeEy, Dec. 15, 1966. 3:58 
San Dieco, Cauir., AUTOMOBILE, FEB. 8, 1967. 4:53 
San Drieco, Cauir., Furniture Store, June 2, 1967. 6:54 
San Francisco, Cauir., WAREHOUSE, APRIL 28, 1966. 2:44 
San RarAEL, Cautr., RESTAURANT, JuLy 18, 1967. 6:53 
SawMILL, Fire INVOLVING: 
New Westminster, B.C., Aug. 20, 1966. 3:39 
Scoot Buripines, Oren Pian, 2:25 
ScHoo.s, DesicninG Lire SaFety ror. 2:24 
ScHoots, Fires INVOLVING: 
Greenfield, Wisc., Feb. 12, 1967. 5:50 
Jacksonville, Ill., Sept. 21, 1966. 1:43 
Ocala, Fla., Oct. 7, 1966. 48 
Orangeburg, N.Y., June 3, 1967. 5:50 
Reading, Mass., Nov. 13, 1966. 47 
NR. SHANNON, Miss., Truck, Dec. 9, 1966. 3:56 
ScHOOL UNDER CONSTRUCTION, F1rE INVOLVING: 
Liverpool, N.Y., Oct. 11, 1966. 4:54 
Seeat, Lous. 4:21 
Sewer Prre, Rescue From, BY SKOKIE Fire DEPARTMENT. 5:44 
Suarts, UTiity, ror Piping AND WIRING. 4:22 
Sauipe UnpER ConstTRucTION, Fire INVOLVING: 
Sorel, P.Q., December 12, 1966. 4:52 
Sup Frre, Soret, P.Q., Dec. 12, 1966, CorRECTION OF REPORT ON. 
5:50 
Saip Fires anp ExPLosions: 
Gulf of Tonkin, off Vietnam (U.S.S. Oriskany), Oct. 12, 1966. 2:43 
off N.J. and in New York Harbor (Alva Cape), June 16 and June 
28, 1966. 3:36,; 6:89 
New York, N.Y., Sept. 7, 1966. 1:45 
Surpyarp, Frre INvoLvING: 
Sorel, P.Q., Dec. 12, 1966. 4:52 
Sicnt Grass Rupture, PROBABLE CAUSE OF FLAMMABLE VAPOR 
tx Butiprne. 5:11 
SIGNBOARD, W1npDows BLOcKED By. 1:44 
Stncapore, 1966 Fire Expertence. 6:98 
Sxox1r, Itu., Fire DEPARTMENT UNDERGROUND OPERATIONS. 5:44 
Smoke, Factor 1n Fata Nurstne Home Fires. 1:7 
Smoke Barriers, DEFINED, REQUIREMENTS FOR. 6:94 
Smoke VENTS IN NursinG Homes. 3:110 
Smoke Vents ror Utinity Snarts. 5:95 
SmMoKEstop PARTITIONS, DEFINED REQUIREMENTS. 6:95 
SMOKING AND MartcuHes, Fires Cavsep BY. 1:8, 29; 3:58 
Socrety or Fire Protection ENGINEERS, CONTRIBUTION OF. 6:57 
Sopium SILICATE AS FLAME-RETARDANT TREATMENT. 4:102 
So.vent, Fire Invotvine. 6:52 
Soret, P.Q., SHip uNDER Construction, Dec. 12, 1966. 4:52; 5:50 
Sours Arrica Fire Services Instirute. 4:97 
Sourn CHARLESTON, W.Va., VEHICLE ASSEMBLY PLANT, Nov. 3, 
1966. 2:49 
Sournawest Researcu Institute, Fire Tests or CARPETING. 1:14 
SoYBEAN-PROCESSING PLANT, Fire INVOLVING: 
Quincy, Ill., Sept. 19, 1966. 2:50 
Spacr-AGE Protection ror HicH-Rise Srorace. 6:20 
Sparks From RussisH, Fire Causep By. 6:54 
SPANISH ASSOCIATION FOR THE FicHT AGAINST Fire. 3:31 
Sparta, Itu., PapeER WAREHOUSE, Oct. 4,1964. 1:29 
SponTANEowus HEATING: 
Cooking Oils and Fats. 4:18 


Corn, 4:52 

Hay. 4:44 
Linseed Oj]. 4:18 
Oily Rags, 4:19 





Rags. 4:53 
Redwood Chips. 6:53 
Tires on Truck, 6:52 
SponTaneovs IentTI0n, Frres CAUSED BY: 
Oily Rags. 3:58 
Foam Rubber in Clothes Dryer. 6:52 
SPONTANEOUS IGNITION OF FERTILIZER, FrrE CAUSED By. 2:49 
Spontaneous IGNITION AT GREASE FILTERS. 4:17 
SponTANEovs IGNITION OF ROLLED Paper, Frres CAUSED By. 1:29, 31 
Sprinc CLEANUP CAMPAIGNS. 2:86 
SPRINKLER INSTALLATIONS INCOMPLETE WHEN Fire OccurReEpD. 4:6, 54 
SPRINKLER PERFORMANCE, SaTIsFacTorY. 1:37, 43, 46; 3:56; 4:53, 93; 
5:29, 48; 6:53 
Partial System. 6:54 
SPRINKLER PERFORMANCE, UNSATISFACTORY: 
1966 Large-Loss Fires. 3:41 
No Quick-Opening Device. 3:40 
Partial System. 2:7; 5:30 
Piping Obstructed. 6:54 
Water to Sprinklers Delayed by Meter. 3:56 
Wires to Fire Pump Burned. 3:39 
SPRINKLER PERFORMANCE IN ROLLED Paper WAREHOUSES. 1:28 
SPRINKLER PROTECTION OF ELECTRICAL AND ELECTRONIC EquIpMENT. 
1:48 
SPRINKLER PROTECTION FOR H1GH-PILeD StToraGeE. 6:21 
SPRINKLER PROTECTION, NuRSING Home REGULATIONS on. 1:5 
SPRINKLER System, New, SHutTs orr AUTOMATICALLY. 6:86 
SPRINKLER System REPAIRS WITHOUT SHUTDOWN. 6:13 
SPRINKLER SysTEMS, CHARGES FOR WATER CONNECTIONS TO, 1:87 
SpRINKLERED BuripinG, Loss or Lire In, 3:56 
Sprinxiers, A Key to Hosprtat Frre Derense. 4:93 
SprINKLERS ConTROL Exposure Frre. 2:50 
SPRINKLERS DAMAGED BY Exvtosron. 5:9 
SPRINKLERS INEFFECTIVE, FIRE IN UNSPRINKLERED SUBFLOOR SPACE. 
5:48 
SraGes, FrreE PROTECTION FoR. 1:24 
Starrway EncLosure SuBsTANDARD, Factor In Farau Fire. 4:6 
Srarrways, Open, Fire SpreAD OVER. 1:43; 2:47; 3:47; 5:40 
Srarrways, Open, SMOKE SprREAD uP. 6:53 
STANDARD-MAKING, FEDERAL VIEWS ON. 4:48 
STANDARD-MAKING, PRINCIPLES or. 5:45 
STANDARDS, THEIR IMPORTANCE TO FrRe-Sare Livine. 3:10 
STANDARDS FOR RESILIENT FLoorINGs: ARE THEY NEEDED? 3:23 
Strate Frre Fataii rs, 1966. 5:80 
Srate-LeveL Fire PREVENTION, 4:24 
SraTement or FIRE JOURNAL Ownenrsuip. 1:31 
Sratic ELectriciry, ExpLoston CAvuseD BY. 3:37 
Sratic Evecrricity, Fire Cavsep sy. 5:48 
Sratic Evecrriciry: THrEory or GENERATION AND DISCHARGE. 1:25 
Static Evecrriciry Hazarp rrom Movine VEHICLES. 1:25 
Sratic Hazarp OF CLOTHING DURING AIRCRAFT FUELING. 1:86 
Sratistics, U.S., Frre, 1966. 5:84 
Sream, Escape FROM BROKEN STREET MAIN DURING Fire, 5:31 
STeeL, UNPROTECTED, COLLAPSE DURING Fire. 3:21; 6:8 


Steet, Unprorectep, DamaGep Wy Fire. 5:48 

Steet Woot, ComBustTIBILity or. 1:87 

Srevens, ALAN. 6:26 

Stevens, Ricwarp E. 1:24; 2:37; 3:53; 4:23; 5:21; 6:95 
Stock Storep tn BorLer Room. 3:98 

STrone, WALTER R. 1:21; 2:35; 3:101; 4:43; 5:42; 6:42 
Stone, WALTER R., Jorns NFPA Srarr. 3:61 

“Stop anp Go” SprInKLERs. 6:86 


SroracE, Hay. 4:44 
Srorace, HicH-Pirep, a PrRoBLeM IN THE TEXTILE INDUSTRY. 2:20 
StroracGe, HieH-Rise, DAMAGE PoTENTIAL oF. 6:20 
SroraGE tn BorLer Room. 3:98 
Srorace Factiuities, Hicu-Rise, PRoTecTION For. 6:20 
Srorace Occupancies, U.S. Fire Loss Estimates, 1966. 5:87, 88 
Srore Fires: 
Alton, Ill. (Sporting Arms), Oct. 17, 1966. 2:40 
Ardmore, Pa. (Clothing Store), Dec. 24, 1966. 3:57 
Boston, Mass. (Department Store), Feb. 18, 1967. 5:29 
Brussels, Belgium (Department Store), May 22, 1967 (325 killed). 
6:5 
Creve Coeur, Mo. (Gasoline Service Station), Jan. 27, 1967. 3:57 
Eugene, Oreg. (Automobile Sales), Oct. 11, 1966. 2:48 
Oakland City, Ind. (Furniture /Paint Store), Sept. 16, 1966. 2:48 
Maplewood, Mo. (Departinent Store), Aug. 1, 1966. 1:46 
Montgomery, Ala. (Shoe Store), July 6, 1967. 6:54 
New York, N.Y. (Drugstore), Oct. 17, 1966. 3:38 
San Diego, Calif. (Furniture Store), June 2, 1967. 6:54 
Walla Walla, Wash., Nov. 14, 1966. 3:57 
Styrene, Fire anp Expiosion INVOLvine. 5:8 
Swepise Frre Protection Association. 3:31 
New Director. 5:82 
Swepsonvinie, N.C., CLorn-Coatine Piant, Apriz 10, 1967. 5:48 
Swimmino Poot Fire. 6:102 
nk. Syracuse (Dewitt), N.Y., WareHovusE, Nov. 2, 1966. 2:43 
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Tapisz, Epwarp F, 6:3 
Tacoma, Wasu., Paper Mit, WAREHOUSE, Ava. 12, 1966. 1:28, 29, 36 
Tarper, TArwan (AMUSEMENT PLACE), JAN. 19, 1966. 2:43 
TAKEN FOR GRANTED. 6:27 
Tank (StyYRENE), ABOVEGROUND, EMPTIED INTO FIRE AREA. 5:9 
Tank TrucK-TRAIN COLLISION AND FIRE: 
Everett, Mass., Dec. 28, 1966. 3:38 
The Plains, Va., Feb. 21, 1967. 5:48 
Tank Trucks, GASOLINE-CARRYING, Frres INVOLVING: 
Brisbane, Calif., March 12, 1967. 5:48 
Dallas, Tex., Oct. 19, 1966. 2:49 
Indianapolis, Ind., Dec. 19, 1966. 3:56 
TANNERY, Fire INVOLVING: 
Middleburg, Pa., June 16, 1967. 6:54 
Tapes, ELecrronic Computer, COMBUSTIBILITY OF. 1:50 
TasMANIA, AuSTRALIA, Brush Fires, Fes. 7, 1967. 4:58 
TASMANIAN Buss Frres, 62 KIuuep rn. 4:58 
Treen-Acers, TEACHING FirE PREVENTION TO. 2:86 
TELEVISION Set, Couor, Fire Cause. 6:52 
TELevision Stupio, FrrE INvoivina: 
New Orleans, La., Jan. 17, 1967. 4:53 ‘ 
TEMPERATURE CONTROLS, MANUAL, Frre DvE To. 5:48 
TENTATIVE STANDARDS, NFPA. 1:40 
TenTer, Frre Causep By. 5:48 
Tests, Fire, New FM Center For. 6:30 
TETRAHEDRON OF Fire. 4:15 
Tewxssury, Mass., Dwe.xine, Oct. 11, 1966. 2:47 


TextiLe Inpustry, Loss PREVENTION IN THE. 2:15 
TextiLes. See also Clothing 
Tue Pvains, Va., Orrices, APARTMENTS, LUMBERSHED, Fes. 21, 


1967. 5:48 
Tue Puarns, Va., TANK TrucK (TRAIN COLLISION AND FIRE), FEB. 


21, 1967. 5:48 
Trin Cans Rouuine 1n Arsces HAMPER Fire DEPARTMENT. 4:52 
TrreE, OVERHEATED, CAUSE OF TRUCK Fire. 6:52 
TiTantum, Fire InvoLvine. 6:53 
Toxyo, Japan, Arrcrart, Fes. 4, 1966. 2:43 
Towanpba, Pa., HarpBoarp Mutu, Apri 11, 1967. 5:48 
Town ey, Joun P. 5:12 
TratninG, Hosprrat Frre PREVENTION. 4:93 
Tratn-Tank Truck COLLISION AND FIRE: 
Everett, Mass., Dec. 28, 1966. 3:38 
The Plains, Va., Feb. 21, 1967. 5:48 
Transoms, SMOKE SpREAD THROUGH. 5:40 
TRANSPORTATION ACCIDENTS INVOLVING RADIOACTIVE MATERIALS. 2:32 
Trash HicH-Pirtep, Preventep Escape rroM BuRNING DWELLING. 
1:43 
TRAVEL CAMPER, FIRE AND ExpLosion INVOLVING: 
St. Joseph, Ill., Sept. 11, 1966. 1:43 
Truck, Fire INVOLVING: 
Huntington, W.Va., April 14, 1967. 5:49 
nr. Merkel, Tex., May 3, 1967. 6:52 
Netcong, N.J., May 8, 1967. 6:51 
nr. Shannon, Miss., Dec. 9, 1966. 3:56 See also Tank Trucks 


Truck TeRMINAL Fire, Five Perisa in. 4:56 
Tryon, Georce H. 1:32, 41; 2:3, 37; 3:10, 65; 4:36, 49; 5:45; 6:60 
Tursine Fue (Type A), Frre anp Exposition INVOLVING. 4:53 


U 


UNDERGROUND OPERATIONS, TRAINING FirRE DEPARTMENT FOR. 5:44 
Unpverwriters’ LaBoratories, Inc., INVESTIGATION OF TREATED 
Woopen S#HinGues. 5:52 
UnnerwRriTers’ LABORATORIES, INc., LisTING: 
Follow-Up Services. 6:29 
UNDERWRITERS’ LABORATORIES, Inc., STANDARDS: 
How Implemented. 6:28 
How Made. 6:28 
Unitrep Kinepom Fire Statistics, 4:97 
Unitep Srates, Frre Recorp or Ciries in 1966. 4:37 
U.S. Arr Force Systems ComMAND. 1:48 
U.S. Coast Guarp REQUIREMENTS FOR HyprosTaTIC TESTING OF 


EXTINGUISHERS, 1:33 


U.S. Frre Losses, 1966, By Cause. 5:86 

U.S. Frre Losses, 1966, py Occupancy. 5:87 

U.S. Frre Sratistics. 2:43 

U.S. Pusitic Hearts Service Firoor Coverincs Fiame-Spreap 


Limit. 3:23 
U.S. Supreme Court Decisions ON INSPECTIONS: 
See v. Seattle. 6:40 


Camara v. San Francisco. 6:40 
USA Sranparps, THerR Errect oN Fire Sarery. 3:10 





USA Sranparps INSTITUTE: 
NFPA Participation on B31 Sectional Committee. 3:62 
NFPA Policy on Submitting Standards. 5:38 
NFPA to Request Fire Protection Standards Board. 5:38 
Purpose of. 5:45 

Uriuiry SHarrs ror Prine anp Wirina. 4:22 


Vv 


Vaucan, W. S., CHarRMAN, SPONSORS Commrrree. 3:60 
VeuIcte AsseMBLY PLANT, Fire INVOLVING: 
So. Charleston, W.Va., Nov. 3, 1966, 2:49 


Vents, Expiosion, SaTisractTory. 4:52 
Verticat Opentnes, Factor in Loss or Lire. 4:5 


VerticaL Opentncs, NONFIRESTOPPED, FirE SPREAD THROUGH. 


3:21; 5:40; 6:5 


Ww 


Warerxi, Hawa, Restaurant, Jury 18, 1966. 1:44 

Wau CoLLapsE DURING Frre. 6:54 

Watt, Frre. See Fire Wall 

Waris Watta, Wass., DEPARTMENT Srore, Nov. 14, 1966. 3:57 
WARDVILLE, OxLA., DwE.uina, Nov. 1, 1966. 2:47 


Warenouses, Fires AND ExpLosions INVOLVING: 
Alton, Ill. (Gunpowder), Oct. 17, 1966. 2:40 
Austin, Ind. (Food), Feb. 8, 1967. 4:51 
Cantonment, Fla. (Rolled Paper), March 9, 1962. 1:29 
Chicago, Ill. (Tin Cans), Jan. 4, 1967. 4:52 
Dayton, Ohio (Truck Terminal), Dec. 21, 1966. 4:56 
East St. Louis, Mo. (Railroad Terminal), March 2, 1967. 5:47 
Erie, Pa. (General Storage), Oct. 15, 1966. 2:50 
Gorham, N.H. (Rolled Paper), July 25, 1966. 1:29, 30 
Harrisburg, Mo. (Grain Elevator), Dec. 7, 1966. 4:52 
London, Ont. (Terminal), June 5, 1967. 6:53 
Lower Merion, Pa. (Rolled Paper), May 24, 1965. 1:28, 29 
Los Angeles, Calif. (Fertilizer), Jan. 4, 1967. 4:51 
New Westminster, B.C. (Paper), Aug. 20, 1966. 3:39 
North Chicago, Ill. (Rolled Paper), Nov. 17, 1964. 1:29 
Palatka, Fla. (Rolled Paper), May 16, 1966. 1:29 
San Francisco, Calif. (General Storage), April 28, 1966. 2:44 
Sparta, Ill. (Kolled Paper), Oct. 4, 1964. 1:29 
nr. Syracuse (Dewitt), N.Y. (TV Sets), Nov. 2, 1966. 2:43; 3:40 
Tacoma, Wash. (Rolled Paper), Aug. 12, 1966. 1:28, 29 
West Springfield, Mass. (Electrical Appliances), Nov. 3, 1966. 3:56 
WaRFIELp, Epwarp N. 5:14 
WasaincTon, D.C., Fatse ALARM ProGcram. 5:43 
Wasuineron, D.C., Restaurant, JUNE 16, 1966. 2:50 
Water ConNECTIONS TO SPRINKLER Systems, CHARGES FoR. 1:87 
Warer DamaGeE tn Exposep Buitpine. 5:29 
Water Grass. See Sodium Silicate 
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Warter-Spray Patrerns, How Arrecrep sy HyPerBaric CHAMBER 
Pressure. 6:48 
Water Suppiies INapEquaTE. 5:48, 50; 6:52, 54 
Water Suppty To SprinKLERS DeLayep By METER. 3:56 
“Warterep Stock.” 5:28 
Wearine ApparEL. See Clothing 
We LpinG, Fire Cavusep By. 2:6 
WELDING anv CuTTING, Frres Causep By. 1:29; 4:52 
West SprInGrie_p, Mass., Apptiance SroraGe, Nov. 3, 1966. 3:56 
Western Evecrnaic Co. 6:13 
Waat’s New In Fire Prorection. 1:82; 2:88; 3:104; 5:90; 6:97 
Wicatra, Kans., Paint-MANUFACTURING PLANT, Marcu 6, 1967. & 48 
WInvDow Less Buripinos, Frres Invoivine: 
Bowling Alleys. 1:44; 3:58 
Exhibition Hall. 3:15 
Furniture Store, San Diego, Calif., June 2, 1967. 6:54 
Garment Factory. 2:7 
Winvow.ess Wautis Hamper FrreMeEn. 2:50 
Winvows, Awninc-Typs, Factor tn Fatau Fire. 4:54 
Winpows, BLockep By Stock anp SIGNBOARD. 1:44 
Winpows, Piain Giass, Fire SpreAD THROUGH. 5:30 
Winvows, Wrrep Guass, 1n Hosprrats. 4:95 
Winston-Sauem, N.C., Home Inspections. 2:86 
Wire Insvu.ation, ComBustTIsiuity or. 1:49 
Wrrep Guass ror Fire Protection. 5:20 
Wrreinc tn Hazarpovus Areas, Meruops or. 4:42 
Wisconsin Rapips, Wisc., BurLpInc UNDER ConsTRUCTION, Nov. 
4, 1966. 3:58 
Wise, Parker §. 1:3 
Woon, Jack A. 6:86 


Woop Dust Exposition. 5:48 

Woop-Saincue Roors, Eprrortran on. 5:3 

Woopen SHINGLES AND SHaxes, A New Crass C TREATMENT FOR 
5:52 

Wortp’s Farr, 1967, 1s MonTREAL, FrrE PROTECTION FoR. 4:97 

Wor.pwipE TRENDS. 1:20; 2:87; 3:31; 4:97; 5:82; 6:98 

Wrencsa, Evecrric, NONEXPLOSIONPROOF, CAUSE OF Fire. 2:50 


¥ 


Yeapon, Pa., Nurstnc Home, Aprit 2, 1962. 1:6 

Yonxers Community CENTER Fire, ADDITIONAL INFORMATION ON. 
5:50 

Yuaostavia, Frre Protection In. 2:26 

Yor, Carvin. 1:11 


Z 


ZaBawskyY, Z. 3:26 
Zaacres, YuGosLavis, Fire DerarTMENT. 2:26 
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INDEX 
TO 


FIRE JOURNAL 


VOLUME 62, Numbers 1-6 


A consolidation of the 
indexes of the six 

issues of FIRE JOURNAL 
published in 1968 


Each page reference consists of two numbers separated by a colon. The num- 
ber preceding the colon identifies the issue (1: January; 2: March; 3: May; 


USING THE INDEX 4: July; 5: September; 6: November). The page number in the issue follows 


the colon. 
Examp_e — 4:33 refers to the July issue, page 33. 


Copyright © 1969 by National Fire Protection Association, 60 Batterymarch St., Boston 











A 


AceTraLpeHype, Expiosionproor ELEectricaL EquIPMENT FoR AtT- 
MOSPHERES CONTAINING. 4:11 
Acetone, Frre Invoivine. 1:45 
Acery.ene, Free Invoivine. 1:45 
Acryuic Carpetina, Fire Invoivine. 2:13 
AcRYLONITRILE, ExpLostonproor E.ectricaL EquipMENT ror. 4:11 
Arroso.t Containers, Burstine, Hamper Fire-Fientina. 2:46 
Agrospace Mepicat Drviston, U.S. Arr Force, Fire Protection 
System, CORRESPONDENCE ON ConTRACTORS FoR, 5:119 
AGA Sranparps anp Trstine Procram. 1:10 
Anern, Joun J, 6:14 
Elected Vice-President of NFPA. 5:15 
Arr-Conpitionine Ducts, witHout Dampers, Fire SprEAD THROUGH. 
1:44 
Arr-ConDITIONING SysTEMs: 
Corridors as Parts of. 6:37 
Smoke Spread by. 6:22 
Arrcrart, ELectrricat GrounpDING For. 3:110 
Arrcrart Frres: 
nr. Blossburg, Pa., June 23, 1967 (34 killed). 2:10 
Honolulu, Hawaii, Nov. 21, 1967. 3:55 
Kenner, La., March 30, 1964 (19 killed). 2:10; 3:6 
London, Eng., July 5, 1968 (Crash-Fire). 6:60 
Philadelphia, Pa., July 2, 1968. 6:60 
Atrrcrart HanGar Fire Protection Stanparps, Wirt Tarr Meer 
THE CHALLENGE OF THE FutTuRE? 5:47 
Arrcrart Usep 1n Ficuttne Butipine Firs. 2:7 
Arrcrart, Usep to Map Forest Fires, 3:39 
Arrport Fire Ficuter TRAINING. 5:42 
Arrports, CLASSIFICATION oF ArrcrarT CRrasH FrrRE PROTECTION 
Neeps. 5:42 
Arr Temperature, Errect on HiaH-Expansion Foam GENERATION. 
6:32 
AtarmM HeEApQuARTERS, COMPUTERIZED. 3:43 
Avarm, MANUAL, INOPERATIVE AT TIME oF Fire. 4:44 
AuArRms DELAYED: 
Called Wrong Fire Department. 5:59 
Discoverer Did Not Give Alarm. 4:13 
Fire Alarm Box Not Used. 3:57 
Fought Fire. 1:46; 2:31; 43, 44; 3:21 
Ignored Smoke. 6:60 
No Coin for Pay Phone. 4:13 
No Street Alarm Boxes. 6:61 
Occupants Looked for Fire. 4:45 
Phone Dead. 6:62 
Phone Wires Burned. 1:43; 4:44 
Police Investigated, Were Told There Was No Fire. 4:45 
Smoke Investigated. 2:44 
Telephone Busy. 3:57 
Town Siren Did Not Sound. 4:46 
Avarms DeLaYep, iN 1967 Larce-Loss Fires. 6:107 
Avarms, Frre, U.8., Canapian Cities, 1967. 4:35 
ALLENTOWN, Pa., APARTMENT, JUNE 4, 1968. 6:59 
Ameren, Louis E., Appress ro 1968 NFPA Annuat Meetine. 5:47 
Amessury, Mass., Schoo, UNDER Construction. Sept. 6, 1967. 2:22 
Amuenrst, N.S., Harpware Srore, Fes. 21, 1968. 4:45 
Ammonia, Expiostonproor Exectrrica, Equipment ror ATMoOs- 
PHERES CONTAINING. 4:11 
ANALYTICAL Strupy or Fire Service Operations tn Nuciear Dis- 
aster. 5:46 ‘ 
Anperson, Inp., Exproston or Homemape Rocket Fug, Nov. 5, 
1967. 5:68 
Anne Arunpet County, Mp., Race Track Stapies AnD Barns, 
Nov. 3, 1964, 4:50; Marcu 27, 1967. 4:50; Dec. 19, 1967. 4:77 
ApartMENT Hovss Fine: 
Nashville, Tenn., April 5, 1968. 6:24 
APARTMENTS, Fines INVOLVING: 
Allentown, Pa., June 4, 1968. 6:59 
Brooklyn, N.Y., Jan. 9, 1968, 4:44 
District Heights, Md., Nov. 13, 1967, 2:43 
Edmonton, Alta., May 21, 1968. 5:59 
Greenville, 8.C., Dec. 3, 1967. 3:56 
Hampton, Va., Aug. 25, 1965. 3:26 
La Sarre, Quebec, Dec. 16, 1967 (13 killed). 3:6 
Mountain View, Calif., June 13, 1965, and June 10, 1968. 6:59 
Rochester, N.Y., Sept. 6, 1967. 1:44 
Syracuse, N.Y., Dec. 4, 1967. 4:43 
APoLLo Capsute Fire, Jan. 27, 1967, Care Kennepy, Fria. 2:10, 23 
Appiiep Fire Protection ENGINEERING, 5:47 
Arcurrect ComMEntTs on FIRE JOURNAL. 5:119 
Ancuirects anp Buinpers, For. 1:76; 2:40; 3:60; 4:48; 5:29; 6:37 
Areas INVOLVED IN Lance Fires. 6:73 
Arson Frees (See Incendiary Fires) 
Arson InvestiGaTion, SHort Courses 1n. 3:64 
Arianta (Ga.), Meerine THE CHALLENGES or A Rapip.ty Grow1na. 
5:47 
Arvanta, Ga., 1968 NFPA Annuat Mzertine. 5:35 
Atuanta, Ga., Orrice Burtpine unpER ConstTRucTION, Marcu 27, 
1968. 5:59 


Arianta, Ga., Recreation Center, Dec. 21, 1967. 4:23 

Atuantic Crry, N.J., Resort Horen, Nov. 18, 1963. 2:31 

Arriums, Lire Sarety Prosiems or. 5:29 

Artics, Unptvipep, Fires Spreap THROUGH. 3:56; 4:44 

Avevusro, Grorce, Appress To NFPA Annvat Meerina, 1968. 5:42 

Austin, Tex., Untversrry Lrisrary, Ave. 10, 1965. 6:7 

AvusrTrauiA, Fire Sratistics ror 1967. 6:54 

AUSTRALIAN Fire Protection AssociaTIon, NATIONAL CONFERENCE 
on Fyre. 5:64 

AvusTRALIAN Inspector or Expiostves, SumMARY oF REPorRT oF. 4:30 

Avsrria, Frre Sratistics ror 1967. 6:54 

Automatic Frre Derecrion ror THE Home, CoNsIDERATIONS IN 
Buyine, 2:32 

“Automatic” SpRINKLER CorPORATION or AMERICA, WoRK ON Fire 
Prorection System For AERosPAcE Mepicat Drvision, 
CoRRESPONDENCE ON. 5:119 

Avvomatic SPRINKLER PERFORMANCE UNDER Fire Conprrions, TECH- 
NOLOGICAL APPROACH TO EVALUATING AND MAINTAINING. 5:47 

Avuromatic Sprinkuers (See Sprinklers) 

Automatic SprInKLERS, ANALYSIS oF AVERAGE AND MAxImMuUM 
Numbers Openine By Occupancy. 1:27 

Automatic SprinkLers: How Mucu Water? 1:27 

AUTOMOBILE, ExrLoston or Boms 1n, Newron, Mass., Oct. 16, 1962. 
5:24 

AUTOMOBILE, Frre FOLLOWING COLLISION: 

Ozark, Ala., Oct. 8, 1967. 1:43 


B 


Bascock, Cuester I. 1:3; 2:3; 4:3; 5:3 
Travels of. 3:51, 52 
BaBysitTER TRAINING IN Fire Sarety. 4:33; 5:45 
Baume, Cuar.es W., TRAVELS oF. 3:51 
Barrp, Donat M. 3:15 
Barturvuss, Piastic, Frres Invoivine. 5:59 
Batrery-CHarGiInc Rooms, Leap-Actp, VENTING or, CoRRESPON- 
DENCE ON. 4:87; 5:119 
Beckemerer, I1u., O11 Wett, Dec. 28, 1967. 3:58 
Bepanrp, Gasrien O., TRAVELS or. 3:51 
Bexerom, Frre Statistics ror 1967. 6:54 
Bexerum, Survey or Fire Services in. 1:40 
Be.ievue, Wass., Scnoon, Ava. 5, 1963. 3:25 
Bennett, Artnur M. 5:48 
Benzene, Fire Invotvina. 1:45 
BerrypDa.e, Fua., Prison, Jury 16, 1967 (38 killed). 2:10; 3:6 
BETHLEHEM STEEL CORPORATION, FirE PROTECTION AT. 1:24 
Berrer Ip ror AN InDUSTRIAL Frere Protection ProGram, A. 5:10 
Berz, Gorpon M. 2:56 
Bie Tests ror Bra Prosiess. 5:49; 6:26 
BmonrTsty Frre Recorp. 1:43; 2:43; 3:55; 4:43; 5:59; 6:59 
Bsornsen, Ropert L. 3:38 
BLANKETS AND OTHER NoncLOTHING Fasrics. 3:110 
Burnp Sports tn Buripine Cones. 4:26 
nr. BiosspurG, Pa., Arrcrart, JuNE 23, 1967. 2:10 
Boats, RecreaTIonaL, Feperan Sarery STanpAapbs For. 3:53 
Borssongeau, Ropert A. 3:68 
Boms, Homemape, ExPLosion or: 
Muskegon, Mich., Aug. 21, 1967. 1:46 
Boms Kits, Mat Orper. 5:24 
Bomss AND Expiosives Mape sy Cuitpren, Accipents INVOLVING. 
5:24, 28, 68 
Bonp, Horatio. 5:48; 6:3 
Retiring, Dec. 31, 1968. 5:15 
Travels. 3:50 
Bono, J. A., ApprEss To 1968 NFPA Annuat Meerina. 5:44 
Boston, Mass., BripGz AnD Freicut SHeps, May 14, 1968. 6:59 
Borrenrt, B. P. 1:48 
Boxes anv Firtines ror Crass III Locations. 4:34 
Brakes, OVERHEATED, Cause or Truck Fire. 5:62 
BRANNIGAN, Francts L., Appress To 1968 NFPA ANNUAL MEETING. 
5:45 
Bratiie, Ernest H. 1:27 
Breatarne Apparatus, SenFr-ConTAINeD, SHort-Trerm. 6:56 
BRENNEMAN, JAMEs J., AppRESs TO 1968 NFPA Annvuat MEETING. 
5:41 
Chairman of Sectional Committee on Aircraft Rescue and Fire 
Fighting. 5:41 
Baripee, Fire Invotvine: 
Boston, Mass., May 14, 1968. 6:59 
British Approvats Service ror Exvecrricat EquirpmzntT In Fiam- 
MABLE ATMOSPEERES. 3:33 
Broapview, Iiu., Burnpine Suppty Warenovuse, Nov. 11, 1967. 3:57 
BROMOTRIFLUOROMETHANE, EFFECTIVENESS AS EXTINGUISHING AGENT 
in OxyGen-EnricHED ATMOSPHERES. 1:55 
Brooxxrn, N.Y., APARTMENTS, Jan. 9, 1968. 4:44 
Broox.yn, N.Y., Paper Box Facrory, Jan. 9, 1968. 4:44 
Brown, Martin M., Vice-Presspent, SFPE, 1968-69. 5:43 
Brown, Meare, Seconp Vice-Presipent, FMA, 1968-69. 5:40 
Brown, Wii S., Appress To 1968 NFPA AnnvuaL Mzettna. 5:39 
Brusse.s, Betatum, Department Srore, May 22, 1967. 4:22; 6:8 
Buck, Wiiu1am D., Appress To 1968 NFPA AnnuaL Meettna. 5:48 








Buesesz, Percy. 1:40; 2:10, 31; 3:3, 33; 4:32; 5:64; 6:67 
Address to 1968 NFPA Annual Meeting. 5:36 
Appointed NFPA Chief Administrator. 5:15 
Travels. 3:49 
Buripine Cope, Feprrar, Proposrp. 3:3, 53 
Building Code for the North. 5:64 
Buriptno Copgs, Burnp Spots 1. 4:26 
Butiorne Evements, Nonstrvucrurat, Systematic ANALYsis or Po- 
TENTIAL Free Loss Contrisution or. 5:45 
Buripre Fires, U.S., Canavtan Crites, 1967. 4:25 
Buripine Protection By COMPARTMENTATION. 5:29 
Boruprnes, AnTictpaTep Lire Span or. 4:26 
Bur.pinas UNDER ConsTRUCTION, Frres INVOLVING: 
Motel: Long Beach, Calif., March 15, 1968. 5:59 
Office Building, High-Rise: Atlanta. Ga., March 27, 1968. 5:59 
Schools: Amesbury, Mass., Sept. 6, 1967. 2:22; Springfield, Vt., 
Sept. 14, 1967. 2:20 
Buxowskx!, Joun F., Appress To 1968 NFPA Annuat Meertine. 5:38 
Burtar-Bac MaNnvuractuaine Piant, Frre Invoivina: 
Charlotte, N.C., Feb. 20, 1968. 4:45 
Buss, Loren 8., Appress at 1968 NFPA Annvat Meetine. 5:35 
Burapienr, Expiostonproor Ex.ecrrican Equipment For ATMOSs- 
PHERES CONTAINING. 4:11 
Buraprene. Fire Invotvine. 1:39 
t-Butyt HypropernoxipeE, Fire anp Expriosion Invotvine. 5:62 
Byrvus, Ropert C., Rermes as CHArMAN OF SectionsL CoMMITTEE 
on Arncrarr Rescue anv Frere Fientie. 5:41, 54 


Cc 


Ca.crum Hyrocsiorite, Sprtnkuer Prorecrion ror. 4:85 
Catuicoon Twpr., N.Y., Resort Horer, June 6, 1963. 2:31 
Campnipce, Mass., Cotzece Research Lasoratory, Marce 19, 
1968. 5:62 
Camp Vayama, Cautr., Tanx Tauck, Aprit 11, 1968. 5:62 
Camper, Fire Fo.ttowimne Crase: 
Tower City, N.”~ , October 25, 1967. 3:55 
Canaba, Free Sratistics ror 1967. 4:40; 6:54 
CanaptaNn Frre Investigation ScHoo.. 3:67 
Canpius in Restaurant, Fire Cause. 3:19 
Cannery, Inte, Free Ixvoivine: 
Monterey, Calif., Dec. 24, 1967. 3:55 
Carr Kennepy, Fia., Apouto Space Capsu.e, JAN. 27, 1967. 2:10; 3:8 
Carson Droxivg, Inerrective as ExTIncuIsHine AGENT In OxYGEN- 
Enricuep ATMOSPHERES. 1:55 
Carnpon Droxipe Cyriinpers, CARE aNnD Hyprorestine or. 5:38 
Carson Disutrive, Existine Expiosionrproor Evecrricat Equtp- 
MENT Not Surrasie ror Use 1n ATmMospHEeRes or. 4:11 
Carson Monoxipe. 3:98, 99, 100, 101. 
Carson Monoxipe Deatus tn Motor Horet. 3:99 
CarprocraPrs Equipment, Portasie, 1x Miami, Fi. 2:81 
Care.ess SmoxinG, Fines Causep sy. 1:44 (See also Smoking aud 
Matches) 
CarHart, Dr. Homer, Appress at 1968 NFPA Annvat MEeTINe. 
5:36 
Cartsrapt, N.J., Puastics Warenouse, Ocr. 6, 1967. 2:44 
Carper Mii PartTiaLtty Destrrorep. 1:15 
Carper, Rarria, Frere Spreap sr. 2:43 
Carpetine, Acryuic, Fire Invoivine. 2:13 
CarpetTinG, PotypropyLene, Fatau Fire Invoivine. 6:24 
CatasTropse Loss Prevention. 5:49 
Cayrvea Hetcurs, N.Y., Cottege Dormirory, Aprit 5, 1967. 4:16 
Crmine, CompustTisLe Fisersoarp, Fire Spreap over. 1:8; 2:44; 
4:7; 6:6, 61 
Cuamparen, Itu., Horen, Ocr. 27, 1967. 2:43 
Cuartorre, N.C., Burtap Bac-Manvuracturtne Puiant, Fes. 20, 
. 1968. 4:45 
CuAreau CHAMPLAIN Frre. 3:15 
Cueextrowacs, N.Y., Department Srore, Ocr. 14, 1967. 1:44 
Curnauis, Wase., Truck Repar Garace, Sept. 26, 1967. 2:46 
Cuemicat Piants, Frres anp Expiosions Invo.vine: 
Hawthorne, N.J., Feb. 17. 1967 (11 killed). 3:6 
Henderson, Nev., Sept. 15, 1967. 1:45 
Maywood, Ill., April 30, 1968. 5:60 
Cuemican Spruis 1n Transtr. 5:38 
Cuemican Train Deratument, Texarkana, Tex. 1:37 
Cuemicats, Exptosion or (Rep Prospsorvus, Porassrum NiTRare, 
AND THERMITE). 3:58 
Cuemicats, Hazarpous, StoraGe or, CORRESPONDENCE on. 6:119 


Curcaao, Iuu., DEPARTMENT Srores, Marca 29, 1968. 5:59 

Curcaao, Inu., Orrice Butpine, May 27, 1965. 6:8 

Child Protection Act (Feperat), Crass C Frreworxs Exempren. 6:77 

Child Protection Act, on Frreworxs. 5:44 

CHILDREN AnD Martcues, Frre Cavsep sy. 1:44 

Curtpren, UNATTENDED, Piayinc witH Martcues, Fatat Frees 
Cavusep Br. 6:59, 62 

CuILpREN’s SLEEPWEAR, Fiame-ReETARDANT, Sotp sy Sears, Roe- 
BUCK anD Company. 6:57 

Cxvorine Vapors Hamperer Fire Ficnters. 4:45 





ate Wrutram J., Appress ro 1968 NFPA Annvat MEertIne. 


tiiats tone, Frere Spreap By. 3:56 
Cuource Frre: 
Palo Alto, Calif., Dec. 13, 1960. 3:26 
CreareTtTe, CaRELEssty Discarpep, Fire Cavusep sy. 2:46; 6:60 
CrgaRerre in Trase, Free Cavusep BY. 2:43 
Crrres, U.S., Canapran, 1967 Free Experrence. 4:35 
Crvi, Aviation Worxsnor at 1968 NFPA Annvat Merrie. 5:41 
Crvi. Disrursance Prosiem, How Viewep sy IAFC. 5:48 
Crvm Drerursances, Fire Department TRAINING IN RESPONSI- 
Briitres. 6:57 
Crvm Disrursances, InpusTRIAL OPERATIONS DURING. 5:38; 6:14 
Crvm Disrurpances, Protection or RarLRoaD PROPERTY DURING, 
ReEso.vuTion on. 5:40 
Crass I Hazarpovus Locations, Licuttne Frxrures in. 6:52 
Crass III Hazarpovs Locations, Wraine tn. 4:34 
CLEVELAND, Onto, Expioston, Aprit 22, 1968. 5:24 
Crornes Dryer Frere Survey. 5:23 
Crorsine Fire: 
Des Moines, Iowa, Aug. 18, 1967. 1:46 
Coat Dust Expxoston. 2:45 
Coat Mines, Frres anp Expriostons INVOLVING: 
Natal, B.C., April 3, 1967 (15 killed). 3:7 
Turon, Spain, Aug. 14, 1967. 2:45 
Courax, N.C., Montte Home, Sepr. 24, 1967. 1:46 
Cotiece Dormirory: 
St. Hyacinthe, Quebec, Jan. 18, 1938. 4:13 
Cotiece Frre Recorp, Tue. 4:12 
Couuece Fires: 
Holyoke, Mass., Jan. 4, 1968. 4:44 
Columbia, 8.C., Feb. 11, 1964. 4:13 
Lexington, Ky., Jan. 24, 1956. 4:13 
CouLeGces AND Untversities, Fire Cavsr’.. 4:14 
Cotvumeia, 8.C., Cotiece, Fes. 11, 1964 13 
Co.iumsvus, Onto. Dormitrories, May * 22, 1968. 6:19 
Comsvustion Propucrs, Errecrs or on Hics-Expanston Foam. 
5:49; 6:32 
CoMMUNICATIONS IN INDUSTRIAL PLANTS DURING CrviL DisTURBANCES. 
6:15 
CoMPARTMENTATION, A PrinctpLe or Butipinc Desten. 5:29 
Compton, Cauir., Dwe.urmne, Aprit 2, 1967. 2:13 
Computer Centers, Fires In: 
nr. Holyoke, Mass., Oct. 26, 1967. 2:46 
Nimbus, Calif., Aug. 16, 1967. 1:44 
Computer ComMANnD-ConTRoL. 3:43 
Computer, Dierrat. Prepicrion or Fire Spreap in BUILDINGS WITH 
THE Arp or. 5:45 
Computer InvestiaaTion or Firow CHARACTERISTICS or COPPER 
SprinKkuer Prema. 5:45 
Computer Operations tn Fire Prorecrion ENGINEERING, REAL 
Tre. 5:45 
Compurer Usep Tro Determine Fiow snp Pressure Losses FoR 
Pires rn a System. 5:45 
Computers. See also Electronic Equipment and Data-Processing 


Equipment 
Conceaep Spaces, Frrr Spreap in: 
Wall Voids. 3:56 
Concrete Fioor Systems, Composirs, DesiGNaTine ror Fire Re- 
SISTANCE, 5:47 
Concrete, Previntion or DereRtonaTION FROM Test Frees, 6:57 
Conrerence or Fire Prorecrion Associations, EstiMaTEs OF 
1956-66 Free Losses in 11 Counrrirs. 6:64 
Connecticut's Fire MarsHats Institute. 3:66 
ConsiperatTions In Buyine Automatic Frre DerTecrion FOR THE 
Home. 2:32 
Contractors, ConTroLiine Hazarpous Operations or. 1:26 
Contractors at InpveTrIAL Piants, Fire Reou.ations ror. 5:10 
Conrrot or Larce-Loss Fires. 6:73 ' 
Converer Betts, Fires SPREAD ALONG. 2:44, 45; 3:21; 5:61 i 
Copper SPRINKLER ConpucrTors, FLow CuHaracreristics or. 5:45 
Corrivors, Deap-Enp, Factor tn Fatau Fire. 4:16 
Corripors as Portions or Atr Systems. 6:37 
Corrosion By Propucts or ComBusTION or PotyvinyL CHLORIDE. 
6:64 
Corva..is, Ore., Sonorrry Hovsz, Nov. 10, 1967. 3:56 
Corton, Norris, SraTeEMENT ON Frreworks. 6:79 
Corton Miu, Frre Invoivine: 
Prattville, Ala.. Jan. 24, 1968. 4:45 
Country Cuiur, Fire in: 
Urbana, Dil., May 1, 1968. 5:61 
County Fire Protection, Apptyinc Operations Researcu To. 5:48 
Couwry-Wwwe Fire Derenses, Operations Anatysis. 5:46 
Cowan, SwArriELp, ComMMENTS ON OVERCURRENT PROTECTION FOR 
Frru Pumps. 1:86 
CreosoTe, Fire Spreap Br. 6:60 
Creosotep Woop, Fire Spreap Over. 1:44 
Crovuse-Hinps Dieest or NEC. 4:41 
Cruinpers, Carson Droxipe, Cane AnD Hyprorestine or, Ap- 
DRESS ON. 5:38 
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Datzas, Tex., Orrice Bupe., Nov. 18, 1961. 6:7 
Darta-Processtne Centers. See Computer Centers 
Dara-Processine Equipment, WATER ON Fires Invotvinae. 6:69 
Darron, Onto, Gas-Manvuracturine Piant, Sepr. 8, 1967. 1:45 
Decorations, CompusTIsLe, Fire ORIGINATING IN AND SPREAD BY. 
4:6 
Decorations, Smoxe Macutne, Impounpep. 5:62 
Deep Fat Frrers, Spatnxiers over, Frre Tests or. 5:52 
Decenxo.s, Joan G., Appress To 1968 NFPA Annvat Meettine. 5:39 
Denmark, Fire Protection ror Car Decks or Feratzs tn. 3:33 
Denmark, Free Sraristics ror 1967. 6:54 
Denmark, Parvate Frre-Ficatine Services tn. 2:30 
DeparTMENT Srore Fires: 
Brussels, Belgium, May 22, 1967 (325 + killed). 4:22; 6:8 
Chicago, Ill. March 29, 1968. 5:59 
Des Mornes, Iowa, CLorutne, Ava. 18, 1967. 1:46 
Derecrion anp Extincuisnine Systems, Tzamine ror More Er- 
FECTIVE Fire Controt. 5:49 
Derecrion System, Fire, Avromatic, Partiat System, Unsatis- 
FACTORY PERFORMANCE: 
Fire Originated in Unprotected Area. 4:44 
Derecrion System, Fire, Cenrrat-Sration-Surervisep, Pouice 
Investigate ALARM FROM, Do Nor Noriry Fire Deparrt- 
MENT. 4:45 
Derecrion System, Heat, Batrery-Opzratep, INOPERATIVE AT 
Time or Fire. 4:43 
Derecrion Systems, SaTisracroRY PERFORMANCE: 
Heat-Actuated. 3:18 
Smoke-Actuated. 3:18 
Derecrons, Frrae, UtrRavio.et. 2:23 
Derecrors, Heat, Tyres or. 2:33 
Derecrors, Smoxe, Types or. 2:33 
DEvELOPMENT or SprinkieR Sranparps, THe. 4:75 
Discovertes DELAYED: 
Building Closed for Night. 2:6 
Building Unoccupied. 3:55 
Windowless Walls. 3:55 
Disraict Hereuts, Mp., ApAnTMENTS, Nov. 13, 1967. 2:43 
Do The Clothes You Wear Burn? (New Folder). 5:34 
Doz, Everert 8. 5:48 
Does Inpustry Want Fire Protection Enocineers? 6:41 
Donovan, Rosert L., Appress ro 1968 NFPA Annuat Meetina. 5:38 
Doors, Hottow-Core Woopen, Benavior tn Frees. 2:18 
Doors, Oren, Factor tn Fatat Fire. 6:22 
Dormrrorizs, Cottece or Untversirty, Fire 1n: 
Cayuga Heights, N.Y., April 5, 1967. 4:16 
Columbia, 8.C., Feb. 11, 1964. 4:13 
Columbus, Ohio, May 10 and May 22, 1968. 6:19 
Gambier, Ohio, Feb. 27, 1949. 4:15 
Logan, Utah, Oct. 26, 1967. 2:44 
Moscow, Idaho, May 15, 1958. 4:15, 16 
Niagara Falls, Ont., Nov. 25, 1967. 3:56 
Dormrrorr, Boarpine Scoot, Frre in: 
Grand Ledge, Mich., Oct. 1, 1967. 2:44 
Dover, N.H., Stores, May 8, 1968. 6:61 
Dore, W. H., Erecrep Cuarnman or NoMINATING CoMMITTEE FOR 
1969. 5:36 
Drapentes, Iontrep sy Sunrays. 2:44 
Dry Carmicat, Errecttveness as ExtincuisHine AGENT IN OxYGEN- 
Enricuep ArmospHEeres Dovstrut. 1:55 
Dry Sranppires: Try Testine Tuem. 3:62 
Dryrers, CLiorues, Survey or Fires. 5:23 
Dvucrs, Arm, Compustiste Construction. 3:56 
Duecrs, Guass-Fiser, Potrester, Fire Invoivina. 4:46 
Dvucrs, Opentnes anounp, Frere Spreap THROVEH. 1:9 
Dvroour, R. E. 4:3 
Dunraam, N.H., Fraternity House, June 22, 1964. 4:13 
Dusr Exrrosions. See Explosions 
Dust, Grain, Iantrep sy Heat rrom Moror. 2:44 
Dwe.uitne Construction, Fire-Sare. 2:40 
“Dwe.ine Desien ror Lire Sarery,” Comments on. 4:85 
Dweuiine Fires: 
Compton, Calif., April 2, 1967. 2:13 
East Paterson, N.J., Nov. 6, 1967. 2:43 
Lansing, Mich., Dec. 30, 1967. 3:56 
Longview, Wash., Dec. 20, 1967. 3:57 
Los Altos Hills, Calif., Nov. 3, 1967. 2:43 
Rockey Head, Ala.. April 3, 1968. 4:43 
Turlock, Calif., July 20, 1968. 6:59 
Webster, N.Y., Feb. 26, 1968. 4:43 
Dwe.itws Fire Fottowine Plane Crasu: 
Kenner, La., March 30, 1967. 3:6 
Dwe.uine Fires, Moitipce-Deatn 1967. 3:5 
Dwe.iines, Fine Department Inspections or, SURVEY on. 6:38 
Dwetiines, Repuctne Loss or Lire in. 2:40 
Dyer, A. F., Appress ro 1968 NFPA Annuat Meera. 5:39; 6:11 
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East Guacter, Mont., Butx Sronace Piant, Jury 27, 1968. 6:44 
East Guacter, Mont., Morten, Jury 27, 1968. 6:45 

East Paterson, N.J., Dweiiine, Nov. 6, 1967. 2:43 

Eprrorras: 

Dwelling Design for Life Safety. 2:3 

Flammable Wearing Apparel. 1:3 

Industry Wants Fire Protection Engineers. 5:3 

A Job Well Done. 4:3 

U.S.A. Fire Research and Safety Act of 1968, The. 3:3 
Epmonrton, Avta., APARTMENT BLDG., May 21, 1968. 5:59 
Errecrive ComManp AT LARGE Fire Operations. 5:48 
Errects or Comsustion Propucts on Hien-Expansion Foam. 5:49 
Ersenserc, Grorce H. G., Evecrep Tro NFPA Boarp or Drrecrors. 

5:36 
Execrrica, AppLisnce AssemBiy PLANT, Frre In: 

Hannibal, Mo., May 19, 1965. 3:26 
Exvecrrica, ApPLIANCE-~-MANUFACTURING PLANT FIRE: 

Holland, Mich., June 15, 1968. 6:62 
Exvecrricat Apriiances, Hovusexoip, UL Tests or Current Leax- 

AGE From. 6:53 
Exvecrricat Equipment, ExPLostoNPROOF, AN INVESTIGATION oF 15 
FLAMMABLE GasEs OR VAPORS WITH RESPECT TO. 4:8 
Execraicat Equipment, Frre Cavusep BY: 

Charcoal Lighter. 6:59 
Evecrricat Equipment, Fires Causep By tn 1967. 5:19 
ExecrricaL Equipment tn FLAMMABLE ATMOSPHERES, Britis Ap- 

PROVALS SERVICE For. 3:33 
Evecrricat Equipment tn Hazarpovus Locations. 1:32 
Evecrrica, EquipMENT: 

Lighting Fixtures in Class I Hazardous Locations. 6:52 

Execrricat Frre Causep sy Nonexpiosionproor Moror mm Haz- 
ARDOoUs ATMOSPHERE. 1:45 

Evecrricat Fire Causes. 6:65 

Evecraicant Frres Causep sy EquipMENT: 

Baseboard He.«ters. 2:44 

Broken Wiring. 1:43, 44; 3:57 

Extension Cord. 3:55 

Lightbulb. 2:43 

Motor. 2:44 

Overheated Fluorescent Light Ballast. 1:46 
ELecrricat GRounDING ror Arrcrart. 3:110 
Evecrricat “Ocropvus,” Porentiar Fire Cause in Dorrrortes. 4:14 
Evecrnricat Secrion, NFPA 1968 Meerina. 5:42 
Evecrricat Sparks, Frre Causep sy. 4:45 
Execraican Systems, Esse). ria, tv Hosprrars, Evavarion or. 6:111 
Exvecrrica, Wraine, Cause or Frees. 2:40; 6:61. See also Wiring 

Nail in Armored Cable. 4:45 

Water in Junction Box. 3:58 
Execrricat Wratne tn Crass III Hazarpous Locations. 4:34 
Execrricat Wratne (Swircucear), Frere Cavsep sy. 1:17 
Exvectronic Equipment, WATER ON Frres Invoxvine. 6:68 
Exevator, Avromatic, Open Doors Cause Fara.ities. 2:44 
Exvevator, [NoperaB.e, Stoppep aT Fire Fioor. 6:8 
Exevator Nor Usep tn Free Department Operations tn Hios- 

Rise Burprie. 5:59 
Evevator Ssarts: 

Nonfirestopped, Fire Spread up. 4:43 

pen, Fire Spread up. 4:45 
ELEvATors: 

Stuck Temporarily at First Floor of High-Rise Building. 6:22 
Exrers, Fua., Frurt-Pacxine Piant, Marcu 4, 1966. 3:24 
See ee Horegn, Ocr. 24, 1967. 2:44 

N.Y., Resort Hore, Fes. 10, 1963. 2:31 
munapeak Rosert, Presipent, FMA, 1968-69. 5:40 
Ex Sseeunpo, Caurr., Rermery, Dec. 19. 1967. 3:58 
EmP.Loree Srcuniry. Tramnine By TeELepnone. 5:34 
Enerneers, Fine Prorecrion. See Fire Protection Engineers 
Essex, Conn., Macnestum-Processine Piant, June 2, 1967. 1:46 
Ersyiene Dicaiontpe, ExpLostonproor ELecrricaL EQUIPMENT FOR 
ATMOSPHERES CoNnTAINING. 4:11 
Eraytens Oxipe, Expiosionrroor Execraica, EquirMENT FoR 
ArmospHeres Contamnine. 4:11 
Evacuation Pian (Nurstnc Home), Errecrive. 1:43 
Evauuation or Hosprran Essentiat Evecrricar Systems. 6:111 
Everett, Wass., Prer, Ava. 8, 1967. 1:43 
Exursrrion Buriprne, Free in: 
Springfield, Mo., Sept. 7, 1960. 3:27 
Exits ror Apartment Buriprnes. 3:60 
Exrrs, Arrtums Usep as, Prosiems or. 5:29 
Exrrs Biocxep sy Burnine Carpertine anp Smoxe. 6:25 
Exits InapequaTe: 
Doors Locked. 6:59, 60 
Factor in Fatal Fire. 6:60 | 
Exp.osion Errects or Gases anp Vapors, UL Test Factiirres ror 
Dererminine. 4:8 

Exp.osion, Hyprocen, Suppression or. 1:23 

Expiosionrroor Execreica, Equipment, Investigation or 15 
FLamMaBie Gases on Vapors wits Respect To. 4:8 











Exp.ioston Protection Systems, InpusTrRiAL, Procress rn. 1:21 
“Expioston-Sare” REFRIGERATORS, 3:13 
Expositions: 

Acetylene Cylinders, 1:45 

Ammonia Cylinders. 2:6 

Bombs in Exposure Fire. 6:46 

Chemicals (Red Phosphorus, Potassium Nitrate, Thermite) in 

Classroom. 3:58 


Distillate Tank. 4:30 

Fatal. 1:46; 2:10, 11, 45, 46; 3:6, 8; 4:25; 5:5, 59, 110; 6:46, 62 

Fatal Homemade Explosives. 5:24, 28, 68 

Fire Gases. 2:46; 6:62 

Fireworks, Fatal. 6:61 

Gas from Landfills, Correspondence on. 6:119 

Grain Dust. 3:57 

Gunpowder. 5:5 

Hexane Vapors. 5:60 

Isobutane. 3:8 

LP-Gas. 2:46 

Magnesium Dust. 1:46 

Matchhead Bomb. 1:46 

Methane from Decaying Refuse. 4:23 

Methane. 2:45 

Methane Gas in Coal Mine. 3:7 

Natural Gas. 5:9, 59 

Oil-Fired Water Heater. 3:6 

Projectile. 3:6 

Propane. 2:11 

Slop Oil Vapors. 5:110 

Starch Dust. 2:10, 3:6 
Expiosions, 1967 Losses rrom. 5:19 
Exp.iostves IncrpeNTs IN AUSTRALIA, AVAILABILITY OF REPORT 

ANNOUNCED. 4:30 

Expiostves REGULATION In CANnaDA. 2:26 
Exposure Hazarp or Fitames From Roors. 3:24 
EXTINGUISHER PERFORMANCE Satisractory. 5:60 
ExtincuisHers INEFFECTIVE: 

Fire Spread Too Rapidly. 4:45; 5:61 

Fire Too Advanced. 1:8, 46 

Improperly Used. 6:21 

Wrong Type. 1:46 
EXTINGUISHERS, LEGISLATION ON, IN CANADA. 2:26 
ExtTInGuisHers, PorTaBLE, INEFFECTIVE: 

Fire Too Advanced. 1:44 
Extineursaine Unit, Mostiie (Light Water-Purpte K). 6:48 
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Fapnrics, Static Spark Ienrrion or. 1:50 
Factory Murua Enosnrertnc Assn., Fire Test Faciiries, 
1923-1968. 6:26 
Facrory Murua, ENGINEERING CoRPORATION, IDENTIFICATION OF 
Lastep Fire Doors. 1:76 
Fause Atarms, How Wasutneron, D.C., Hanpies. 2:81 
Fause Ataros, U.S., Canapa, 1967. 4:36 
Fata.iriges: 
Aircraft Fires. 2:10; 6:60 
Arson, 4:43 
Asphyxiation. 1:8; 2:44; 5:62 
Burns. 1:45, 46; 2:44; 3:7, 56; 6:59 
Carbon Monoxide. 2:45; 3:56, 98 
Children, Unattended. 6:59 
Clothing Fire. 1:46 
Explosions. 1:46; 2:10, 45; 3:6, 7, 8; 4:25; 5:5, 59, 110; 6:46 
Fire Gases. 6:7 
Firemen. 6:7 
Fireworks Display, Explosion at. 6:61 
Homemade Bomb. 5:24, 28, 68 
Jumped from Burning Building. 6:61 
Jumped from Window to Escape Fire. 2:31; 6:61 
Motel Fire. 2:10 
Open Stairway. 6:5 
Propane Explosion. 2:11 
Slop Oil Vapors Exploded. 5:110 
Smoke Inhalation. 1:44; 3:57; 4:43; 6:22, 24 
Smoking in Bed. 3:56 
Spectators at Gasoline Spill. 4:44 
Trapped in Apartment. 4:44 
Trapped in Burning Automobile. 1:43 
Trapped in Burning Truck. 1:43 
Trapped in Corridor. 4:6 
Trapped in Dormitory. 4:13, 15 
Trapped in Dwelling Attic. 2:43 
Trapped in Elevator. 6:7 
Trapped in Hotel. 2:29, 31; 4:43 
Trapped in Prison Barracks. 2:10; 3:6 
Trapped in Space Capsule. 2:10; 3:8 
Farauiries, Fixe Fienters, 1967. 4:36 
Fataities, Fire, INTERNATIONAL Statistics ON, FOR 1967. 6:54 
Faraities, Fire, U.S., 1967. 2:10 
FDA's Fatture to RecoonizE THE Fireworks Hazarp. 6:77 


Feperat Brits on Frre Sarery Matrers: 
Fire Protection in Rural Areas. 3:53 
Low- and Moderate-Income Housing Act. 3:53 
Natural Gas Pipeline Safety Act. 3:53 
Occupational Safety and Health Act. 3:53 
Federal Hazardous Substances Libeling Act, Decision Exempting 
Fireworks from. 3:53 : 
Federal Hazardous Substances Labeling Act, on Fireworks. 3:53; 5:44 
Fee, Franx J., Jn., Appress ar 1968 NFPA AnnvuaL Meerttine, 5:35 
Fenwat, Inc., Utrravio.et Fire Derectors. 2:23 
Fenwat, Inc., Work on Fire Protection System ror AEROSPACE 
Mepicat Drvision, CORRESPONDENCE on. 5:119 
Ferry Boats, Car Decks or, Fire Protection For. 3:33 
FertiLizER-MANUFACTURING PLANT, FirE INVOLVING: 
Port Maitland, Ont., Sept. 7, 1967. 1:45 
FIBeRBOARD, ComBusTIBLe. See Interior Finish 
Frevp IpentIFiIcaTIon or Lisrep Frre Doors py UL or Canapa. 4:48 
Fiims at 1968 NFPA Annvuat MEETING: 
Condemned. 5:48 
Fire Loss Management, Part II, Computer Installations. 5:48 
Ground Ladders. 5:48 
Handling LP-Gas Emergencies. 5:48 
Have a Wonderful Evening. 4:33; 5:48 
It's Up to You, Charlie. 5:48 
Fitter, Atr, CLoccep. 3:56 
Fivyanciat Statement, NFPA. 4:18 
Frnvanp, Frre Loss Statistics ror 1967. 6:54 
Finnish Fire Protection Assoctration. 2:30 
Frre rn Acryiic Carpetine, 2:13 
Comments on. 4:85 
Frre Brigape Response Dextarep, Station Doors DAMAGED BY 
Expuosron. 5:111 
Frre Dears Opentnec or Two New ScHoo ts. 2:19 
Frere Causes or 1967 Buripine Fires. 5:18 
Frre Department Access Hamperep sy Sorr EarTH NEAR FIRE 
Bouriprna. 6:25 
Frre Department Access Limitep By Buitpinc LOCATION OVER 
River. 6:61 
Frre Department Access Limtrep By WInpOWLESS WALLS AND 
Coneestep Stock. 2:46 
Fire DspartTMENtT Alpes, ProGRAM For. 4:29 
Frre DitpartTMent, Arrport, TRAINING oF. 5:42 
Frre DEPARTMENT APPARATUS AND EQUIPMENT: 
Yellow Turnout Clothes. 2:81 
Fire Department Apparatus, RuRAL. 2:48 
Fire DEPARTMENT AND Community RELaTions. 4:28 
Frre DepaRTMENT COOPERATION WITH OTHER AGENCIES FoR SocraL 
Rerorm. 4:29 
Frere DeparRTMENT CoopeRATION witH INpusTRY. 5:10 
Fire DeparTMEeNT Equipment: Trres ror Fire Trucks In Desert 
Operations. 4:32 
Fire Department Not Cauuep To Free, 1:45 
Frre DepartTMENtT OPERATIONS, COMPUTERIZED DISPATCHING AND 
Conrrot or. 3:43 
Frre DepartTMENT Operations, Errecttve ComMAND AT. 5:48 
Fire DeparTMENT Operations HAMPERED: 
Barred Windows. 5;62 
Chemical Smoke. 4 46 
Closed Wester Main Valves. 2:22 
Dense Smoke. 1:17; 2:46; 3:18 
Elevators Stuck. 6:22 
High-Piled Stock in Windows. 3:57 
Hose Had to be Carried to Thirtieth Floor. 5:59 
Lack of Water. 4:13; 5:61; 6:61 
Nonstandard Threads on Standpipes. 3:21 
Stones in Water Main. 3:56 
Windowless Walls. 3:18 
Wires to Water Pumps Destroyed. 5:61 
Fire DerpartMENT Pumpers, Numbers Usep at Larce-Loss Fires. 
6:76 
Fire DeparTMENT RESPONSE DELAYED BY TRAIN AT Ratt Crossina. 
5:61 
Frre DepaRTMENT SERVICE OvTSIDE ITS JURISDICTION. 4:33 
Frre DEPARTMENT TRAINING Neeps, Srupy or. 6:56 
Frre DepaRTMENT TRAINING IN RESPONSIBILITIES DURING CIVIL 
DisrurBAnceEs. 6:57 
Frre Departments, Municrpat, Survey or Fire PReveNTION 
Activities. 6:38 
Fire Departments, Rurat. 2:48 
Frre Derection in OxyGEn-Enricnep ATmospH™Rres. 1:54 
Free Derection System, SATISFACTORY PERFORMANCE. 2:31, 44 
Frre Derecrion Systems, PartiaL, DeLayep Discovery. 2:44 
Fire Doors anp Accessories, Listep, Fieup IpENTIFICATION OF. 
1:76; 4:48 
Frre Doors Dip Nort Crosse. 2:45 
Free Doors, Loose-Firrine, UnsaTisrFacroryY PERFORMANCE. 2:46 
Frre Doors, Waat THe Fire MarsHat SHouLp Know apout (PANEL 
Discusston). 5:39 
Frre Drut, ScHoot, Srupents REMAINED IN Butiprna. 4:44 
Free ExtIncvuisHer Servicine, REGULATED BY SraTe Fire MARSHALS. 
1:35 
Free Fiesters Kituep 1n U.S., Canapa, 1967. 4:36 











Fire Ficnrers, Worx Srupy. 6:56 
Frre-Fientine, Water Densities UsEp tn. 6:74 
Frre Investication, Sxort Courses in. 3:64 
FIRE JOURNAL, 1967 Covers, Comments on. 1:87 
FIRE JOURNAL Ownersatp STaTeMeENT. 1:85 
Fire Liwirs, tHE Fauuacy or. 4:27 
Frre Loss Repuction — An ANALYTICAL ApprRoacn. 5:46 
Free Loss Sratistics, 1967. 5:18 
Frre Losses: 
Hong Kong, 1966-67. 3:33 
Frre Marsnars Assocration or Norra America, 1968 ANNUAL 
Meera, 5:39 
Frre MarsHats on Dury. 1:34; 2:26; 3:64; 4:28; 6:38 
Free Marssats Institute (Connecticut). 3:66 
FIREMEN ON Strike, CoMMENT oN. 2:11 
Fire at Morean Sration Post Orrice, New York Crrv. 3:20 
Frrepiace Sparks, Frre Cavsep sy. 2:14, 43 
Frre Prevention Contest, 1967 WInneE*. 2:12 
Frre Prevention Epucation, 1968 NI) Annuat Meetine Pro- 
GRAM. 5:44 
Frere Prevention Epvucation, Wat's New tn, 5:45 
Free Prevention Poster Contest, SPonsorep By Forp. 5:13 
Frre Prevention Weex, 1968, PREPARATIONS For. 5:34 
Frre Prevention Week, 1967, 1n Times Square, N.Y. 1:41 
Frre Protection Association ofr THE BAHAMAS, ORGANIZED. 5:64 
Fire Protection DEVELOPMENTS IN 1967. 2:10 
Frre Protection Drrecrory, Unrrep Kinepom. 4:30 
Frere Prorecrion ENGINEER AND Mopern Rurtpine Desten. 5:44 
Frre Protection ENGINEER AND THE TECHNOLOGY ExpLosion. 5:44 
Fire Protection ENGINEERING, APPLIED. 5:47 
Frre Prorecrion Enoineertnc, 1968 NFPA ANNUAL MEETING 
Program. 5:45 
Fire Protection ENGINEERING PRoBLEM-SoLviING, Use or RADIANT 
Enercy TRANSFER IN. 5:47 
Frre Protection Enotneers, Does Inpustry Want? 5:3, 38; 6:41 
Frre Protection, ORGANIZATION FOR. 1:24 
Frre Protection ror OxyGEn-ENRICHED-ATMOSPHERE APPLICA- 
TIONS. 1:48 
Frre Protection Program, Forp Motor Company. 5:10 
Fire Protection, Progress in Rupa. 2:48 
Frre Protection ror Rurat AREAS, FepERAL RECOMMENDATIONS 
For. 3:53 
Frre Protection System ror OxyGEen-ENRICHED ATMOSPHERES, 
CoRRESPONPENCE ON. 5:119 
Frre Pomp Faruore. 1:45 
Overhead Wires to Plant Damaged by Fire. 1:17 
Frre Pumps Inoperasie, Evecraiciry Went Orr purine Fire. 5:61 
Free Pumps, OVERCURRENT PROTECTION FoR. 1:86 
Fire Recorp or Crries, 1967. 4:35 
Fire Research and Safety Act of 1968 anp NATIONAi, BUREAU oF STAND- 
Arps, 3:3; 5:32, 48 
Frre ResearcH AND Sarety Center, Success Dspenps on How 
Funps are Usep. 5:46 
Frre-Reststive Buripines, Fires Invoivine. 6:19 
Frre Rotiers on Motion Picture Prosecrors, CoRRESPONDENCE 
on. 6:119 
Fire Sarery Leoistation, Feperay Action on. 3:53 
Frre ScHoo.s: 
Canadian Fire Investigation School. 3:67 
Fire Marshals Institute (Connecticut). 3:66 
Florida Fire College. 3:65 
Gravenhurst Fire College (Ontario). 3:66 
North Carolina. 3:6 
Texas Fire School. 3:65 
Free Service, For rue. 2:81; 3:62; 4:31; 6:56 
Frre Service Forum, 1968 NFPA Annva.t Meertina, 5:47 
Free Service Operations «in Nuciear Disasters, ANALYTICAL 
Srupy or. 5:46 
Free Service, Tae — A Rove in Socta, WeLFrarze? 4:28 
Frre Service Traine, Vinto Tare Equipment Usep To Fium. 4:31 
Frre Spreap By PropyLene Carperina. 6:24 
Frere Sratistics: TRENps tn 11 Counrnries. 6:64 
FrrRestoprine BENgEATH WHARF Deck Not Martntarnep. 3:58 
Free Tesr Facruities at FM. 6:27 
Free Tests: 
High-Expansion Foam. 6;32 
Large-Scale Tests of FM Research Center. 5:49 
Palletized Storage. 6:29 
Polyethylene Fuel Tanks. 6:13 
Spontaneous Heating of Perthane. 2:9 
Sprinklers over Deep-Fat Fryers. 5:52 
Sprinklers over High-Piled Storage. 6:30 
Stored Pallets. 6:28 
Urethane Foam Storage. 6:30 
Fire Truck, Spectau Trres ror Desert Operations. 4:32 
Fire Trucks, SmMaui, ror Use in Inpustrriat Buripinas. 2:54 
Fixe Watt, Damacep By Expiostion. 3:6 
Fire WALL, Unparaperep, Fire SPREAD BEYOND. 1:44 
Fire Watts, Errective. 1-16 
Frre Watts, Lack or, Fire SPREAD Faecvor. 3:57 
Fire-Warnine Sysrem ror THe Home. 2:32 





Frreworss, Crass C, Exemprep rrom Federal Hazardous Substances 
Labeling Act. 3:53 
Frreworks, THE Case ror ConTrot. 5:44 
Frreworks Catitep “REASONABLY INNoCUOUS” BY FDA. 6:78 
Frreworks Controt, FMA Reso.ution on. 5:40 
Frreworxs Dispiay, Fatarrry Cavusep Br: 
Sandusky, Ohio, June 19, 1968. 6:61 
Frreworss, Errect or Child Protection Act on. 5:44 
Frreworss, 1967 Free Losses rrom. 5:19 
Frreworxs Hazarp, FDA’s Fatture to Recocnize. 6:77 
Frreworxs, Matt Ornper Kits. 5:24, 44 
Frreworxs Recuiation tn CanapbA, 2:26 
Frreworxs Recuiation sy Strate Frre MarsHats. 1:34 
Frreworks, Symposium on. 5:44 
Frreworks, THe FDA anp. 5:44 
Frees AND Fire Losses Ciassir1ep, 1967. 5:18 
Firzs, Frre Losses, U.S., Canapran Crites, 1967. 4:38 
Fiscner. Matcoitm E., Appress to 1968 NFPA Annuat MEETING. 
5:39 
FLAMMABILITY oF Arrcrart Fue ts. 5:36 
FLAMMABILITY RANGE: 
Effect of Oxygen Concentration on. 1:51 
Effect of Pressure on. 1:51 
Effect of Temperature on. 1:51 
FLAMMABLE Liquips, Frres CAvsED By oR INVOLVING, 1967. 19 
FLAMMABLE Liquips, Fires anp Expiostons INVOLVING: 
Acetone. 1:45 
Aircraft Fuels. 5:36 
Benzene. 1:45 
t-Butyl Hydroperoxide. 5:62 
Distillate. 4:30 
Gasoline. 1:43, 46; 2:45; 3:58; 6:44, 60 
Gasoline inside Camper. 3:56 
Gasoline on Floor. 6:62 
Gasoline Spill. 4:44 
Gasoline Used for Dry Cleaning. 6:59 
Hexane. 5:60 
Jet Fuel. 3:55 
JP-5 (Kerosine) Fuel. 6:46 
Lacquer. 2:45 
Oil Film on Floor. 6:62 
Petroleum Hydrocarbon Vapors, Potential Hazard at Dance. 5:62 
Residual Fuel Oil. 3:58 
Slop Oil. 5:110 
Vinylidene Chloride. 1:37 
FLAMMABLE Liqutps Fire 1n A Smaut Town. 6:44 
FLAMMABLE Liquips TANK, Exposition or. 4:30 
FLAMMABLE Liquips, TRAINING EMPLOYEES IN THE HANDLING AND 
Use or. 5:38 
FLAMMABLE Vapors In Foqg Macutne, Hazarps or. 5:62 
Firnt, Mics., Horer, Aue. 11, 1963. 3:27 
Fioriwa Fire Couiece. 3:¢6 
Foor Sy. rems, Concrets, Destcnine ror Frere Resistance. 5:47 
Fiow Caaracteristics or Copper Sprinkiter Conpucrtors. 5:45 
Fiytne Branps, Fraes Causep Br. 2:5; 5:60 
Foam (Foe-Foam) System on Carrier Forrestal. 6:46 
Foam, Hieu-Expansion, Errects of Comspustion Propucts on. 6:32 
Foam, Hies-Expansion, Usep on Orn Tank Fre. 3:58 
Foam Prorection on Ou. TAnxs, Damacep By Exprioston. 5:111 
Foam Russer-Processtne PLANT, Fire In: 
Somerville, Mass., March 4, 1968. 5:60 
Foam, Sympostum on. 5:42 
Forut, Joun M., Appress to 1968 NFPA Annuat Meetina. 5:45 
Foorsa.t AND Sports Grounps, Sarery ror. 3:34 
Forp Moror Company's Fire Protection Program at Pico Rivera. 
5:10 
Forest Fires, Inrrarep Mapptne or. 3:38 
Forest Frres. 1967 Lossxs. 5:21 
Forrestal Diss ster, THE Navy's Response TO. 5:37 
Forrestal Dis,cver, Navy's RESPONSE TO THE, Means FUTURE 
Carrier Surviva' ILiry rrom Fire. 6:46 
Fort Wiri1r1am Henry Resroration, Fire Invoivine. 2:44 
Fort Worrn, Tex., Mera, Contarner-Mra., June 17, 1968. 6:62 
41 Kiiuep rn Exproston, 5:5 
Fow ter, E. W. 4:75 
Address at 1968 NFPA Annual Meeting. 5:36 
France, Survey or Fire Services. 1:40 
Fraternity Houses, Frres Invotvine: 
Durham, N.H., June 22, 1964. 4:13 
Philadelphia, Pa., Dec. 10, 1967. 4:5, 16 
Stillwater, Okla., Jan. 7, 1963. 4:43 
¥reieut SHeps, Fire Invoivine: 
Boston, Mass., May 14, 1968. 6:59 
Friction ar BeaninG, Frae Causep By. 4:45 
Friction, Frre Causep By, 1:37 
Frott-Packine Puan, Fire 1n.: 
Elfers, Fla., March 4, 1966. 3:24 
Fue. Tanks, Piastic, Tests or, 6:13 
Futton, Rear Apmrrat R. B., Appress at 1968 NFPA ANNUAL 
Meertine. 5:36 
Furnace Frurer, Croeeep, Fire Causep By. 3:56 
Fururs, Toward THE, wita THE NFPA. 4:73 
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Gamster, Onto, Cottece Dormrrory, Fes. 27, 1949. 4:15 
Garace, Truck Repatr, Fire in: 
Chehalis, Wash., Sept. 26, 1967. 2:46 
Gas Expioston, Atianta, Ga., Dec, 21, 1967. 4:23 
Gas Expioston Hazarps, CORRESPONDENCE ON. 6:119 
Gasxii1, James R. 5:49 
Gas, LP-, Reautatep By State Frre Manrsnatzs. 1:34 
Gas-MANUFACTURING PLant, Frre INVOLVING: 
Dayton, Ohio, Sept. 8, 1967. 1:45 
Gas, Naturat, Preecine Sarery Acr. 3:53 
Gases, Frres AnD Expiostons INVOLVING: 4:23 
Acetylene. 1:45 
Ammonia Cylinders. 2:6 
Carbon Monoxide, Fatalities Caused by. 3:98 
Chlorine Released during Fire. 4:45 
Isobutane. 3:8 
LP-Gas. 2:46; 3:56 
Methane. 2:45; 3:58; 4:23 
Natural Gas. 5:9, 59 
Propane. 2:11 
Propane Leak, No Ignition. 4:24 
Gasourne In Butiprne, Fire Invotvine 4:45 
GaAsOLINE InsIDE CampPER, Fire Invotvine. 3:56 
GASOLINE AND THE ConsTITUTION. 6:108 
Gasourne, Frres Invotvina. 1:43; 2:45 
Fatalities Caused by. 1:46; 6:59 
Gasoutine Service Stations, Seir-Service, Rerort or Srupy 
Commirres on. 5:40 
Gasoutne Sprit, Spectators BURNED IN FiasH Fire. 4:44 
Gasouine TANK ON Front or Car, Frre Invotvine: 
Following Collision. 1:43 
Gasoutne Usep ror Dry CLEeantna, Fazar Fire Causep Br. 6:59 
Gavupet, Rosert E. 1:15 
Germany, Fire Researcs in. 1:40 
Geyer, Groroz, Appress To 1968 NFPA Annvuat Meetina. 5:42 
Goonan, THomas E., Appress To 1968 NFPA Annuat Meerine. 5:45 
Gore, J. R., Jn., Appress To 1968 NFPA Annuat Meertna. 5:39 
Grasowsk!, Groree J. 1:21 
Gran Dust Expiostion. 3:57 
Grain Evevator, Free tn: 
Ortonville, Minn., Aug. 14, 1967. 3:57 
Gratin Evevator, TERMINAL, Frre Invoivine: 
ur. Shakopee, Minn., Aug. 11, 1967. 2:44 
Granp Lepeeg, Mics., Dormrrory, Oct. 1, 1967. 2:44 
Grant, Ropert W. 1:36; 2:27; 3:67; 4:29 
Address to 1968 NFPA Annual Meeting. 5:45 
Travels. 3:51 
Gravennourst Fire Cotuece (OntTARIO). 3:66 
Grease Fru.ter, UL-Listep. 3:102 
Greenvitte, 8.C., APARTMENTS, Dec. 3, 1967. 3:56 
Grounpine, ELecrricaL, ror Arrcrart. 3:110 
Gunrpowper tn Store, Fatat Exprosion or. 5:5 
Gusrarerro, ARMAND, Appress To 1968 NFPA Annvuat MEETING. 
5:47 


H 


Harrspray, Factor ix Far. 

Hausteap, Epwarp Grey, oe = © HYPA Boarp or Drrecrors. 
5:36 

Hampton, Vs., APARTMENT Houses, Ava. 26, 1965. 3:26 

Hanpicaprep Propie, Aips ror TELEPHONING EmercEncy ALARMS. 
5:39 

Hanntpar, Mo., EvectricaL APPLIANCE AsseMBLY PLANT, May 19, 
1965. 3:26 

Harvey, R. A., Appress To 1968 NFPA Annvuai Muerina. 5:42 

Harvem, Monrt., Scnoon, Fes. 26, 1968. 4:44 

Hawrtsnorne, N.J., Caemicat Prant (Stance Facrory), Fes. 17, 
1967 (11 killed). 2:10; 3:6 

Hazarpovus Cuemica.s, STORAGE or, CORRESPONDENCE ON. 6:119 

Hazarpovs Locations, Crass I, Lignutine Frxrures in. 6:52 

Hazarpovs Locations, ELectricat EquipMENT For. 1:32 

Hazarpovus Locations, Wrrine in. 2:52; 3:40; 4:45 

Hazardous Substances Labeling Act, FeEpERAL, AMENDMENT TO EXEMPTS 
Crass C Frreworxs. 6:77 

Heat Derectors, Types or. 2:33 

Heater, Gas-Frrep, Cetnine-Suspenpep, Fire Causep By. 2:46 

Heater ror Swimmine Poor, Manruncrion Causes CARBON 
Monoxiwe Porsontna. 3:98 

Heatine anp Cooxine Equipment, Fires Causep BY: 

Boiler. 3:57 


Gas-Fired Water Heaters. 3:56; 6:59 
Oil-Fired Water Heater. 3:6 
Portable Electric Heater. 3:57 





Room Heater. 6:45 
Wood-Burning Stove. 3:57 y 
Heatine anp Cooxine Equipment, Frres Causep By, 1967. 5:19 ; 
Hepitunp, C. F., Comments on OvercuRRENT PROTECTION FOR i 
Frre Pumps. 4:36 u 
Hetent or FLAMES ABOVE A Roor, Hazarp or. 3:24 
Hevena, Monv., Horer, Marca 14, 1968. 4:43 
Heuicoprers, Fuetine on Roorrop Heiirorts Discovragep. 1:19 
Heliport Design Guide, FAA Apvisory Crrcunar. 1:19 
Hewirorts: 
Construction. 1:18 
Egress from. 1:18 
Fire Protection for. 1:18 
Henperson, Nev., Cuemican Pant, Sepr. 15, 1967. 1:45 
Henry, L. E., Etecrep To NFPA Boarp or Drrecrors. 5:36 
Hexane, Frre anp Exposition Invotvina. 5:60 
Hrsernta Bank Bui.pine Fire, New Orveans, La., JAN. 8, 1966. 6:3 
Hicxes, Wiis F. 2:15 
Hicxey, Harry E., Appress ro 1968 NFPA AnnuaL Meettna, 5:47 
Hieu-ExPaNnsion Foam. 6:32. See also Foam, High-Expansion 
Hieu-Expansion Foam, Errects or Compustion Propucts on. 5:49 
Hieu-Expansion Foam ror Saipsoarp Frre Protection. 5:37 
Hieu-Expansion Foam, Unsuccessrut tn Fientine Frre, AREA 
Too Wine. 3:58 
Hieu-Pitep Stock near Heater, Fire Cavsep By. 2:46 
Hieu-Pinep Srock anp Partitions Hamper Fire DEPARTMENT 
Opzrations. 3:57 
Hiex-Rise Burupines, SPRINKLER Protection ror. 5:48; 6:3 
Hies-Risz Buripines, Two Masor Fire Protection Propiems IN, 
So.vep By Sprinkiers. 6:3 
Hiex Scsoot Dance, Hazarpovus Decorations at, IMpounpDED. 5:62 
Hieu-Sprep ProrTectioN FOR PERSONNEL IN OxyYGEN-ENRICHED 
ATMOSPHERES, CORRESPONDENCE ON. 2:33; 5:119 
Hixpesranp, C. H., Jn., Appress To 1968 NFPA AnnuaL MEETING. 
5:47 
Hill-Burton Act RecuuatTions on EssenriaL Exectrica, SysTems. 
6:111 
Hits, Capr. 8. P., Appress at 1968 NFPA AnnvaL Meetine. 5:36 
Hopepon, Franx E. 1:10 
Houianp, Mics., Appiiance-Mr@., June 15, 1968. 6:62 
Howianp, Survey or Fire Services. 1:40 
Hotyoxe, Mass., Contec, Jan. 4, 1968. 4:44 
wr. Hotyroxe, Mass., Computer Center, Oct. 26, 1967. 2:46 
Home, Avromatic Fire DeTecrion For THE, 2:32 
Home ror THE AGED, Fire 1n.: 
West Allis, Wisc., Aug. 14, 1967. 1:43 
Homemape Exp.ostves, Inctpents Invouviwe. 5:24, 28, 68 
Hone Kona, 1966-67 Fire Losszs. 3:33 
Hono.ivtv, Hawan, Arrcrart, Nov. 21, 1967. 3:55 
Hose Streams Usep at Larce-Loss Frres, 1967. 6:107 
Hosrrrau Essentiat Exvectrricay Systems, EvALvATIon or. 6:111 
Hosrrrau (MENTAL), Frre IN: 
Las Vegas, N.M., Sept. 21, 1967. 1:5 
Hosrrrat Personne, ConTINUING Fire Prorection EDUCATION FOR. 
3:68 
Hor Box, Frre Causep sy. 1:37 
Hore: Frres: 
Champaign, Ill., Oct. 27, 1967. 2:43 
Ellensburg, Wash., Oct. 24, 1967. 2:44 
Flint, Mich., Aug. 11, 1963. 3:27 
Helena, Mont. March 14, 1968. 4:43 
Jacksonville, Fla., Dec. 29, 1963 (22 killed). 6:5 
Montreal, P.Q., Dec. 30, 1967. 3:15 
San Francisco, Calif., Dec. 13, 1967. 3:56 
Hore:s, Resort, Fire Recorp or. 2:28 
Horets, Resort, Fires in: : 
Atlantic City, N.J., Nov. 18, 1963. 2:31 
Callicoon Twp., N.Y., June 6, 1963, 2:31 
nr. Ellensville, N.Y., Feb. 10, 1963. 2:31 
Lakewood, N.J., March 28, 1967. 2:29 
Parksville, N.Y., Aug. 11, 1965. 2:29,31 
Hureminson, Kans., Furnirure Srore, Ava. 29, 1967. 2:46 
Hyprant Dertcrencizs at Laree-Lous Frnes. 6:75 
Hyprocen Cuioripe, Errecr on Hies-Expanston Foam GeENnER- 
ATION. 6:32 
HYDROGEN “.xPLOSION, SUPPRESSION OF. 1:23 
Hypersaric ArmospHeres, Fire Prorecrion in. 1:48. See also 
Ozxygen-Enriched Atmospheres 
Hyposaric Armosruerses, Fire Protection in. 1:48 
Hyrosaric CuamBers, Fire Prorection ror PERSONNEL IN. 2:23. 
See also Oxygen-Enriched Atmospheres 
Hyposaric CaamBenrs, Fires Invoivina. 2:23 


I 


IAFC, How !r Views rue Crvi Distursance Propiem. 5:48 

IAFF anv THE Sratxe Question. 5:48 

Iaenttion or ALPHA CELLULOSE AND CorruN Fasrics sy Fiame 
RaDIATION. ee 

Ientt1Ion Engeeor IN GEN-ENRICRED ATMOSPHERES. 1:49 


























Inurnots InstirvTe or TecHNno.oey, Fire Protection ENGINgERING 
Course. 6:42 
Incenprary Propiem, THe. 5:39 
Incenprary (Suspicious) Fires. 1:5; 2:22, 44; 3:6, 55, 57; 4:6, 15, 16, 
43; 5:59, 62; 6:21, 62 
1967 Losses. 5:18, 19 
Inpra, Fire Services in. 2:30 
InpusrrtaL Frre Bricapr, Western Execrric Co., BALTIMORE 
Works. 2:54 
InpusTRIAL Fire Bricapes, Forp’s Prooram ror. 5:11 
InpusTRIAL Fire Propitems ExcHanace. 2:54 
InpusTRIAL Fire Protection Procram, A Berrer Ipea ror An. 5:38 
InpusTriaL Frre Prorection Program or Foro Motor Company. 
5:10 
InpusTRIAL Frre Protection Section, NFPA: 
Annual Meeting of. 5:37 
Reports of Officers, 1968. 5:37 
InpusTRiaL Occupanctes, 1967 Frere Losses mv. 5:20 
InpusTRIAL OPERATIONS DURING CivIL DisTuRBANCES. 5:38; 6:14 
InpustRiIaL Lirr Truck, Fire Causep sr. 4:45 
InpusTRIAL PLANTs, PRoTECTION AGAINST Riot Fires. 6:17 
InpusTRIAL PLANtTs, VULNERABILITY OF TO Riot Frees. 6:17 
InpustTaiat Truck, Frre Causep By. 4:45 
Inpustry, Dors Ir Want Fire Protection Enorneers? 5:38; 6:41 
Inrormation Councit on Faspric FLAMMABILITY. 3:51 
INFRARED WILDFIRE Maprtna. 3:38 
Inns. See Hotels, Resort 
Insecticipe, Spontaneous Heatine or. 2:5 
Inspections, Fire DEPARTMENT, Survey or. 6:38 
InstrTuTionaL Occupanctes, 1967 Frre Losses 1n. 5:20 
Instrument Soctety or America STANDARD ON INTRINSIC SAFETY. 
2:16 
InsuLaTion Batts, Paper Covertne Ienrrep. 3:21, 56 
InsuLATION on Cases, Potyvinyt Catoripg, Fire Invoivine. 2:46 
InsuLaTiIon, ComBusTIBLe, Fires Spreap sy: 1:9, 44; 3:57; 4:16 
Insvu.ation, Paper-Coverep, Fine Spreap sy. 2:43, 46 
Inrertor Finisnes, CoMBUSTIBLE, Frres Spreap By. 2:44; 6:6 
Acoustical Wall Covering. 6:66 
Fiberboard Ceiling Tiles. 1:8; 4:6 
Fiberboard Wall Paneling. 3:57 
Flame-Resistant Wood Paneling. 3:18 
Plywood Paneling. 4:6 
Wood Paneling. 5:62; 6:8 
INTERNATIONAL AssocIATION oF Exectrrica, Inspectors, ANNUAL 
Srupy or Evecrricay Frees. 6:65 
INTERNATIONAL ELECTROTECHNICAL COMMISSION, THE. 2:17 
INTERNATIONAL Fire Caters’ AssocraTIon or Asta. 1:40 
INTERNATIONAL Fire Protection Seminar, Tutrp. 5:64 
INTERNATIONAL Frre Statistics, 1967. 6:54 
Intrinsic SAFETY, TOWARD AN INTERNATIONAL STANDARD ON. 2:15 
4sSOBUTANE Gas Exptosron. 3:8 
Isoprene, Expirostonproor ExvecrricaL Equipment ror. 4:11 
Traty, Frre Sratistics ror 1967. 6:54 
Iraty, Nationa Frre Services. 1:40 
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JACKSONVILLE, Fia., CHEMICAL WAREHOUSE, Dec. 23, 1967. 4:45 
Japan, Fire Statistics ror 1967. 6:54 
Jensen, Rotr, Appress ro 1968 NFPA Annvuat Mesrina. 5:38; 6:41 
Jer Fue, Free Invoivine. 3:55 
JOHANNESBURG, Sours Arrica, Fire Department TRatntne ScHOOL 
Oven. 4:30 

JumLLeERAT, Ernest E. 1:5; 2:31; 4:12; 5:23, 24 

Address to 1968 NFPA Annual Meeting. 5:44 

Travels of. 3:52 


K 


Kansas City, Mo., Tazarer, Oct. 31, 1967. 3:58 

Karz, Ext. 6:111 

Ketcuer, Donatp J. 6:68 

arn Space Center, Fia., Space Capsute Fire, Jan. 28, 1967. 
3: 

Kenner, La., Aincrart/More:, Marca 30, 1967 (18 killed). 2:10; 3:6 

Kiwpari, Warren Y. 2:48; 6:73 

Travels. 3:52 

Kinesrton, N.C., Srorace Butipina, Nov. 25, 1967. 3:57 

Kors, Gzoree C., Apporntep Executive Secrerary or INDUSTRIAL 
Free Protection Section. 5:37 

Kowaut, Pavut, Appress ro 1968 NFPA AnnvaL Mezertne. 5:42 

Kruremncer, Catvert, Appress To 1968 NFPA AnnuAL MEETING. 
5:45 

i M., Avpress ro 1968 NFPA Annuat MEETING. 


L 


Lasoratory, Cottece, Reszarcu, Fine anp Exposition IN: 
Cambridge, Mass., March 19, 1968. 5:62 
LasoratTory Rerricerator Desicnep sy Nationa INSTITUTES OF 
Heaurn. 3:13 


LaBoraTory, RESEARCH AND DEVELOPMENT, Fire AND EXPLosion 
INVOLVING: 
Merwin, Pa., Jon. 19, 1968. 4:46 
LasoraTory, ScHoo., ExPLosion In: 
Miami, Fila., Dec. 1, 1967. 3:58 
Lacquer, Frre Invorvine, 2:45 
Laxe Cuanues, La., Rertwery, Ava. 8, 1967 (7 killed). 2:11; 3:8 
Laxe Georas, N.Y.. Museum, Sepr. 17, 1967. 2:44 
Laxewoop, N.J., Resort Horer, Marcu 28, 1967. 2:29 
Lams, Paut C., Appress at 1968 NFPA Annvat Meerine, 5:35 
Lamberts, Ont., Mostte Home-Mre. Piant, Ave. 29, 1967. 1:45 
Lanstne, Mics., Dwe.iiine, Dec. 30, 1967. 3:56 
Laree-Loss Fires, Controt or. 6:73 
Larce-Loss-or-Lire Frres (10 or more killed): 
Atlantic City, N.J. (Surfside Hotel), Nov. 18, 1963 (25). 2:31 
Berrydale, Fla. (Prison Barracks), July 16, 1967 (39). 2:10; 3:6 
nr. Blossburg, Pa. (Aircraft), June 23, 1967 ($4). 2:10 
Brooklyn, N.Y., Apartment, Jan. 9, 1968 (73). 4:44 
Brussels, Belgium (I'Innovation Department Store), May 22, 
1967 (325 +). 6:8 
Hawthorne, N.J. (Starch Factory), Feb. 17, 1967 (11). 2:10; 3:6 
Jacksonville, Fla. (Hotel Roosevelt), Dec. 29, 1963 (22). 6:5 
Kenner, La. (Aircraft/Motel), March 30, 1967 (19). 2:10 
La Sarre, Quebec (Apartment Building), Dec. 16, 1967 (13). 3:6 
Mexico City, Mexico (Gasoline Tank Truck), Feb. 26, 1968 (34). 


4:44 

Montgomery, Ala. (Dale’s Penthouse Restaurant), Feb. 7, 1967 
(26). 6:7 

Richmond, Ind. (Gunpowder Explosion in Store), April 6, 1968 
(41). 5:5 


Shrewsbury, England (Mental Hospital), Feb. 24, 1968 (24). 5:62 
Texarkana, Tex. (Munitions Plant), Feb. 15, 1967 (11). 2:10 
Turon, Spain (Coal Mine), Aug. 14, 1967 (17). 2:45 
off Vietnam (U.S.S. Forrestal), July 29, 1967 (131). 2:10; 6:46 
LarGe-Loss-or-Lire Frres, 1967. 3:5, 6 
Larce Property Damace ¥rnes, 1967. 3:5, 7 
La Sarre, Quesec, Apartments. Dec. 16, 1967 (13 killed). 3:6 
Las Cruces, N.M., Dravesrore, Oct. 22, 1967. 3:58 
Las Vecas, N.M., Menta Hosprrat, Serr. 21, 1967. 1:5 
Lawn Mower Moror, Gasoutne IonirTep Br. 1:46 
Leacu, Joun R. 3:13 : 
Leap-Acip Batrertes, Rooms ror CHARGING, VENTING oF. 4:87. 
Correspondence on. 5:119 : 
Lepovux, Epwarp F. 2:23 
Lez, Wa.TerR R., Appress To 1968 NFPA Annvat Meetine. 5:41 
Leese, A. 3:34 
LETTERS TO THE ASSOCIATION. 1:86; 2:86; 3:109; 4:85; 5:119; 6:119 
Lewistown, Pa., Sto, June 1, 1968. 6:62 
Lextncton, Ky., Cottece Dormrrory, Jan. 24, 1956. 4:13 
Lire Sarety, Dweiiine Desien ror, Eprrorta.. 2:3 
LicutTsu.s, Cause or Farat Free. 2:43 
Ligurer ror CuarcoaL, Evecrric, Fire Causep By. 6:59 
Licatine Fixtures tx Crass I Hazarpovs Locations. 6:52 
Lrentntine, Fire Cavusep sy. 2:31 
Lrentimine, Fires Causep sy, 1967. 5:19 
Lieut Smart, Free Spreap vr. 4:7 
“Licgat Water” Usep tn Sarppoarp Fire-Fientine. 6:48 
Liorp, Ricuarp, Mape C#arrmman, National Electrical Code Com- 
MITTEE. 5:43 
Locan, Uran, Cottece Dormrrory, Ocr. 26, 1967. 2:44 
Lonvon, Eneuanp, Atrcrarr Crasx-Fire, Jury 5, 1968. 6:60 
Lone Beacs, Catir., More, unpErR Construction, Marcu 15, 1968. 
5:59 
Loneview, Wasn., Dweiine, Dec. 20, 1967. 3:57 
nr. Loneview, WasH., Prer anp ALUmMINUM-PROocEssING PLANT, 
Aprit 30, 1968. 5:61 
Looxtne at Frre Hazanrps. 3:24; 5:23 
Los Aros Hinus, Cautr., Dweiiina, Nov. 3, 1967. 2:43 
Los Anceres Crry Fre Deparrment, Compurertzep ComMUNI- 
CaTIoNs, 3:43 
Los Anceues, Cauir., Orrice Bipc., Jan. 28, 1966. 6:7 
Losses From Fire, INTERNATIONAL Sratistics ror 1967. 6:54 
Losses, Free, U.S., 1967. 2:10 
Lowper, Eart J., Appress ro 1968 NFPA Annuat Meertina. 5:10, 38 
LP-Gas Frag. 3:56 
LP-Gas (Propane), Lzax Invotvine. 4:24 
LP-Gas, Reeviatep By Stare Free Marsnats. 1:34 
LumBeER AND Mitiuwork Pant, Frere im: 
Oswald, Calif., April 20, 1968. 5:61 
Lyons, Paut R. 2:81; 3:63; 4:32; 6:57 
Travels. 3:52 


M 


MacCurcueon, 8. M., ELecrep To NFPA Boaxp or Directors. 5:36 
Macaztnes, Encuosep, ry Morton Picture Prosecrors, Corre- 
SPONDENCE on. 6:119 
Maenestum Dust, Expiosion Invo.vine. 1:46 
Macnestum-Processine PLant, Free i: 
Essex, Conn., June 2, 1967. 1:46 
Ma Oxver Exp.ostves ror CuiupRen. 5:24 











Mayor Fires or 1967, THE. 3:5 
Martewoop, Mrinn., DeparTMENT Store, Ava. 28, 1967. 1:44 
Martine TERMINAL WAREHOUSE, Frre INVOLVING: 
San Francisco, Calif., Oct. 3, 1967. 1:43 
Mart, STaney B., Appress To 1968 NFPA Annvuat Meetina. 5:46 
Mason, Haypen. 1:82; 3:106; 4:79; 5:113 
Marrocks, Eimer O., Erecrep Vice-Presipent or NFPA. 5:15 
Maywoop, Iuu., Caemicat Pant, Apriz 30, 1968. 5:60 
McApams, W. A., Erecrep ro NFPA Boarp or Directors. 5:36 
McCrianazan, Don. 3:62 
McCuarran, Wriitam H., SFPE Executive Committe, 1968-69. 
5:43 
McGuuturvrayr, Donan I., Appress To 1968 NFPA AnnuaL MEETING. 
5:39 
McKrynon, Gorpon P., Report on Rartroap Secrion at 1968 
NFPA Annvat Meetine. 5:40, 41 
Menta Hosprtat, Frre INvoLvING: 
Shrewsbury, Eng., Feb. 24, 1968. 5:62 
Merwin, Pa., Research anp DeveLopmEeNT Laboratory, JAN. 19, 
1968. 4:46 
Mera ContTaIneR-MANUFACTURING PLANT, Fire at: 
Fort Worth, Tex., June 17, 1968. 6:62 
Mersane Gas Frees anp Expuosions. 2:45; 3:7, 58 
Metz, Lovuts F., Appress at 1968 NFPA AnwuaL Meerina. 5:38; 6:14 
Mexico Crry, Mextco, Gasouine Sprux, Fes. 26, 1968. 4:44 
Mexico Crry, Mexico, Orrice Buripine, Dec. , 1964, 6:7 
Miami, Fxia., Motor Camper, JUNE 28, 1967. 2:45 
Mriamt, Fua., PortaBLe CarproGraps Equipment. 2:81 
Mramt, Fua., Scuoot Laporatory, Dec. 1, 1967. 3:58 
Mrier, Carr. R. T., Appress at 1968 NFPA Awnvuat Meetine. 5:36 
Mitwavuxes, Wisc., Gas Station, Juty 21, 1968, 6:61 
Mosire Home-MANUFACTURING PLANT, Fire IN: 
Lambeth, Ont., Aug. 29, 1967. 1:45 
Mostrte Homes, Frres Invoivine: 
Colfax, N.C., Sept. 24, 1967. 1:46 
Miami, Fla. (Motor Camper), June 28, 1967. 2:45 
Rainbow Lake, Alta. (Complex), Nov. 7, 1967. 3:57 
Monrerey, Cautr., Vacant Cannery, Dec. 24, 1967. 3:55 
Montreal, P.Q., Hore: (CaAreav Cuampiatn), Dec. 30, 1967. 3:15 
Monrreat, P.Q., Restaurant, Dec. 30, 1967. 3:15 
Morean, Cuanues S., Appornrep NFPA Genera Manacer. 5:15 
Travels. 3:49 
On Board of American Boat and Yacht Council. 3:49 
Moscow, Ipano, Cottece Dorm., May 15, 1958. 4:15, 16 
Moret, Carson Monoxipe From Heater in, Causes Deatus. 3:99 
More. UNDER ConsTRucTION, Fire IN: 
Long Beach, Calif., March 15, 1968. 5:59 
More Fire: 
East Glacier, Monrt., July 27, 1968. 6:45 
Moret, Frre Invotvine FotLowi1nG AIRPLANE CRASH: 
Kenner, La., March 30, 1967 (19 killed). 2:10; 3:6 
Moror, Dust-IanttionProor, Dust IenrTEp By. 2:. t 
Morors, Execrric, Hazarpous Location Crirerta. 1:32 
Mou ron, Roserr 8. 4:26 
Mount Cremens, Mics., Truck, Sepr. 18, 1967. 1:43 
Movuntan View, Cauir., APARTMENTS, JuNE 13, 1965, and June 10, 
1968. 6:59 
Mottteve-Deats Fires, 1967. 3:5 
Mowntrions PLant, ExpLosion AT: 
Texarkana, Tex., Feb. 15, 1967 (11 killed). 2:10; 3:6 
Museum, Fire Invotvine: 
Lake George, N.Y., Sept. 17, 1967. 2:44 
Mvuaxecon, Micu., Homemape Boas, Ave. 21, 1967. 1:46 


N 


NasHvitie, Tenn., APARTMENT House, Aprit 5, 1968. 6:24 

Nata, B.C., Coat Minz, Apriz 3, 1967 (16 killed). 3:7 

NationaL Bureau or STANDARDS AND Fire Research and Safety Act 
of 1968. 5:32, 48 

NationaL Commission ON Propuct Sarery. 2:12 

Appointment of Authorized by Congress. 3:53 

NationaL Foam System, Inc., Tests or Insipze Arr ror Hian- 
Expansion Foam. 6:32 

Nationa Fver Gas Copz, NFPA Co-sponsorsuip AuTHORIZED. 5:16 

Nationa, Institutes or Hears, Lasoratory REFRIGERATOR 
Prosecr. 3:13 

Narvurat Gas Exprostion. 5:9 

Navy Day at 1968 NFPA Annuat Meetine. 5:36 

Navy's Response TO THE Forrestal Disaster. 5:37; 6:46 

NEC anv You, Tue. 1:32; 2:52; 3:40; 4:34; 5:65; 6:52 

Nevson, Haroxp E., Appress To 1968 NFPA Annuat Meerine. 5:47 

Nereercanps, Frre Sratistics ror 1967. 6:54 

New Ausany, Inp., Piywoop-Coatine Priant, Sept. 8, 1967. 2:45 

New Mexico Strate Hosprrat Fine. 1:5 

New Orveans, La., Orrice Bumprne, Jan. 8, 1966. 6:3 

Newton, Mass., Fine Department Tests or Homemape Bomss. 5:25 

Newton, Mass., Homemape Bomsp Exproston, Oct. 16, 1962. 5:24 

New Yorks, N.Y., Emprre Stare Bupe.. Jan. 9, 1963. 6:9 

New York, N.Y., Orrice Burupine, Nov. 22, 1961. 6:7 

New York, N.Y., Post Orrice, Dec. 15, 1967. 3:20 

New York, N.Y., Water Cootine Tower, Dec. 4, 1962. 3:25 
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New ZEALAND, Fire Sratistics ror 1967. 6:54 
NFPA Annvat Meetine, Seventy-Seconp. 5:35 
NFPA Boanp or Directors: 
Resignation of George Wahl. 5:14 
NFPA Boarp or Drrecrors, MEETINGS or. 5:14 
Atlanta, Ga., May 19, 1968. 5:14 
Boston, Mass., June 27, 1968. 5:15 
New York, N.Y., Nov. 30, 1967. 2:37 
NFPA Boarp or Directors, Report or, 1968. 5:35 
NFPA Copgs, Manvas, Mopet Orpinances, STANDARDS: 
Adopted by Reference. 2:87 
Aircraft Rescue and Fire Fighting (No. 402), 1968 Revision. 5:54 
Aircraft Rescue and Fire Fighting Services at Airports and Heli- 
ports (No, 403), Fire Protection Needs Defined. 1:19 
Aircraft Rescue and Fire Fighting Techniques for Fire Depart- 
ments Using Conventional Fire Apparatus and Equipment 
(No. 406M), 1968 Revisions. 5:54 
Aircraft Rescue and Fire Fighting Vehicles (No. 414), 1968 Re- 
visions. 5:54 
Aviation Fuel Servicing (No. 407), 1968 Revisions. 5:53 
Basic Definitions for Use in Fire Reporting (No. 901-T), Progress 
Report on. 5:98 
— Diozide Extinguishing Systems (No. 12), 1968 Revisions. 
Care and Maintenance of Sprinkler Systems (No. 13A), 1968 Re- 
visions. 5:53 
Chimneys, Fireplaces and Venting Systems (No. 211), 1968 Re- 
visions. 5:56 
Classification of Flammability of Wearing Apparel (No. 702), 
Reconfirmed. 5:109 
Clearances for Heat-Producing Appliances (No. 89M), 1968 Re- 
vision. 5:56 
Construction and Protection of Aircraft Loading Walkways (No. 
417), 1968 Revisions. 5:53 
Construction and Protection of Piers and Wharves (No. 87), 1968 
Revision. 5:107 
Dehydrators and Dryers for Agricultural Products (No. 93 — 1961), 
Withdrawn. 5:16 
Dry Chemical Extinguishing Systems (No. 17), 1968 Revisions. 5:56 
Elevated Heliport Construction and Protection, 1968 Revisions 
(No. 418). 1:18; 5:53 
Enabling Act for the Sale and Servicing of Portable Fire Extin- 
guishers (No. 10L — T), Adoption of. 5:107 
Essential Electrical Systems for Hospitals (No. 76), Checklist for 
Compliance with. 6:111 
Explosion and Fire Protection in Plants Producing or Handling 
Magnesium Powder or Dust (No. 652), 1968 Revision. 5:56 
Fire Department Connections for Sprinkler and Standpipe Systems 
(No. 23), Withdrawn. 5:109 
Fire Doors and Windows (No. 80), 1968 Revision. 5:97 
Fire Hose (No. 196), 1968 Revision. 5:57 
Fire Protection Standards for Motor Craft (No. 302), 1968 Re- 
vision. 5:103 
Fire Protection of Vessels during Construction and under Repair 
(No. 312), 1968 Revision. 5:103 
Fire Tests of Door Assemblies (No. 252), Followed in UL Tests. 5:39 
Fire Tests for Flame-Resistant Teztiles and Films (No. 701), 
1968 Revision. 5:98 
Flammable Anesthetics (No. 56), 1968 Revision. 5:100 
Flammable and Combustible Liquids Code (No. 30), Accepted as 
Good Practice by Courts. 6:110; Requirements for Location of 
Storage Tanks. 6:55 
Flammable and Combustible Liquids Tank Trucks (No. 385), Ac- 
cepted as Good Practice by Courts. 6:110 
Flash Point Index of Trade-Name Liquids (No. 325A), New 
Edition. 1:20 . 
Foam-Water Sprinkler Systems and Foam-Water Spray Systems 
(No. 16), 1968 Revisions, 5:99 
Fumigation (No. 57), Adoption of. 5:107 
Fumigation of Grain Storage and Grain-Processing Plants (No. 
574), Withdrawn. 5:107 
Functions and Operations of a Fire Department Company (No. 4C), 
Withdrawn. 5:97 
Garages (No. 88), 1968 Revisions. 5:100 
Glossary of Terms Related to Chimneys, Gas Vents, and Heat Pro- 
ducing Appliances (No. 97M), 1968 Revision. 5:56 
— — in Fire Loss Prevention (No. 601A), 1968 Adop- 
Halogenated Fire Extinguishing Agent Systems — Halon 1301 
(No. 12A — PT), Adoption. 5:100 
Hazardous Chemicals Data (No. 49), 1968 Revisions of. 5:56 
High-Ezpansion Foam Systems (No. 11A-T), Adopted. 5:99 
Home Fire Warning Systems (No. 74), Installation Requirement 
Discussed. 2:32 
Hospital Laboratories (No. 56C-T), Adopted. 5:101 
Hyperbaric Facilities (No. 56D-T) Adopted. 5:101 
Ignition Classification (No. 903-T), Progress Report on. 5:98 
Indoor General Storage (No. 231), 1968 Revision..5:100 
Industrial Furnaces (No. 86B-T), Adopted. 5:106 
Inhalation Therapy (No. 56B), Adopted. 5:101 
Installation of Air Conditioning and Ventilating Systems (No. 90A), 
Corridors as Air Supplies in. 6:37 











Installation of Air Conditioning and Ventilating Systems (No. 
90A), 1968 Revisions. 5:50 

Installation of Centrifugal Fire Pumps (No. 20), 1968 Revision. 5:98 

Installation, Maintenance and Use of Centra! Station Protective 
Signaling Systems for Watchman, Fire Alarm and Supervisory 
Service (No. 71), 1968 Revision. 5:108 

Installation of Oil Burning Equipment (No. 31), 1968 Revision. 5:99 

Installation of Portable Fire Extinguish-rs (No. 10), 1968 Re- 
vision. 5:107 

Installation of Sprinkler Systems (No. 13), Early History. 4:75; 
1968 Revisions. 5:52 

Installation of Standpipe and Hose Systems (No. 14), 1968 Re- 
vision. 5:109 

Intrinsically Safe Process Control Equipment for Use in Hazardous 
Locations (No. 493-T), Origin of. 2:16 

Life Safety Code (No. 101), Apartment Exits. 3:60; Corridors as 
Air Supplies in. 6:37; Dwelling Recommendations. 2:40 

Lightning Protection (No. 78), 1968 Revision. 5:103 

Liquefied Hydrogen Systems at Consumer Sites (No. 50B), Adopted. 
5:101 

Maintenance and Use of Portable Fire Extinguishers (No. 10A), 
1968 Revision. 5:107 

Management of a Fire Department (No. 4B), 1968 Revision. 5:57 

Master Planning Airport Water Supply Systems for Fire Pro- 
tection (No. 419), Adopted. 5:54 

Method for Property Classification (No. 902-TR), Progress Report 
on. 5:98 

Mobile Homes (No. 501B), 1968 Revisions. 5:103 

Model Building Code (Joint Sponsorship Proposed). 2:39 

Model Fumigation Ordinance (No. 574L), Withdrawn. 5:107 

Model Rocketry (No. 41L), Official Adoption of. 5:108 

Model State Fireworks Law (No. 494L), Use by States. 6:77 

National Electrical Code (No. 70), Changes in 1968 Edition. 5:65, 
104; Crouse-Hinds Digest of Excerpts. 4:41; Intended Use of. 
2:86; Wiring Methods. 2:52 

Outside Protection (No. 24) 1968 Revision. 5:109 

Prevention of Furnace Explosions in Pulverized Coal-Fired Utility 
Boiler Furnaces (No. 85E-T), Adoption of, 5:55 

Prevention of Sulfur Fires and Explosions (No. 655), 1968 Revision. 
5:56 

Protection of Electronic Computer Systems (No. 75), 1968 Re- 
visions. 5:57 

Protection of Library Coilections from Fire (No. 910-T), Adoption 
of. 5:101 

Protection of Museum Collections from Fire (No. 911-T), Adoption 
of. 5:103 

Recommended System for the Identification of the Fire Hazurds of 
Materials (No. 704M), Revised. 5:97 

Safeguarding Aircraft Electrical System Maintenance Operations 
(No. 410A), 1968 Revision. 5:54 

Safeguarding Building Construction and Demolition Operations 

(No. 241), 1968 Revision. 5:55 

Screw Threads and Gaskets for Fire Hose Couplings (No. 194), 
1968 Revision. 5:57 

Separation Distances of Ammonium Nitrate and Blasting Agents 
from Explosives or Blasting Agents (No. 492), 1968 Adoption. 
5:56 

Smoke and Heat Venting (No. 204), 1968 Revisions. 5:55 

Specifications for Motor Fire Apparatus (No. 19), 1968 Revision. 
5:57; Rural Pumper Specifications (1928 and 1968). 2:49 

Standard Fire Report (No. 905-T), Progress Report on. 5:98 

Standard Property Inventory (No. 904-T), Progress Report on. 5:98 

Storage of Cellular Rubber and Plastic Materials (No. 231B), 
Adopted. 5:100 

Storage and Handling of Combustible Fibres (Withdrawn). 2:39 

Storage, Handling of Liquefied Petroleum Gases at Utility Gas 

Plants (No. 59), 1968 Revision. 5:100 

Type Designations, Areas of Use, Maintencnce and Operation of 
Powered Industrial Trucks (No. 505), 1968 Revision. 5:101 

The Watchman (No. 601), 1968 Revision. 5:57 

Water Cooling Towers (No. 214), 1968 Revision. 5:109 

Water Spray Systems for Fire Protection (No. 15), Tentative Re- 
vision of. 5:109 

Water Supply Systems for Rural Fire Protection (No. 25-T), 
Adoption of. 5:108 

NFPA CommiTress: 

Air Conditioning (1968 Report). 5:50; 1968 Report Upheld. 5:17 

Aircraft Rescue and Fire Fighting: 
J. J. Brenneman Becomes Chairman. 5:41; R. C. Byrus Resigns 
Chairmanship. 5:41, 54 

Automatic Sprinklers (Early History). 4:75; 1968 Report. 5:52 

Aviation (1968 Report). 5:53 

Boiler-Furnace Explosions (1968 Report). 5:55 

Building Construction (1968 Report). 5:55 

Carbon Dioxide (1968 Report). 5:55 

Chemicals and Explosives (1968 Report). 5:56 
Sectional Comm. on Electrical Equipment in Chemical At- 
mospheres (Proposal to Test Flammable Atmospheres for 
Classification in Groups of Hazardous Locaticns). 4:8 

Chimneys and Heating Equipment (1968 Report). 5:56 

Dehydrators and Dryers, Discharged. 5:18 

Dry Chemical Extinguishing Systems (1968 Report). 5:56 


ll 





Dust Explosion Hazards (1968 Report). 5:56 
Electrical Equipment Maintenance (Established). 5:16 
Electronic Computer Systems (1968 Report). 5:57 
Fiber Storage (Disbanded). 2:39 
Fire Brigades and Guard Services (1968 Report). 5:57; Name 
Changed to Loss Prevention Procedures and Practices. 5:16 
Fire Department Equipment (1968 Report). 5:57 
Fire Department Organization (1968 Report). 5:57 
Fire Doors and Windows, 1968 Report. 5:97 
Fire Hazards of Materials (1968 Progress Report). 5:97 
Fire Pumps (1968 Report). 5:98 
Fire Reporting (1968 Progress Report). 5:98 
Fire Tests (1968 Report). 5:98 
Flammable Liquids (1968 Report). 5:99 
Foam, 1968 Report. 5:99 
Foam-Water Sprinklers, 1968 Report. 5:99 
Fuel Gases (1968 Report). 5:100 
Garages (1968 Report). 5:100 
General Storage (1968 Report). 5:100; Board Action on Pro- 
cedural Oversight. 5:14 
Halogenated Fire Extinguishing Agent Systems (1968 Report). 
5:100 
Hospitals (1968 Report). 5:100 
Industrial and Medical Gases (1968 Report). 5:101 
Industrial Trucks (1968 Report), 5:101 
Libraries, Museums, Historic Buildings (1968 Report). 5:101 
Lightning Protection (1968 Report). 5:103 
Liquefied Natural Gas (Established). 5:16 
Loss Prevention Procedures and Practices (Changed to Fire 
Brigades and Guard Services). 5:16 
Marine Fire Protection. 5:103 
Mobile Homes and Travel Trailers (1968 Report). 5:103 
National Electrical Code: 
R. Lloyd Appointed Chairman. 2:39; 5:43; B. Whitaker Retires 
as Chairman. 2:39; 5:43 (1968 Report). 5:104 
Nominating Committee (1968 Report). 5:36 
Ovens and Furnaces (1968 Report). 5:106 
Pest Control Operations (1968 Report). 5:107 
Piers and Wharves. 5:107 
Portable Fire Extinguishers (1968 Report). 5:107; Board Action 
on Request to Skip Tentative Adoption Status of a Report. 5:14 
Protective Equipment for Fire Fighters (Scope Changed). 5:16 
Pyrotechnics (1968 Report). 5:108 
Rack Storage of Materials (Established). 5:16 
Rural Fire Protection and Prevention (1968 Report). 5:108 
Safety to Life, Sec. Comm. on Exits and Exitways Name Changed 
to Sec. Comm. on Means of Egress. 5:16 : 
Signaling Systems (1968 Report). 5:108 
Standpipes and Outside Protection (1968 Report). 5:109 
Water Cooling Towers, 1968 Report. 5:109 
Water Spray Fixed Systems (1968 Report). 5:109 
Wearing Apparel (1968 Report). 5:109 
NFPA Discuamer Statement. 5:17 
NFPA Finance Sponsors Commirrer, W. W. Keever 1967-8 Cuatr- 
MAN. 2:38 
NFPA Financiat Sratrement, YEAR Enpep Manrcz 31, 1968. 4:18 
NFPA Fire Prevention Contest, 1967 Resuits. 2:12 
NFPA, Furore Activittes or. 4:73 
NFPA Generat Manacer, Report or, 1948. 5:36 
NFPA Liprary Accessions. 1:82; 3:104; 4:78; 5:113 
NFPA Presipent, Report or, 1968. 5:35 
NFPA Reeutations GoverNnine TecanicaL CommItTTees, Para. 152 
Revisep. 2:39 
NFPA RexationsHie with NationaL Bureau or Stanparps. 5:32 
NFPA Starr In THE Frexp. 3:49 
NFPA Sranparps, How Deve.oren. 3:28 
NFPA Sranparps, For Waom Written. 4:3 
NFPA Sranparps Story, Tue. 1:10; 3:28 
NFPA Treasurer, Report or, 1968. 4:78; 5:35 
Niagara Fats, Ont., Dormrrory, Nov. 25, 1967. 3:56 
Nreusen, P, J. 3:43 
Nimsvus, Cauir., Computer Center, Ava. 16, 1967. 1:44 
NonrFtIrRestopreD VERTICAL OPENINGS, FirE SPREAD UP. 2:43 
NonMETALLIC SHEATHED CaBLE vs. Riamp Metax Conpurr. 3:110 
Norroix, Mass., Woot SHoppy Muu, Sept. 9, 1967. 1:45 
Norrs Carouina Fire ScHoo.. 3:66 
Norts Extmsrorp, N.Y., Grocery Warenousz, Dec. 31, 1968. 4:45 
Norway, Fire Statistics ror 1967. 6:54 


Oo 


O’Brien, Donan M., Appress To 1968 NFPA AnnuaL Mezetine. 5:48 
Occupancy Fire Picture, Tue. 1:18; 2:28; 3:68 
Orrice Burip1ne Freres: 

Chicago, Ill. May 27, 1965. 6:8 

Dallas, Tex., Nov. 18, 1961. 6:7 

Los Angeles, Calif., Jan. 28. 1966. 6:7 

Mexico City, Mex., Dec. 9, 1964. 6:7 

New Orleans, La., Jan. 8, 1966. 6:3 

New York, N.Y., Nov. 22, 1961. 6:7 

New York, N.Y., Empire State Building, Jan. 9, 1963. 6:9 











Paris, France, Dec. 7, 1967. 6:7 
Rio de Janeiro, June 28, 1963. 6:5 
San Antonio, Tex., July 31, 1965, 6:7 
Stillwater, Okla., July 11, 1968. 6:61 
Orricz BumLDING UNDER CONSTRUCTION, FrReE IN: 
Atlanta, Ga., March 27, 1968. 5:59 
Orrices, 1967 Fire Losses 1. 5:20 
O’Haean, Jonn T., Execrep to NFPA Boarp or Drrecrors. 5:36 
Omo Srate Universtry Hosprrars, Emproyvee Frre Protection 
EpvucaTiox Pxogram. 3:68 
Onto Srate University Press. 6:19 
Om Fitm on Froor, Free Spreap over, 6:62 
Om Tanxs, Foam anp Water Spray Prorecrion ror, DamMagep 
By Exproston. 5:111 
Om Wet Fire, Beckemeyer, Iuv., Dec. 28, 1967. 3:58 
O’Netm, James E., Appress to 1968 NFPA Annvuat Meerina. 5:44 
Opactry or Smoke rrom Certain Woops anv Pvastics. 5:49 
Open Srarmwayrs, Factor tn Fata Fires. 2:43; 4:5 
Opentnes, UnpROTECTED, Free Spreap Turoven. 1:16 
Operation EDITH. 2:12 
Promotion of by Fire Departments. 1:41 
Operations ANALYs1s-CountTy-WipE Fire Derenses. 5:46 
Operations Researce, Appiications or. 5:45 
Operations Researcn, Appiyine County Frre Protection To. 5:48 
Orney, Watrer J., Report ro 1968 NFPA Annvat Meera. 5:37 
ORGANIZATION FOR Fire Protection, 1:24 
OrTonvitie, Minn., Gratn Evevaror, Ava. 14, 1967. 3:57 
Oswaxp, Cau:r., LumBER Piant, Apri 20, 1968. 5:61 
Ovrermpr Srorace ArgA, Free Invotvine, Wenatcor Wasu., Ava. 
5, 1967. 2:6 
Overcurrent Protection ror Finer Pumps, CoRREsPONDENCE ON. 
1:86; 4:86 
OverseatTep Beartna, Cause or Train DeRAILMENT AND Fire. 1:37 
OxycEen Concentration, Errect on Frammasinity Ranoe. 1:51 
OxycEn-ENRICHED-ATMOSPHERE APPLICATIONS, Fire PRoTEcTION 
ror. 1:48 
OxyGen-EnnICHED ATMOSPHERES: 
Effect on Ignition Energy Requirements. 1:49 
Extinguishing Systeme for. 1:49 
Fire Detection in. 1:49, 54 
Fire Protection for Personnel in. 2:23 
Ignition Sources in. 1:49 
Oxveen Tents, Maximum Spark Enerey tn. 1:50 
Ozs.nx, ALa., AUTOMOBILE, Oct. 8, 1967. 1:43 


P 


Pa.o Auto, Cauir., Counce, Dec. 13, 1960. 3:26 
Panetine, Purwoop, Free Spreap By. 2:44 
Paper Box Facrory, Fiae, Brooxiyn, N.Y., Jan. 9, 1968, 4:44 
Pants, France, Frre Brroape, Report or. 4:30 
Pants, France, Orrice Bupe., Dec. 7, 1967, 6:7 
Parxsvitie, N.Y., Resort Horex, Ave. 11, 1965. 2:31 
Parr, Epwarp M., 1:86 
Pasapena’s Sranpprre Testinc Procram. 3:62 
Pepersen, Ropert A., Appress To 1968 NFPA Annuat MEetING. 
5:43; Elected President, SFPE, 1968-69. 5:43 
PENITENTIARY, Fire IN: 
Salem, Oreg., March 9, 1968. 5:62 
Pernis, Tae NerHertanps, Perrorevum Rerinery, Jan. 20, 1968. 
5:110 
PerTHaNe Formu.ation, Spowranzous Heatine or. 2:5 
Pererson, Cart E, 1:15; 2:19; 3:20; 6:19 
Travels of. 3:52 
Pererson, Henry B., Appress at 1968 NFPA AnnuaL MEETING. 
5:37; 6:46 
Perroteum Buix Pianr Free, East Giacter, Monrt., Jury 27, 
1968. 6:44 
Perroteum Rerineries, Fires anpD ExPLostons AT: 
El Segundo, Calif., Dec. 19, 1967. 3:58 
Lak» Charles, La., Aug. 8, 1967. 2:11 
Puriapevpuia, Pa., Arrncrart, JuLy 2, 1968. 6:60 
Purape.pata, Pa., Frarexntry House, Dec. 10, 1967. 4:5, 16 
Pres, Fires Invoivine: 
Everett, Wash., Aug. 8, 1967. 1:43 
nr. Longview, Wash., April 30, 1968. 5:61 
Prnerex, Dantec. 3:32 
Pipe Orentne, Smoxe Spazap THORVGH. 1:9 
Pree Ssarrs, Verticat, Fire Spreap ur. 6:5 
Puiant Supervisors, Teacntne Fire Prorecrion ro. 5:12 
Puastic Fue, Tanks ror Avromosiues. 5:39 
Piastic Propucts Piants, Fires Invoivine: 
Atlanta, Ga., Aug. 22, 1967. 1:46 
Shippenville, Pa., March 12, 1968. 4:46 


Polyester Resin, Glas Fiber-Reinforced. 5:59 

Polystyrene. 3:19 

Polyurethane Foam. 5:59 
Prastics Usep ror Service Station istanp, Free Invotvina. 6:62 
Piumper’s Torcn, Fire Causep sy. 2:43 
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Prrwoop Coatine Puant, Frre Invoivinec, New Axupany, Inv. 
Sepr. 8, 1967. 2:45 

Purwoop Paneuine, Fire Spreap over. 4:17 

Poxe-rHrovens, Fire Spreap BY wAy oF. 1:9 

Potyester Resin Bataruss, Fire Invoivina. 5:59 

Po.yrerHyLene Bortues, Fire Invoivine. 1:46 

Po.LYersyLene Fue. Tanks. 6:11 

Po.YerHyLene Peuiets, Fire Invoivine. 1:38 

PoLyProPyYLeENe CARPETING, Fatau Frre Invotvina. 6:24 

Potystyrene Boarp anv Bitters, Foamep, Prorecrine. 5:49 

PoiysTyRENne Decorations, Fire STarTep ar. 3:19 

Ponystyrene Pacxine Marertats, Frre Invotvine. 2:6 

Po.uyureTHANE Foam, Fire Invoivine. 2:44 

PoLyuReTHANE Foam BackinG on Baturvss, Fire Invotvina. 5:59 

Potyvinyt CaLoripg, CaBLe INSULATION, Fire Invonvina. 2:46 

Potyvinyt CaLornipe, Stupy on Corrosion sy ComBustion Propucts 
or. 6:64 

Port Marrianp, Onr., Fertiyizer-MANvuracturtne Puant, Sept. 
7, 1967. 1:45 

Portiann, Orec., Sawmity, Dec. 7, 1967. 3:58 

Post Orrice, Free Invotvine, New York, N.Y., Dec. 15, 1967. 3:20 

Porasstum Nitrate, Expiosion Invoivine. 3:58 

Prattviniz, Aua., Corron Mint, Jan. 24, 1968. 4:45 

PrepicTion or Frre Spreap tn BurLpInGs WITH THE Arp or a DrGITaL 
Computer. 5:45 

Pressure, Errect on FuAmMasiuity Ranee. 1:51 

Preon Barracks, Fire Invotvine, Berrypare, Caurr., Jury 16, 
1967 (38 killed). 2:10; 3:6 

Propvuct Sarery, Natronat Commission on. 2:12 

Proeress tn InpusTRIAL Expiosion Protection Systems. 1:21 

Procress In Rurav Frre Protection. 2:48 

Propane, Frre anp Expiosion Invotvine. 2:11 

Propane, Leak or Liqutp From Tank Truck, 4:24 

ProprLent, Expiostonproor ELEctricat Equipment ror. 4:11 

PropyLene Oxipk, ExPpLosionPRoor ELEcTRICAL EquipMENT FOR. 4:11 

Prorectinc Hicu-Pitep FoaMep PotystyrRENE Boarp AND BILLETS. 
5:49 

Protective CLOTHING For Firemen, Symposium on. 4:31 

Provinctat Fire Manswat, Tue, A Report. 2:26 

Prusstne, Georce F. 6:108 

Pustic Assempiy Occuranctiss, U.S. Fire Losses, 1967. 5:40 

Pusan, Korea, TELEPHONE Excuance, Marcu 18, 1968. 6:60 

Pyrrorecuntcs. See Fireworks 

Pyrorecanics, Inc., Work ON Fire ProTrecrion System ror AERO- 
SPACE MepicaL Drviston, CORRESPONDENCE ON. 5:119 

Pyrrorecunics, Matr-Orper, Suprriers or, OpERATING TAcTIcs oF. 
5:25 


R 


Race Tracks, Fire Protection ror. 4:50 
Race Tracks, Fires Invo.vine: 
Anne Arundel County, Md., Nov. 3, 1964, March 27, 1967. 4:50; 
Dec. 19, 1967. 4:77 
Race Tracks, SprInKLER Protection ar. 4:50 
Raprant ENnerGy TRANSFER IN Fire PRoTEecTION ENGINEERING 
Prosiem-Soivina. 5:47 
Ravratton, Frame, Ienrrion or ALPHA CELLULOSE AND CorTrTon 
Fasrics. 5:47 
Rattroap Property, Prorecrion or purtnae Crvit DistuRBANCEs, 
REsoLvuTion on. 5:40 
RariroaD Rouiine Srock, Frre in, Texarkana, Tex. (TANK Cars), 
Ava. 22, 1967. 1:37 
Ratmzroap Section, NFPA, Nominatinc Commirree Report, 1968. 
5:41 
Ratiroap Section, NFPA, Report ar 1968 AnnuaL Meerine. 5:40 
Rarnsow Laxe, Auta., Mosrte Home Compiex, Nov. 7, 1967. 3:57 
Reacuine THe Pustic. 1:41; 4:33; 5:34 
Reav Tre Computer OPERATIONS IN Fire Prorection ENGINEERING. 
5:45 
Rear, Georce W., Jz., Coarrman, Raitroap Section, 1968-69. 5:41 
Rep Prosrxorvs, Expiosions Invoivina. 3:58 
Rertnenrtes, Perroteum, Expiostons aNnp Fires InvoLvina: 
Lake Charles, La., Aug. 8, 1967 (7 killed). 3:8 
Pernis, The Netherlands, Jan. 20, 1968. 5:110 
Rerricerators, “Expioston-Sare.” 3:13 
Rerrieerator, LP-Gas-Fve ep, lentrep Gasouine. 2:45 
Reszarcu, Fire, Germany. 1:40 
Researcu, Operations, APPLICATIONS OF. 5:45 
ResipentiaL Occurancizes, 1967 Fire Losses in. 5:20 See also 
separately listed occupancies 
Resins, Derinep. 6:11 
Resxe, Ermer F., Evecrep Prestpent or NFPA. 5:15 
Reso.vTion or Frere Marsuars AsscctaTion or Norte America 
on Frreworkxs Controv. 5:40 
ResotvTion or Ramaoap Section on Protection or Ratroap 
Property purine Crvi. Disrursances. 5:40 
Response Devarep, ALARM INCOHERENT. 4:43 
Resort Horers. See Hotels 
Restaurant Cooxtne Equipment, Protection ror. 5:52 
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ReEsTauRANT Frres: 
Montgomery, Ala., Feb. 7, 1967 (25 killed). 6:7 
Montreal, P.Q., Dec. 30, 1967. 3:15 
Ruopes, J. M., Appress ro 1968 NFPA Annvat Meerine. 5:49; 6:26 
Ricwarvson, Devew. 1:41; 4:33; 5:34 
Ricumonp, Inp., Stores, Aprit 6, 1968. 5:5 
Riew Merat Conpurr vs. NonMETALLIC SHEATHED CaBLe. 3:110 
Rio pz Janerro, Orrice BupG., June 28, 1963. 6:5 
Riot-Cavusep Fires. 3:9 
Riot, Prison, Fires Ser purine Insurrection. 5:62 
Riots AND THE Fire Service. 4:28 
Riots. See Civil Disturbances 
Risers, STanppipe Hoses anp SPRINKLERS ON SAME, CORRESPON- 
DENCE ON, 4:86 
Roperts, Josera C., Jr., Vice-Caarmmman, Rartroap Secrion, 
1968-69. 5:41 
Roperrson, James C., Appress at 1968 NFPA AnnvuaL Meetine. 
5:38; 6:14; Secretary, FMA, 1968-69. 5:40 
Roperrson, W. D., Aporess To 1968 NFPA Annuat Meettnae. 5:42 
Rocuester, N.Y., Apartments, Serr. 6, 1967. 1:44 
Rocker Fue,, Homemape, Fara, Expioston Invouvine. 5:68 
Rockett, Joun A., Appress To 1968 NFPA Annvat Meertine. 5:45 
Rockey Heap, Aua., Dwe.iine, Aprit 3, 1968. 4:43 
Rockport, Mass., Liqgurip Propane Leak, Dec. 13, 1967. 4:24 
Roor, Crass A, Frre Invoivine. 2:20 
Roor Space, Unprvipep, Fire Spreap TrHRovas. 3:56 
Rosenuan, A. K., Appress to 1968 NFPA Annuat Meertne. 5:45 
Rossvitue, Ga., Carper Miu, June 10, 1967. 1:15 
Russer Tank anv Duct Lrinina, Fire Spreap By. 1:45 
Ruas. See Carpets and Carpeting 
Rurat Areas, Fire Prorecrion ror, FepERAL RECOMMENDATIONS. 
3.53 
Russeuu, R. M. L., Appress To 1968 NFPA AnnuaL Meerina. 5:49 
Ryuanp, H. G, 3:43 


S 


Sarery Fiim, Prosectrors ror. 6:119 
Sarety ror Foorsaut anv Sports Grounps. 3:34 
Sr. Hractnrue, P.Q., Cortece Dormitory, Jan. 18, 1938. 4:13 
Sr. Louis, Mo., Texte Warenouse, Jan. 10, 1968. 4:45 
Satem, Orea., PentrentTiary, Marca 9, 1968. 5:62 
Savage at Fires 1s Computer Factuities. 6:71 
San Antonio, Tex., Orrice Bipa., Jury 31, 1965. 6:7 
San Dreco, Cauir., Furniture Store, June 2, 1962. 3:25 
Sanpusxy, On10, Ovrpoor Fireworks Dispiay, June 19, 1968. 6:61 
San Francisco, Cauir., Horen, Dec. 13, 1967. 3:56 
San Francisco, Cauir., Martine TerminaAL Warenouse, Oct. 3, 
1967. 1:44 
San Jose, Caurr., Hien Scuoot, Marcu 23, 1968 (No Fire). 5:62 
San Leanpro, Cauir., TANK Truck/Truck CoLLIsIOn AND FIRE, 
Avge. 25, 1967. 2:45 
San Pepro, Cauir., WHarr, Dec. 28, 1967. 3:52 
Sauna Heater, Fire Causep sr. 6:59 
Savacs, Kent M. 3:51 
Saw AND PLANING Mitt, Fire, Portianp, Oree., Dec. 7, 1967. 3:58 
Scanne.tt, Gerarp F., Appress To 1968 NFPA Annvat MEETING. 
5:38 
Scuoot, Hazarpous DEcoraTIONS AT: 
San Jose, Calif., March 23, 1968. 5:62 
Scuoor Lasoratory. See Laboratories, School 
ScHoo.s, Fires 1n: 
Amesbury, Mass., Sept. 6, 1967. 2:22 
Bellevue, Wash., Aug. 5, 1963. 3:25 
Harlem, Mont., Feb. 26, 1968, 4:44 
Springfield, Vt., Sept. 14, 1967. 2:20 
ScHoois, New, Fire Devays Opentine or. 2:19 
Sea Power in Our Nationat Lars. 5:36 
Seas ror Evecrricat Devices, ExPpLaInep. 2:56 
Sears, Ausert, Jr., TRAVELS or. 3:52 
Sears, Roespuck anp Company SALEs or FLAME-RETARDANT SLEEP- 
wear. 6:57 
Searrie, Wass., Fire Derarrment, New Equipment. 6:56 
Seeau, Louis, Comments oN Fire Hazarps or NoNCLOTHING Fasrics. 
3:109 
Se_r-Service Gasouine Stations, FMA Srupy Commitres on. 5:40 
Service Stations, GASOLIne, LimITATIONS ON NuMBER. 6:110 
Service Stations, Orpinanczs on UNDERGROUND FLAMMABLE 
Liquips Storace Tanks in. 6:108 
wr. SuHakoree, Minn., GRAIN Evevator, Ava. 11, 1967. 2:44 
Saw, Carrott E., Appress tro 1968 NFPA ANnnuaL MEsTING. 
5:44; 6:77 
Suzusy Twr., Mics., Supermarket, June 5, 1968. $:61 
Sae.cyt Rerinery Free. 5:110 
Sarpsoarp Fire Fieutine, New Exrineutesine Unit ror. 6:48 
Surprenviuie, Pa., Prastic Propucts PLant, Marcu 12, 1968. 4:46 
Sarr, orr Vrernam, U.S.S. Forrestal, Jury 29, 1967 (181 killed). 
2:10; 6:46 
Sup Transit or Dancerous Goons, Symposium on. 5:64 
Suorrer, Gorvon W., Appress To 1968 NFPA AnNnuaL Meerina. 5:44 
Surewssury, ENGLAND, Menta Hospttat, Fes. 24, 1968. 5:62 
Stren, Town Fire AuArm, Faris ro Sounp. 4:46 
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Srpes, Samvet, Report ov FMA Nomtnatine Commirrez, 1968. 5:40 
S110, Fire anp Expriosion INVoLvine: 
Lewistown, Pa., June 1. 1968. 6:62 
Sieerwear, Cuttpren’s Fiame-Rerarpant, Soup sy Sears, Roe- 
BUCK AND Company. 6:57 
Stop Orn, Frre anp Exposition or. 5:110 
Surrs, Roser B., Appress ro 1968 NFPA AnnuaL Meertna. 5:39 
Smoxe rrom Certain Woops anv Puiastics, Opacrry or. 5:49 
Smoxe, CuemicaL, Hampers Fire-ricutine Operations. 4:46 
Smoxe, Corripor Biockep By. 6:21 
Smoxe Derecrors, Types or. 2:33 
Smoxe Hampras Fire Department Operations. 2:44, 46 
Smoxerroor Towers, Use 1n Hieu-Rise Buriprnas. 6:8 
Smoxrine, Cause or Frre. 4:50; 5:62 
Smoxine tn Ben, Frre Cavsep sy. 3:56 
Smoxkine anp Matcues, Fires Causep By. 3:21; 6:21, 59, 60, 62 
Smoxine anp Matcues, Principat Causes or CoLiecs Fires. 4:14 
Soctety or Fire Prorecrion ENGineErs, 1968 ANNUAL MeettIna. 5:43 
Soprum Hyprosvutrire, SPRINKLER PROTECTION FOR. 4:85 
Soprum Nitrire, SpRINKLER PROTECTION FOR. 4:85 
Soprum Peroxipe, SprinkLER Protection For. 4:85 
SomeRvILLE, Mass., Foam Rusper-Processine PLant, Marcu 4, 
1968. 5:60 
Sorority House, Fire, Corvauiis, Oree., Nov. 10, 1967. 3:56 
Sournwest Resgarcu [nstitoTe, WorK ON Fire Protection System 
ror AEROSPACE Mepicat Drviston, CORRESPONDENCE ON. 5:119 
Space Capsue Fire: 
J. F. Kennedy Space Center, Fla., Jan. 28, 1967 (8 killed). 3:8 
Space Surp, Fire Invotvine: 
Cape Kennedy, Fla., Jan. 27, 1967. 2:10 
Sparks, ELecrricau, Cause or Expiosion. 3:57 
Sparks, Evecrrican Fire Causep sy. 4:45 
Sparks FRoM Firepiacs, Fire Causep By. 2:43 
Spectators at Gasouine Sprii, Kicuep rm Fas Frre. 4:44 
Spontaneous Heatine, Frres Causep BY: 
Perthane (Insecticide). 2:5, 9 
Spontraneous Ientrion, 1967 Free Losses From. 5:19 
Sprinorieip, Mo., Exursrtion BuripinG, Szpr. 7, 1960. 3:27 
Sprinariztp, Vr., ScHoo, UNDER Construction, Szpr. 14, 1967, 2:20 
SPRINKLER PerRFoRMANCE HAMPERED BY GRAVEL IN Prpr. 2:44 
SPRINKLER PerrormaNnce Satisractory. 1:44; 2:45, 46; 3:57; 4:77; 
5:60, 62 
SprinkLer PerrorMance Satisracrory, Partrat SystTem. 3:9 
SPRINKLER PERFORMANCE UNSATISFACTORY: 
Discharge Obstructed by Storage Racks. 1:17 
Explosion Damaged System. 3:6, 9; 5:60 
Fire Flashed Ahead of Opening Sprinklers. 4:45 
Fire Pump Failed. 1:17, 45 
Hazard Too Severe for System as Installed. 3:9 
Overpowered by Exposure Fires. 5:60 
Partial System Overpowered. 3:9 
Piping Obstructed. 3:9 
Quick-Opening Device on Overloaded System Did Not Function. 
4:45 
Shut Off Temporarily. 3:58 
Slow-Acting Dry-Pipe Valve. 2:45 
System Shut Off during Renovation. 5:60 
System Shut Off to Replace Old Sprinklers. 5:60 
Valve Closed when Second Fire Occurred. 4:45 
Valves Closed. 3:9 
Water Distribution Obstructed by Storage. 3:9 
SPRINKLER PRoTEcTION ror HicH-Rise Burupines. 5:48;6:3 =< 
SPRINKLER PRoTECTION IN Resort Hore s. 2:28 
Sprinkier System Osstrrucrep By CHARRED Woop, 3:57 
Sprinkier System, Paria, not A Facror 1n Fins. 3:56 
Sprinkuer System Suut Orr at Time or Fire. 1:46 
SprinkLERs, Best Bet at THE TRACK. 4:50 
SPRINKLERS IN CHEMICAL STORAGE AREAS, CORRESPONDENCE ON. 4:85 
Sprinxuiers, Hico-TemPeRATURE, OPERATION IN Frre Tests. 6:29 
SPRINKLERS AND Sranpprre Hoses, SAME RiseRs FoR, CORRESPON- 
DENCE ON. 4:86 
SraBues AND Barns, Fires Invouvine: 
Anne Arundel County, Md., Nov. 3, 1964, and March 27, 1967. 
4:50; Dec. 19, 1967. 4:77 
Sraptums, Protection or Occupants. 3:34 
Srarrway Doors Lerr Oren, Srarrways Biockep By SmoxKE. 3:57 
Srarzways, Enctosures Susstranparp, BurNep THRovuGH. 1:5; 
4:6, 16, 44. 
Srarrways, Open: 
Blocked by Smoke. 3:56 
Factor in Fatal Fires. 6:5, 7, 8 
Fire Spread Up. 4:13, 15 
SranpprrE Hoses AnD SPRINKLERS ON SAME Risers, CORRESPON- 
DENCE On. 4:86 
Sranpprpe THreaps NonsTanpArD, Fire DEPARTMENT OPERATIONS 
HAMPERED By. 3:21 
Sranpprpes, Dry, FAIture purine Test. 3:62 
Srarcu Factory, Expioston Invotvine, Hawrncrne, N.J., Fes. 17, 
1967 (11 killed). 2:10 
Sratrement or FIRE JOURNAL Ownensatp. 1:85 
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Sratic Evecrricity: 
Fabric Ignition by’. 1:50 
Ignition Source in Oxygen-Enriched Atmospheres. 1:50 
Sratic Spark, Fire Cavern sy. 1:45 
Sratistics, Fire: 
International, 1967. 6:54 
Paris, France. 4:30 
U.S., 1967. 5:18 
U.S., Canadian Cities, 1967. 4:35 
Sreampire, OVERHEATED, Causz or Frre. 3:57 
Sree. Bars on Winvows Hamper Rescue Operations. 5:62 
Sree: Pant, Sparrows Pornt, Mp., Frre Protection at. 1:25 
Srerxa, Franx, TO Retire Dec. 31, 1968. 5:15 
Srevens, ALAN. 2:32 
Srevens, Ricwarp E. 1:79; 2:41; 4:48; 6:40 
Report to 1968 NFPA Annual Meeting. 5:43 
Travels of. 3:50 
Srinuwater, Oxxra., Fraternity House, Jan. 7, 1968. 4:43 
Srituwater, Oxva., Orrice, Jury 11, 1968. 6:61 
Srone, WaLTER R. 1:32; 2:56; 3:42, 111; 4:41; 5:68; 6:53 
Comments on Overcurrent Protection for Fire Pumps. 1:86 
Travels of. 3:50 
Srorace Burtprne, Free in, Kinston, N.C., Nov. 25, 1967. 3:57 
Sroracs Occupancies, 1967 Fine Losses 1n. 5:20 
Srore Frees: 
Amherst, N.S. (Hardware Store), Feb. 21, 1968. 4:45 
Cheektowaga, N.Y. (Department Store), Oct. 14, 1967. 1:44 
Chicago, Ill. (Department Store), March 29, 1968. 5:59 
Dover, N.H. (Multiple Mercantile), May 8, 1968. 6:61 
Hutchinson, Kans. (Furniture Store), Aug. 29, 1967. 2:46 
Las Cruces, N.M. (Mrugstore), Oct. 22, 1967. 3:58 
Maplewood, Minn. (Department Store), Aug. 28, 1967. 1:44 
Milwaukee, Wis. (Gasoline Service Station), July 21, 1968. 6:61 
Richmond, Ind. (Sporting Goods), April 6, 1968. 5:5 
San Diego, Calif. (Furniture Store), June 2, 1967. 3:25 
Shelby Twp., Mich. (Supermarket), June 5, 1968. 6:61 
Westbrook, Me. (Gasoline Service Station), May 14, 1968. 6:62 
Wichita, Kans. (Supermarket), April 12, 1968. 5:60 
Wooster. Dhio (Department Store), Oct. 25, 1967. 2:46 
Srorss, 19€. Frre Losses in. 5:20 
Sraixe Question, IAFF anp. 48 
Sraikes By Firemen. 2:11 
Sryrene, ExpLostonproor Exectrica, EquipMENT For. 4:11 
Sunnays, Cause or Frre. 2:44 
Swepen, Frere Statistics ror 1967. 6:54 
Swepise Fire ProrecTion AssociaTIOoN MEMBERSHIP CHANGES. 2:30 
Swimminc Poot Heater Discuarcine CarBpon Monoxipe, Causes 
Dearus. 3:99 
Swiss Fire Bricapes, AssociaTIon or. 1:40 
Swiss Firewen’s OaGanizaTion, CHANGE oF Name. 3:33 
SwitzerLanp, Fire Statistics ror 1967, 6:54 
Sympostum on InpustrtaL OpeRATIONs puRING CrviL DisTURBANCES. 
6:14 
Sympostum ON Prorective CLoTsine, Report on. 4:31 
Syracuse, N.Y., APARTMENT House, Dec. 4, 1967. 4:43 
Systematic Anatysis or PorenTiaL Fire Loss ConTRIBUTION OF 
NONSTRUCTURAL BurLpine ELEMENTS. 5:45 


T 


Taxsisz, Epwarp F., Vice-Prestpent, SFPE, 1968-69. 5:43 

Tank, Ort, ABOVEGROUND, DAMAGED BY ExpLosion. 5:111 

Tank, Rupser-Lanep, Fire Invoivine Linina. 1:45 

Tanx Truck, Free, Camp Vayama, Cauir., Aprit 11, 1968. 5:62 

Tank Truck, Gasourne-Carryine, Fire, Mexico Ciry, Mexico, 
Fes. 26, 1968. 4:44 


Tank Truck, Gasottne-Carryine, Fire Foutowitna Cotision, 


San Leanpro, Cauir., Ava. 25, 1967. 2:45 

Tanx Trocx, Liquw Propane, Leak Invoivine, Rockport, Mass., 
Dec. 13, 1967. 4:24 

Tanks, ABOVEGROUND, Fires INVOLVING. 6:44 

Tanks, Fue, Piastic. 5:39 

Tanks, VenicLe Fue,, PotyerHy.ene. 6:11 

Teacuers’ Guipe on Fire Sarery Comptiep ror Santa ANA, CaLir. 
1:41 

TecuNnotocicaL Approach TO EVALUATING AND Matntatntne Avro- 
matic SPRINKLER PERFORMANCE UNDER Fire Conpitions. 5:47 

Tevernone Excuanee, Frre, Pusan, Korea, Marce 18, 1968. 6:60 

Tevernone, Security TRaInine By. 5:34 

TELEPHONES FoR Hanpicaprep Prope. 5:39 

Temperature, Errect or oN FLAMMABILITY RANGE. 1:51 

Tests or ExtincuisHine Systems on U.S.S. Independence. 6:50 

Txsts or Homemape Bomss. 5:25 

—— a Monitions Piant, Fes. 15, 1967 (11 killed). 

Texarkana, Tex., Tratn, Ava. 22, 1967. 1:37 

Texas Fire ScHoo.. 3:65 

Textire Propucrs Puant, Frre, Rossvirze, Ga. (Carpet Miu), 
June 10, 1967. 1:15 

THeaTer Fire, Kansas Crrry, Mo., Ocr. 31, 1967. 3:58 

Termite, ExpLosion Invoivine. 3:58 

Tuermostats, Derinep. 2:33. See also Detectors 
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Tuorse.i, Exic, Appress To 1968 NFPA ANNUAL Meetine. 5:42 

Torcu, Curtine, Fire Cavusep Br. 5:61 

Torcu, Pirumper's, Cause or Frre. 5:59 

Towarp AN INTERNATIONAL STANDARD ON INTRINSIC Sarery, 2:15 

Tower Crry. N.D., Tauck/Camper, Ocr. 25, 1967. 3:55 

Tratntnc Emptoyers ON THE HANDLING AND Use oF FLAMMABLE 
Liqutps. 5:38 

Triner, Epwin G., Appress to 1968 NFPA Annuat Meertina, 5:46 

Troy, Joun J., Appress ro 1968 NFPA Annuat Meertne. 5:49 

Trock/Camper Crasu-Fire, Tower City, N.D., Ocr. 25, 1967. 3:55 

Truck, Fire, Mount Cuemens, Mics., Sepr. 18, 1967. 1:43 

Truck TRANSPORTATION, CHEMICAL Sprus in. 5:38 

Trucks, Couiiston anp Fire, San Leanpro, Cautr., Ava. 25, 1967. 
2:45 

Tryon, Georce H, 1:19; 3:32 

Tuck, Cuaries A., Jn., Report to 1968 NFPA AnnvaL Mezetine. 
5:37 

Travels of. 3:50 

Turkey, Fire Statistics ror 1967. 6:54 \ 

Turtock, Cauir., Dweviine, JuLy 20, 1968. 6:59 

Turnovr Surts, Ye.tow, Usep tn District or Cotumsra. 2:81 

Turon, Spain, Coat Mine, Ave. 14, 1967, 2:45 

Tuve, Ricnarp L. 6:46 


U | 


Unrana, Joun H. 1:24 
UNDERWRITERS’ LABORATORIES OF CANADA, IDENTIFICATION OF 
Lierep Fire Doors. 4:48 
Unperwriters’ Lasoratorties, INc.: 
Construction Standard for Intrinsically Safe Equipment. 2:16 | 
Identification of Listed Fire Doors. 1:76 
Listed Grease Filter. 3:102 
Test Facility for Obtaining Data on Flame Propagation and 
Explosion Effects of Flammable Vapors and Gases. 4:8 
Tests of Current Leakage from Household Electrical Appliances. 
6:53 
Unttrep Kinepom, Fire Liaison PANELS ESTABLISHED IN. 3:33 
Fire Statistics for 1967. 6:54 
Untrep States, Frre Statistics ror 1967, 6:54 
University Liprary Free, Austin, Tex., Ave 10, 1965, 6:7 


UnstTaBe Insecticipg, 2:5 

UNSYMMETRICAL DIMETHYLHYDRAZINE, EXPLOSIONPROOF ELECTRICAL 
EquipMENT For ATMOSPHERES CONTAINING. 4:11 

U.S. Frre Statistics. 2:10 

U.S. Frere Sratistics, 1967. 4:37 

U.S. Forest Service, InrRARED MAppPiIne By. 3:38 

U.S. Navy Response To Forrestal Disaster. 6:46 

U.S. Navy Tests or Sarppoarp Fire ExtinoevuisHine Systems. 6:50 


USA Sranparps Commirrer Z21. 1:12 


Vv 


VACANT AND IpLe ButLpines, Frres Invotvine. 3:55 
Van Dowasn, Rosert W., CORRESPONDENCE ON Gas EXPLOSION 
Hazarps, 6:119 
Vapor Barrier, ComBusTIsLE, Fine Spreap By. 1:44 
Vapor Seat, ComBusTisLe, MeiTep AND Droppen. 1:44 
Vent, Type B, Overneaten, 5:60 
Ventina Leap-Actp Barrery-Caaraine Rooms, CorrEspONDENCE 
on. 4:87; 5:119 
Vent Pips, Gas-Firep Bower, Causr or Fire. 4:43 
VERTICAL OPENINGS, FrrE SPREAD BY MEANS OF: 
Cable Chase, Nonfirestopped. ‘5:61 
Windows. 3:56 
orr Vietnam, U.8.8. Forrestal, Juuy 29, 1967. 2:10 
Vivpert, BENJAMIN F., Report 70 1948 NFPA Annu MeerinG. 5:37 
Vinyt Acetate, Exprosionproor Execrrica, Equipment ror At- 
MOSPHERES CONTAINING. 4:11 
Vinyt CHLoripe, Exp.Losionrroor E.ecrricaL EQUIPMENT FOR 
ATMOSPHERES CONTAINING. 4:11 
Vinyuiwene Caiorive, Fire Invotvine. 1:37 


Ww 


Waat, Gzeorcz, Resicns rrom NFPA Boarp or Drrecrors. 5:14 |" 
Waker, Guienroy, First Vice-Presipent, FMA, 1968-69. 5:40 
Report to 1968 NFPA Annual Meeting. 5:39 
Want Openinas, Fire Spreap THROUGH. 3:56 
Wats, Wiiaer L. 3:51 
Wauss, Timorny J., Appress at 1968 NFPA Annuat MEETING 
5:38; 6:14 
Wanrenouses, Fires AnD ExpLosions INVOLVING: 
Broadview, Ill. (Building Supply Storage), Nov. 11, 1967. 3:57 
Carlstadt, N.J. (Plastics Storage), Oct. 6, 1967. 2:44 
Jacksonville, Fla. (Chemicals Storage), Dec. 23, 1967. 4:45 
North Elmsford, N.Y. (Groceries), Dec. 31, 1967. 4:45 
St. Louis, Mo. (Textile Storage), Jan. 10, 1968. 4:45 
San Francisco, Calif. (Terminal), Oct. 3, 1967..1:44 
Wenatchee, Wash. (Insecticide), May 16, 1965, May 4, 1966, 2:9 
nr. Wenatchee, Wash. (Insecticide), Aug. 5 and 16, 1967. 2:5 
Yakima, Wash. (Insecticide), May 4, 1966. 2:8 








Wasuineton, D.C., Fire Department Response To Fase ALARMS. 
2:81 
Wasuineton Srate Derr. or AGricutturE WARNING AGAINST 
Spontranzovus IenrrT10n oF Pesticipes. 2:18 
Wartcuman Service Unsatisractory. 1:45 
Warer, Errectiveness as Extinavisnine Agent tn OxyaEn- 
Ewricnep ATMOSPHERES. 1:55 
Warer-Cootine Tower, Fire, New York, N.Y., Dec. 4, 1962. 3:25 
Water anv Execrronics Can Mrx. 6:68 
Water Heater, Gas-Frrep, Fire Causep sy. 3:56 
Water Neepep ror SprInkiers, py Occupancy. 1:28 
Water Net. 5:45 
Warer-Spray Protection ror Or Tanks, DAMAGED By ExPLosIon. 
5:111 
Warer Suppiies InapequaTE: 6:61 
Fire Pump Failed, Water One to Three Miles Away. 5:61 
Main Valve Closed. 2:22 
No Public Water Supply. 2:31 
Pump Power Supply Knocked Out by Fire. 3:57 
Serap Wood in Piping. 3:57 
Stones in Water Main. 3:56 
Wires to Pumping Station Burned. 2:8 
Warer Suppety Derictenctes at Larce-Loss Fires. 5:75 
Weartne AppareL, FLAMMABLE, EprrortAL ON, 1:3 
Weser, Evoene L., Appress ro 1968 NFPA Annvuat Meerina. 5:39 
Wessrer, N.Y., Dwevurne, Fes. 26, 1968. 4:43 
Wessrer, N.Y., Expioston, Ocr. 18, 1967. 5:28 
We.pino anp Courtine, Frres Causep Br. 1:44, 45; 2:43, 46; 3:58; 
4:45; 5:10, 61 
We Live 1x Grass Houses. 5:39 
Wenatcuer, Wass., Insecricipe in Warenouse, May 16, 1965 
AnD May 4, 1966. 2:9 
NR. WENATCHEE, WAsH., WAREHOUSE, Ava, 5 AND 16, 1967. 2:5 
Wesson, H. R., Appress ro 1968 NFPA Annvat Meerina. 5:47 
West Aus, Wisc., Home ror rae Acep, Ava. 14, 1967. 1:43 
Wesrsroox, Marnz, Gas Sration, May 14, 1968. 6:62 
Wesrersenc, W. C. 4:8 
Western Evecrric Co., BALtImorRE Works Fire DEPARTMENT. 2:54 
West Germany, Free Sratistics ror 1967. 6:54 
Waanr Fire: 
San Pedro, Calif., Dec. 28, 1967. 3:57 
Wuat's New tn Fire Prorecrion. 2:82; 3:102; 4:80; 6:116 
Warraker, Baron, Retires as CHAIRMAN OF NATIONAL ELECTRICAL 
Cope Committee. 5:43 
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Wicurra, Kans., Supermarket, Apnrit 12, 1968. 5:60 
Wiper, Ina, Appress at 1968 NFPA Annvuat Meerttna. 5:37 
Witprtre Maprine, Inrrarep. 3:38 
Wrixinson, Lawrence E., Report ro 1968 NFPA AnnvAL MEETING. 
5:40 
Wruitams, Joun R. 5:49; 6:32 
Wison, Jacx A., Appress ro 1968 NFPA Annvat Meertna. 5:39 
Wiuson, Rexrorp. 2:23 
Address to 1968 NFPA Annual Meeting. 5:49 
Winvow.ess Buripine, Frre-ricuTinc Hamperep By. 3:18 
Winvow tess Buiipine (Store), Frre Invo.vine. 2:46 
Winvows, Fire Spreap THroves. 3:56 
Winauist, C. J., Appress ro 1968 NFPA Annuat Meerine. 5:46 
Wratne tn Hazarpous Locations. 2:52 
Wrartne in Crass II Hazanpous Locations. 3:40 
Wrrtne tn Crass III Hazarpovus Locations, 4:45 
Woop Dust, Fire Spreap over. 1:45 
Woop Surneue Roor, Fire Spreap Atone. 6:59 
Woop Sr1pine, Frre ORIGINATING IN AND SpREAD Br. 6:59 
Woops anv Puastics, Opacity or SMOKE From. 5:49 
Woonoworrts, Miuzs E. 3:51 
Attended European Symposium on Transportation of Dangerous 
Goods. 5:64 
Woot Sxoppy Mit, Fire, Norroix, Mass., Sepr. 9, 1967. 1:45 
Woonsocket, R. I., Worstep Minit, Aprit 29, 1967. 3:27 
Wooster, Oxntro, DePpartMeEnT Srorn, Oct. 25, 1967. 2:46 
Wortpwipe TRENps. 1:40; 2:30; 3:33; 5:64; 6:64 
Worstep Miu Fire, Woonsocket, R.I., Apri 29, 1967. 3:27 


x 


XyYLenes, ExpLosionproor ELEcTRICAL EquipMENT rok ATMOSPHERES 
Contarnine. 4:11 


¥ 


Yakima, Wasu., WarEnOusE, May 4, 1966. 2:8 
Yarr, Ricnarp H., S*PE Exsgcortve Committee, 1968-69. 5:43 


Z 


Zimmer, BenyaMin, AppRress To 1968 NFPA Annvuat Meettine. 5:93 








Printed in U.S.A. 24M-——12/68-FP 
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SECTION 2 OF 
FIRE JOURNAL 


January 1970 
Vol. 64, No. 1 


INDEX 
TO 


FIRE JOURNAL 


VOLUME 63, Numbers 1-6 


A consolidation of the 
indexes of the six 

issues of FIRE JOURNAL 
published in 1969 


Each page reference consists of two numbers separated by a colon. The num- 
ber preceding the colon identifies the issue (1: January; 2: March; 3: May; 


USING THE INDEX 4: July; 5: September; 6: November). The page number in the issue follows 


the colon. 


EXAMPLE — 4:33 refers to the July issue, page 33. 


Copyright© 1970 by National Fire Protecticn Association, 60 Batterymarch St., Boston 





A 
AAR RESEARCH CENTER: 

Role in Solving Railroad Fire Problems. 5:37 
ABLATIVE Liquips: 

In the Fire Environment. 5:41 
ADHESIVE (See also Glue, Mastic): 

Improperly Used. 2:8 
Aprian, Mich.: 

College Dormitory Fire, March 15, 1969. 4:48 
ADVANCEMENTS IN E.XTINGUISHANTS (Symposium). 5:49; 6:32 
AFTER RESEARCH (EDITORIAL). 6:3 
AHERN, JOHN J.: 

NFPA Vice-President. 5:66 
Atr ConpITIONING Duct (See Duct) 
Arr-HANDLING SysTEMs: 

Fire Hazards of. 5:42 
AtrcraFT CABIN: 

Inerting Tests. 5:32 
ArrcraFt CABIN INTERIOR MATERIALS: 

Burning Characteristics. 3:24 

Increased Flame Retardance. 5:36 

Smoke and Fire Gases Producted by. 4:23 
AtrcrAFT Crasi Fire Test: 

United Kingdom. 5:33 
AIRCRAFT EXPLOSION IN FLIGHT: 

Castle AFB, Calif., July 30, 1968. 3:15 
ArrcraFT FrRe: 

Atlantic City, N.J., April 28, 1968. 3:14 

Chicago, Ill., Dec. 27, 1968. 3:13 

Chicago, Ill., March 21, 1968. 3:15 

Compton, Calif., July 12, 1969. 6:52 

Martinsburg, W.Va., Aug. 23, 1968. 1:46 
AtrcraFT Fire Losses, 1968. 3:70 
ArrcraFT MAINTENANCE: 

Fire Protection for. 5:34 
Arrcrart MopeEt 747: 

Evacuation of. 5:36 
AKRON, OuI0o: 

Warehouse Fire, Nov. 13, 1968, 2:44 
ALARM DELAYED: 

Electric Power Lost before Siren Operated. 4:50 

Employees Fought Fire. 1:46; 5:60 

Fought Fire. 2:44, 46 

Master Box Out of Service. 6:7 

No One Called Fire Dept. 3:52 

No Private Fire Protection. 5:60, 61 

No Waterflow Alarm. 3:40 

Occupant Fought Fire. 6:51 

Occupants Investigated. 5:60 

Phone Dead. 3:41 

Telephone Out of Service. 6:7 

Telephone Wires Damaged. 4:50 

Watchman Called His Superior First. 1:46 

Watchman Ignored Alarm. 2:44 

Watchman Investigated Waterflow Alarm. 3:54 
AvBany, N.Y.: 

Automobile Fire, March 2, 1969. 5:59 
ALUMINUM-CASTING PLANT FIRE: 

Parsons, Kans., Dec. 9, 1968. 2:46 
ALUMINUM TANK TRUCK Fire. 4:26 
AMBULANCE: 

Helicopter Used as. 1:30 
AMERICAN TEXTILE MANUFACTURERS INSTITUTE: 

Clothing Fire Prevention Poster. 2:13 
ANESTHESIA MACHINE: 

Fatalities Caused by Gas Mixup. 6:24 
APARTMENT BUILDING: 

Under Construction. 5:23 
APARTMENT FIRE: 

Atlantic City, N.J., April 18, 1969. 5:60 

Baltimore, Md., Jan. 7, 1969. 4:49 

Bay City, Mich., Jan. 5, 1969. 4:48 

Brooklyn, N.Y., Jan. 9, 1968. 3:13 

Chicago, Ill. (Hawthorne House), Jan. 24, 1969. 3:5 

Gary, Ind., Aug. 31, 1968. 3:13 

Havre de Grace, Md., Dec. 25, 1968. 3:51 

Niagara Falls, N.Y., Nov. 13, 1968. 2:43 

Oceanside, N.Y., Jan. 14, 1969. 3:51 

Saskatoon, Sask., July 7, 1968. 1:44 

Stamford, Conn., March 21, 1969. 4:48 
ARCHITECT: 

Role of in Fire Safety. 2:79 
ARCHITECTS AND BUILDERS, For: 

Fire-Rated Ceilings. 2:29 

Installation of Fire Dampers. 3:46 

Movement of People. 1:27 

Open Plan Schools. 6:30 

People Factors in Building Design. 4:31 

Ventilating Restaurant Cooking Equipment. 5:110 
ARSON: 

Investigation in Houston. 1:25 

Trends in Investigation. 5:43 


Arson (See Incendiary [Suspicious] Fires) 
ATLANTA, Ga.: 

Office Building Fire, Dec. 5, 1968. 2:8 
Atuantic Crry, N.J.: 

Aircraft Fire, April 28, 1968. 3:14 
Apartment Fire, April 18, 1969. 5:60 
ATMOSPHERE FOR ProGress (EDITORIAL). 4:3 

AUSTRALIA: 

Fire Statistics, 1968. 6:59 

Railroad Rolling Stock Fire, Feb. 7, 1969. 4:47 
AUSTRALIAN FIRE PROTECTION ASSN.: 

Sponsors EDITH Campaign. 3:30 
AUSTRIA: 

Fire Statistics, 1968. 6:59 
AUTOMATIC SPRINKLERS (See Sprinklers) 
AUTOMOBILE ASSEMBLY FIRE: 

Windsor, Ont., May 3, 1969. 5:62 
AUTOMOBILE Parnt SHop Fire: 

Percy, N.Y., Oct. 9, 1968. 1:46 
AUTOMOBILE REPAIR SuHop Fire: 

Tacoma, Wash., Nov. 21, 1968. 2:45 
Azusa, CALiIr.: 

Steel-Fabricating Plant Fire, Sept. 27, 1968. 2:45 


B 


Bascock, CHEsTER I. 1:3; 2:3, 31; 3: 3, 33; 4:3; 5:3; 6:3 
BABYSITTERS: 

Fire Safety Training Course. 1:30 
Baker, CALIF.: 

Bus/Car Collision Fire, March 7, 1968. 3:13, 15 
BaLtTmmore, Mp.: 

Apartment Fire, Jan. 7, 1969. 4:49 
BATESVILLE, IND.: 

Casket Plant Fire, April 8, 1969. 5:62 
Baton Rovge, La.: 

Dwelling Fire, Feb. 20, 1969. 3:51 
BEeprorp, Mass. : 

Laboratory Fire, April 19, 1969. 5:62 
BELGIUM: 

Fire Statistics, 1968. 6:59 
BELLEVUE, WASH.: 

Restaurant Fire, Aug. 27, 1968. 1:45 
BETHLEHEM STEEL Corp.: 

Memo on Clothing Fires, 2:13 
BIMONTHLY Fire REcorD. 1:43; 2:43; 3:51; 4:47; 5:59; 6:51 
BINDERY FIRE: 

Chicago, Ill., Nov. 11, 1968. 2:45 
Buium, Epwarp H. 5:47 
Boat-BuILp1InG PLANT Fire: 

Tacoma, Wash., Aug. 17, 1968. 1:44 
Boats: 

Polyethylene Fuel Tanks. 2:86 
BotsveErt, FrEp A. 5:41 
Boms: 

Exploded in School. 3:52 
Boms Treats IN Hosprtats, How To HANDLE. 2:38 
Bonp, Horatio. 5:20 
BoNDSVILLE, Mass.: 

Textile-Mfg. Fire, Oct. 4, 1968. 3:39 
Boston Grocery WAREHOUSE Fire. 6:5 
Boston, Mass.: 

Multiple Mercantile Fire, Oct. 4, 1968. 3:52 
BowLincG ALLEY: 

Refinishing. 5:118 
Bow ine ALLEY Fire: 

S. Salt Lake, Utah, July 25, 1968. 1:44 
Boys AND GASOLINE FIRE: 

Central City, Neb., June 9, 1969. 6:54 
BRAINTREE, Mass.: 

Drive-In Theater Fire, Aug. 27, 1968. 2:45 
BRANNIGAN, Francis L. 4:14 
BRENNEMAN, J. J. 5:32 
BROMOCHLORODIFLUOROMETHANE: 

Extinguishing Agent. 4:93 
Broox.yn, N.Y.: 

Apartment/Mfg. Fire, Jan. 9, 1968. 3:13 
Brown, Martin. 5:42 
Buckuey, Georce E., Jr. 5:38 
Bucyrus, Onto: 

Repair Garage Fire, April 18, 1969. 5:60 
Burrato, N.Y.: 

Metal Parts Storage Fire, July 22, 1968. 1:45 
Buaser, Percy. 1:37; 2:48; 3:33; 4:7, 83; 5:30, 31 

FMANA Award. 5:42 

Testimonial Luncheon. 5:48 
Buapee Years, THE. 4:7 
BurLoine DEsIGn: 

People Factors in. 4:31 
BuILpING Fires: 

U.S., Canadian Cities, 1968. 4:18 

1968. 5:53 





ButLp1nGc Occupants: 

Protection of. 4:31 
BUILDING UNDER CONSTRUCTION: 

Fire Problems of. 5:23 
BUILDING-UNDER-CONSTRUCTION FIRE: 

Carson City, Nev., Hospital, Aug. 26, 1968. 2:43 

Hamilton, Ohio, April 3, 1969. 5:61 

Hayward, Calif., July 16, 1969. 6:52 
BvuILpINGs: 

Modern, Life Safety in. 5:118 
Buk PLANT Fire: 

Chelsea, Mass., Jan. 3, 1969. 4:26 

Taunton, Mass., June 10, 1969. 6:53 
BuRNING CHARACTERISTICS: 

Aircraft Cabin Interior Materials. 3:24; 4:23 
Bus/Car COLLIsION AND FIRE: 

Baker, Calif., March 7, 1968. 3:13, 15 
Busu, Loren 38. 5:30 

1969 Board of Directors Report. 5:30 

Elected Chairman, NFPA Board of Directors. 5:66 
Butane LIGHTER FUEL: 

Explosion. 2:43 
Byrne, RoBert. 5:37 


Cc 


Casinet-Mra. PLAnt Fire: 

Lynnwood, Wash., Sept. 5, 1968. 1:43 
Case, De-Icine: 

Not Listed by UL for Roofs. 3:36 
Case, Prpe-HEeatTING: 

Faulty. 3:37 
Case VAULT FIRE: 

Seattle, Wash., Aug. 17, 1968. 1:46 
CANADA: 

Fire Statistics, 1968. 6:59 
CANADIAN Fire Sratistics, 1968. 4:22 
CARBON DIOXIDE: 

Limiting Survival Concentration. 2:19 
CaRBON DioxIpE ExTINGUISHERS (See Extinguishers) 
Carson Drox1DeE System: 

Operated, Not a Factor. 2:46 

Rack Storage Protection Supplement. 6:45 

Unsatisfactovy Performance. 1:43 
CARBON MONOXIDE: 

Fatalities in Finland, 1967. 3:30 

Limiting Survival Concentration. 2:19 
Carson City, NEv.: 

Hospital Fire, Aug. 26, 1968. 2:43 
CarTER, RosBenrt. 5:43 
CaskKeT PLANT FIRE: 

Batesville, Ind., April 8, 1969. 5:62 
Caste AFB, Catir.: 

Aircraft Fire, July 30, 1968. 3:15 
Causes or 1968 Larce-Loss Fires. 3:12 
CEILING ASSEMBLIES: 

Fire-Rated. 2:26 
CEILING Fire: 

Combustible Acoustical Tile. 4:48 

Fiber Formboard. 6:8 

Fiberboard. 3:53 

Lint- and Ink-Covered. 2:46 
CEILinG Space: 

Fire Spread through. 6:91 
CENTRAL City, NEB.: 

Boys and Gasoline Fire, June 9, 1969. 6:54 
CHELSEA, Mass.: 

Gasoline Bulk Loading Rack Fire, Jan. 3, 1969. 4:26 
CHEMICAL PLANT FIRE: 

Deepwater, N.J., Aug. 19, 1968. 1:44 

Flemington, N.J., Aug. 12, 1969. 6:53 

S. Charleston, W.Va., July 23, 1968. 1:9 
CHEMICAL TRANSFER Faciuity Fire: 

N. Berwick, Maine, June 2, 1969. 5:11 
Cuerry, WALTER. 3:48 
Curcaao, ILL.: 

Aircraft Crash/Fire, Dec. 27, 1968. 3:13 

Aircraft Fire, March 21, 1968. 3:15 

Apartment (Hawthorne House) Fire, Jan. 24, 1969. 3:5 

Bindery Fire, Nov. 11, 1968. 2:45 

Gasoline Tank Truck Fire, Feb. 7, 1968. 2:32 

Sausage Plant Fire, Feb. 7, 1968. 2:32 
Cutup Care Factiities (Group Homes): 

HEW Guidelines on. 5:43 
CHILDREN AND MATCHES: 

Cause Fire. 4:48; 5:54, 60; 6:51 

Set Fire. 2:45 
CHILDREN, UNATTENDED: 

Fire Started by. 3:51; 6:51 





CHLORINE: 

Released During Fire. 1:10 

Tank Cars Exposed in Petroleum Refinery Fire. 3:53 
Cuo ttn, Rocer. 5:14, 41 
CHRISTMAS TREE: 

Incendiary Fire Originated in. 3:51 
Curistmas TREE Fires. 4:49 
CuuRCH FIRE: 

Rockford, Ill., March 18, 1969. 4:47 
CrtT1es, U.S., CANADIAN: 

1968 Fire Experience. 4:17 
CLEVELAND Fire Tests. 5:32 
CLOTHING: 

Fire Prevention. 2:12 

Static Reduction by Steel Fibers. 6:15 

Survey of Fatal Fires. 1:34 
Coat Mine Fire: 

Farmington, W.Va., Nov. 20, 1968. 3:12, 14 
Cope ENFORCEMENT, RATIONALE OF. 5:119 
CopEs: 

Stepping Stones or Stumbling Blocks (Editorial). 5:3 
Coves (See NFPA Codes) 

CopeEs, STANDARDS, AND FrrE PROTECTION ENGINEERING. 5:41 
CoLuars FOR Frre Dampers. 3:46 
CoLLEGE BuILpine Fire: 

Classroom, New Haven, Conn., June 14, 1969. 6:52 
Co.uLeGce Dormitory Fire: 

New Brunswick, N.J., Dec. 10, 1968. 3:52 
Cotvumsvts, Onto: 

Vehicle for Disposal of Explosive Devices. 1:30 
COMMUNICATIONS: 

Breakdown During Emergency. 1:13 
ComMUNICATIONS CENTER FIRE: 

Oreenbelt, Md., April 18, 1968. 1:43 
CoMPREHENSIVE FrrE PREVENTION PROGRAM: 

A “Must” for Hospitals. 4:84 
Compton, Catir.: 

Aircraft Fire, July 12, 1969. 6:52 
CoMPUTER: 

Extinguishing Systems for. 4:93 

Fires in. 1:43 

Operations Applied to Fire Service. 1:48 
Computer Circuit CARD: 

Fire Tests. 2:5 
Computer Fire: 

Goddard Space Flight Center, Greenbelt, Md., April 18, 1968. 2:5 
ComPpuTER-MANUFACTURING FIRE: 

Palm Beach Gardens, Fla., April 12, 1969. 6:53 
COMPUTERIZED MANNING OF FirE DEPARTMENT. 3:101 
CoNncEALED Space, NONCOMBUSTIBLE: 

Fire Spread through. 4:15; 6:91 
Concorp, Mass.: 

Dwelling Fire, Aug. 19, 1969. 6:51 
CONFERENCE OF FIRE PROTECTION ASSOCIATIONS: 

1969 Meeting. 3:30; 4:83 
ConsoLipATION CoaL ComPANY Fire: 

Farmington, W.Va., Nov. 20, 1968. 3:12, 14 
CONSTRUCTION SPECIFICATIONS FOR Suips. 1:21, 22 
Contact LENSEs: 

Removing in Emergencies. 4:45 
ConTEstT, FrrE Prevention, NFPA: 

Operations Described. 3:34 
Contra Costa County, CALIF.: 

Fire Fighter Injuries. 2:23 
ConveEYER BELT: 

Fire Spread Along. 1:44 
Corcoran, JOHN R.: 

Chairman, IFPA, Election of. 5:40 
Coronary CarE UNIT: 

Seattle, Wash. 6:93 
CorRIpor: 

Travel in. 1:28 

Useless as Exit. 3:11 
CoRROSION: 

From PVC Fires (Symposium). 1:37 

Hydrogen Chloride from Wire Insulation. 3:53 

Result of PVC Fire. 6:54 
CorvALtis, ORE.: 

Dwelling Fire, Dec. 23, 1968. 3:51 

Tar Kettle Fire, July 24, 1969. 6:52 
Corypon, Iowa: 

Bank Fire, May 21, 1969. 5:61 
Corton: 

Bale Fires. 1:46 
Country Civus Fire: 

Houston, Tex., Jan. 21, 1969. 3:52 
Cramer, Deg, 5:42 
Cur.ess, MacDona bp. 5:41 
Currtarns (See also Draperies). 4:48 
CuTTING AND WELDING (See Welding) 
CYCLOPROPANE: 

Explosion. 6:22 





D 
Datuas, TEx.: 

Instrument-Mfg. Fire, Sept. 9, 1968. 2:46 

Office Building Fire, June 3, 1969. 6:52 
Dana, MARGARET: 

Newspaper Column on Preventing Clothing Fires, 2:13 
Dansury, Conn.: 

Warehouse Fire, Sept. 9, 1968. 1:45 
Darwin, RosBert L. 5:33 
Data-PROCESSING EQUIPMENT: 

Salvage of. 6:17 
Dawson, E. B. 5:43 
De Mona, Vance C. 5:46 
De-Ictne CABLE: 

Not Listed for Roofs. 3:36 
Deep Fat Fryer: 

Cause of Fire. 1:45 
Deepwater, N.J.: 

Chemical Plant Fire, Aug. 19, 1968. 1:44 
DENMARK: 

Fire Statistics, 1968. 6:59 
DETECTION: 

Delayed. 1:39; 6:90 
Detection System, Hear: 

Satisfactory Performance. 3:52; 4:6; 5:59 

Unsatisfactory Performance. 4:6 
DeteEcTIoNn SysTEM, SMOKE: 

Satisfactory Performance. 1:10 
DEVELOPMENT OF SAFETY First Automatic System Mopet 250. 5:14 
DIBROMOTETRAFLUOROETHANE (See Halon 2402) 
DIeETHYLENETRIAMINE: 

Tank Truck Leak, Orange, Tex., July 1, 1969. 6:52 
DIsasTER PLAN: 

Hospitals. 2:37 
D1sMISsAL OF Fire PREVENTION CopE VIOLATIONS. 2:54 
Doorway: 

Bedroom, Fire Spread through. 6:51 

Fire Spread through. 1:45, 46 

Movement of People through. 1:29 
Dormitory Fire: 

College, Adrian, Mich., March 15, 1969. 4:48 
Dowt1nG, Joun H. 6:10 
Doy te, WiuuraM H.: 

Nominating Committee. 5:31 
Drart CurTAINS: 

Lack of, Factor in Fire Spread. 6:8 
DRAPERIES: 

Fire Spread by. 4:48 
Drive-In THEATER Fire: 

Braintree, Mass., Aug. 27, 1968. 2:45 
Drums, FLAMMABLE LiquID: 

Safe Storage. 2:49 
Dry CHEMICAL: 

Monnex. 5:50; 6:38 
Dry CHemIcAL System: 

Safety First Model 250. 5:14, 41 
Dry CHEMICAL SysTEM, SATISFACTORY PERFORMANCE. 4:48 
Dry CHEMICAL SysTEM, UNSATISFACTORY PERFORMANCE: 

System Not Charged. 1:45 
Dry-Pripe SPRINKLER VALVE: 

Defective. 1:45 
Drytna Oven (See Oven) 

Duct, Arr ConDITIONING: 

Fire Spread through. 2:46 
Duct, Exnavst: 

Fan Broken. 2:45 

Over Dip Tank, Fire Spread in. 2:46 

Spray Booth Fire. 2:45 

Unsprinklered. 2:45 
Duke, VERNON L. 6:17 
Dump Fire: 

Getting Water on. 4:45 
Dust: 

Wood, Fire Spread by. 1:43 
Dust-IGNITIONPROOF ELECTRICAL EQUIPMENT: 

Enclosures. 2:24 
Dusty Locations: 

Electrical Equipment Enclosures for. 2:24 
DWELLING Fire: 

Baton Rouge, La., Feb. 20, 1969. 3:51 

Bay City, Mich., Feb. 13, 1965. 4:48 

Concord, Mass., Aug. 19, 1969. 6:51 

Corvallis, Ore., Dec. 23, 1968. 3:51 

Edmonton, Alta., Jan. 1, 1969. 3:52 

Fayetteville, N.Y., March 20, 1969. 5:60 

Franklin, Pa., Feb. 11, 1968. 3:13 

Hastings, Neb., April 4, 1969. 6:54 

Juneau County, Wisc., July 15, 1969. 6:51 

Nebraska City, Neb., May 7, 1969. 6:54 

Palisade, Neb., April 18, 1969. 6:54 

Queens, N.Y., July 18, 1968. 3:13 

Roanoke, Va., March 4, 1969. 4:48 
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Sarasota, Flu., Nov. 7, 1968. 2:43 
Shelton, Neb., April 22, 1969. 6:54 
Weslaco, Tex., Jan. 1, 1969. 5:59 
Wheeling, W.Va., Jan. 1, 1969. 4:49 
DWELLING Fire Statistics, 1968. 3:17 
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Even, N.C.: 

Wool Yarn Mill Fire, Aug. 24, 1968. 2:46 
EpDITORIAL: 

After Research. 6:3 

Atmosphere for Progress. 4:3 

Call for Papers. 1:3 

Codes: Stepping Stones or Stumbling Blocks? 5:3 

Proper Safeguards. 3:3 

Useful Advertising. 2:3 
EpMmonrTon, ALTA.: 

Dwelling Fire, Jan. 1, 1969. 3:52 

Residential Garage Fire, April 27, 1969. 5:59 
EDUCATIONAL FrrE PREVENTION PROGRAM: 

United Kingdom. 6:57 
EpucaTIoNnaL Occupancies, 1968 Losses. 3:18; 5:54 
EGREss: 

Designs. 1:27 
E1sEnBERG, GeorGE H. G. 5:31 
ELECTRICAL EQUIPMENT: 

Dependability of Grounding. 4:33 

Enclosures in Hazardous Locations. 2:21 

Fixtures in Hazardous Locations. 1:81 

Grounding. 6:101 

On Plywood Panel, Correspondence. 3:101 
ELECTRICAL EQUIPMENT FIRE: 

Computer. 1:43 

Deep Fat Fryer Overheated. 5:60 

Electric Blanket. 4:48 

Light Fixture. 2:44 

Light Fixture, Ceiling-Mounted. 3:52 

Motor. 2:46 

Nonexplosionproof Portable Light. 4:50 

Portable Saw. 6:52 

Resistor. 2:5 

Street Vault. 1:46 

Trouble Light. 5:60 
ELECTRICAL FIREs: 

1968. 5:54 
ELectrIcAL Piuas: 

Three-Pronged. 4:40 
ELECTRICAL RECEPTACLES: 

Grounding of. 4:40 
ELEcrricaL SHOCK: 

Hazard in Hospitals. 6:27 
ELEcTRICAL WIRING: 

Fires. 1:43; 5:60; 6:51, 54 
ELectTRICAL WIRING RAcEeways: 

Wooden, Correspondence on. 2:87 
ELECTROSTATIC PROBLEMS IN HANDLING FLAMMABLE Liqurps. 5:40 
ELEcTROSTATIC PROBLEMS IN HospITALs. 6:22 
E.Lectrostatic SAFETY IN CLOTHING. 6:15 
Evectrostatic Sparks (See Sparks) 
ELEVATOR SHAFT: 

Fire Spread up. 1:44 
ELEVATORS: 

Fire Doors for. 5:43 

People Trapped in During Fires. 5:60 

Used as Exit in Fire in High-Rise Apartment. 3:11 
Exton, Mp.: 

Fireworks Plant Fire, Jan. 23, 1969. 4:49 
Euuison, Rosert H. 5:41 
EMERGENCY COMMUNICATIONS: 

Breakdown of. 1:13 
EMERGENCY LIGHTING AND PowER, THE Dark Sine oF. 5:21 
EMERGENCY PLANNING: 

Hospitals. 2:36 
EMULSION, FUEL: 

To Reduce Crash Fire Hazards. 5:37 
ENAMEL PAINT: 

Fire Spread by. 1:46 
ENGINEERING STANDARDS: 

National Bureau of Standards Information Service on. 2:28 
ENGLAND: 

Fatalities in, 1960-66. 3:30 
Ernyt ETHER: 

Explosion. 6:22 

Refrigerator Explosion. 2:43 
EvacuaTION DELAYED: 

Occupants Ignored Alarm Bell. 3:52 
EvacuaTION oF HospitTaL, SuccessFvuL. 2:43 
EVACUATION OF NEIGHBORHOOD: 

Chlorine Escape. 1:11 
EVACUATION OF THE MODEL 747 AIRPLANE. 5:36 
Exuavust Duct (See Duct) 





Exuavust Stack Fire: 
Spread to Building. 2:46 
Exit Doors: 
Opened Inward, Fatalities Caused by. 3:13 
Exits: 
Office Building, Not Far Enough Apart. 2:11 
EXPLOSION (PRESSURE RUPTURE): 
Flammable Liquid Tank. 4:29 
EXPLOSIONS: 
Butane Lighter Fuel. 2:43 
Cyclopropane. 6:22 
Ethyl Ether. 6:22 
Fatal. 2:32 
Fatal, Chemical Reaction. 1:44 
Fire Gases. 3:42; 6:8 
Fireworks Powder. 4:49 
Fuel Tank Being Welded. 6:54 
Gases in Cable Vault. 1:46 
Gasoline Vapors. 1:46; 2:32 
Homemade Bomb. 3:52 
Laboratory Refrigerator. 2:43; 6:51 
Methylmethacrylate Vapors. 5:12 
Neoprene Vapors, 3:54 
Polystyrene Dust. 6:54 
Tetrafluorethylene Vapors. 1:44 
Toluene Vapors. 1:44 
Vinyl Chloride. 6:53 
Exp.Losives D1sposaL VEHICLE: 
Columbus, Ohio, Fire Department. 1:30 
EXTINGUISHERS: 
Class B, Revised Classification. 5:20 
For Motor Vehicles. 1:87 
EXTINGUISHERS, CARBON D1ox1pDE, INEFFECTIVE: 
Fire Too Advanced. 4:50 
Wrong Type. 4:6 
EXTINGUISHERS, CARBON Dr0xIDE, SATISFACTORY PERFORMANCE. 
2:5, 43, 45 
EXTINGUISHERS, Dry CHEMICAL, INEFFECTIVE: 
Fire Inaccessible. 3:53 
Fire Too Large. 4:48 
Wrong Type. 4:6 
ExtTINGuiIsHers, Dry CHEMICAL, SATISFACTORY PERFORMANCE. 2:45 
EXTINGUISHERS, HALON 1211: 
Letter to Association. 4:93 
ExrTincuisHers, HALON 2402: 
Fire Tests. 6:38 
EXTINGUISHERS, MONNEX: 
Fire Tests. 6:40 
EXTINGUISHERS, PRESSURIZED WATER, INEFFECTIVE: 
Fire Too Advanced. 1:44 
EXTINGUISHERS, UNKNOWN TyPE, UNSATISFACTORY PERFORMANCE: 
Empty When Needed. 2:46 
EXTINGUISHERS, WATER Type, INEFFECTIVE: 
Fire Too Advanced. 4:50 
EXTINGUISHING AGENT (See Specific Agent) 
EXTINGUISHING SysTEM (See Agent Used) 
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Factory Mutvuat RESEARCH CORPORATION: 

Halon 1301. 6:11 
Fase ALARMS: 

Delayed Response to Fatal Fire. 3:13 

Suggested Ordinance. 6:93 

U.S., Canadian Cities, 1968. 4:18 
FarMInGTON, W.Va.: 

Coal Mine Fire, Nov. 20, 1968. 3:12, 14 
Fast Frre in Miuyu Buriprnes. 3:39 
FATALITIES: 

Aircraft Crash. 3:13 

Asphyxiation. 2:10, 43; 3:9; 4:6, 48, 49 

Burning Oil. 3:13 

Burns. 3:52, 54 

Carbon Monoxide in Finland, 1967. 3:30 

Chemical Explosion. 1:44 

Children, Unattended. 3:51 

England, 1960—66. 3:30 

Explosions. 1:46; 2:32; 4:49 

Fire Fighters, 1968. 4:18 

Firemen. 2:32 

Flammable Liquids Fire. 3:53 

Gasoline-Soaked Clothing. 4:27 

Large Loss of Life (See Large-Loss-of-Life Fires). 3:5 

Single-Death Fires, Survey of. 1:34 

Smoking in Bed. 2:43 

Trapped by Inward-Opening Door. 3:13 

Trapped in Aircraft. 3:13 

Trapped in Apartment. 3:13; 4:48 

Trapped in Bus. 3:13 

Trapped in Closet. 5:60 





Trapped in Coal Mine. 3:12 
Trapped in Dwelling Fire. 3:13; 4:48 
Trapped in Elevator. 5:60 
FATALITIES IN DWELLING FIREs: 
Conditions Causing. 2:20 
FAYETTEVILLE, N.Y.: 
Dwelling Fire, March 20, 1969. 5:60 
FEDERAL AVIATION ADMINISTRATION: 
Fire Tests of Aircraft Interiors. 3:24 
FEDERAL Fire RESEARCH AND SAFETY OFFICE: 
Planned Operation of. 5:40 
Fee, Frank J., JR.: 
NFPA Secretary-Treasurer. 4:37; 5:30; 5:66 


FIBERBOARD CEILING: 
Fire in, 3:53 


Friis, Fire: 
Shown at 1969 NFPA Annual Meeting. 5:48 


FINLAND: 
Fatalities from Fire or Carbon Monoxide in 1967. 3:30 


Fire Statistics, 1968. 6:59 
Frre Causes: 
1968, 5:53 
FrrE DAMPERS: 
Collars for. 3:46 
Installation of. 3:46 
Frre DeFrensE Systems ANALYSIS (BooK REVIEW). 5:64 
Fire DEPARTMENT OPERATION IN H1GHWAY EMERGENCIES. 5:49 
Fire DEPARTMENT OPERATIONS HAMPERED: 
Dense Smoke. 6:8 
Electric Conduits and Gas Pipe on Roof. 6:91 
Electric Power Shut Off. 5:62 
Explosions, Equipment Abandoned. 1:45 
Frozen Hydrant. 4:28 
High-Piled Bales. 1:46 
Inadequate Water Supply. 1:44, 46 
Irregular Construction of Building. 2:45 
Lack of Water. 2:44; 3:51 
Limited Access. 1:44 
Power to Siren Interrupted by Fire. 4:50 
Response Delayed by False Alarm. 3:13 
Response Delayed by Inoperative Siren. 5:61 
Suction Strainers Clogged by Debris. 3:43 
Unfamiliar with Sprinkler System. 4:49 
Water Main Broken by Roof Collapse. 5:62 
Water Shut off During Sewer Construction. 5:59 
Windowless Walls. 2:44 
FrrE DEPARTMENTS: 
Statistics on, U.S. 4:44 
Frre Doors: 
A Key to Better Fire Protection. 3:67 
Blocked Open. 1:45 
Elevators and. 5:43 
Inoperative. 1:40 
Opened by Short Circuit During Fire. 2:44 
Stairway, Blocked Open. 6:52 
Frre Driuys For Hosptta.s. 4:87 
Fire FIGHTERS: 
Alerting Off-Duty. 4:44 
Fire Ficuters 1n Contra Costa County, CaLir.: 
Survey of Injuries to. 2:23 
Fire FicguHters KILLED BY EXxpLosion. 2:32 
Frre Ficuters KiLvep 1n U.S., Canapa, 1968. 4:18 
Frre in A HicH-Rise APARTMENT BUILDING. 3:5 
FIRE JOURNAL: 
Advertising Policy. 2:3 
Statement of Ownership. 1:41 
Fire Losses: 
By Cause, 1968. 5:54 
By Occupancy, 1968. 5:54 
U.S., Canadian Cities, 1968. 4:17 
FrrE MARSHAL AND PROFESSIONALISM, THE. 4:41; 5:42 
FrrE MARSHALS ON Doty: 
Dismissal of Fire Prevention Code Violations, 2:54 
Programing Fire Prevention Education. 6:29 
The Houston Fire Prevention Division. 1:25 
The NFPA Fire Prevention Contest. 3:34 
FrreE PREVENTION Cope Vro.atTions. 5:119 
Fire PREVENTION CopE VIOLATIONS DISMISSED. 2:54 
FirE PREVENTION CONTEST: 
1968 Industrial Grand Award Winner, Program for. 5:41 
NFPA, Described. 3:34 
FIRE PREVENTION EpUCcATION: 
Houston, Tex. 1:29 
FirE PREVENTION IN THE UNITED KinGpom. 5:32; 6:57 
Frre PROTECTION: 
Future Passenger Ships, in. 1:19 
FrrE PROTECTION ASSOCIATION: 
Fire Prevention Education Program. 6:58 
Fire PrRoTECTION ENGINEERING: 
Codes and Standards. 5:41 
FirE Protection For WorLD TRADE CTR. DURING CONSTRUCTION. 5:45 





Frre Protection HANDBOOK: 

Thirteenth Edition Described. 3:56 
Fire PRoTEcTION, PREVENTION IN ExpANDING Community. 5:46 
Frre Protection Procram: 

Award-Winning. 5:41 
Frre Pump: 

Inoperative at Time of Fire. 3:42 
Frre-Ratep Ceriines (See Ceiling Assemblies) 
Frre Recorp or Cittes, 1968. 4:17 
Frre REPORTING: 

Standard on. 2:27 
Frre RESEARCH AND SaFety Orrice, NBS. 6:41 
Frre-ResistiveE BurtpineG Fires, 4:15 
Frre-RETARDANT LUMBER: 

Formwork. 5:46 
Fire Sarety: 

Role of the Architect in. 2:79 
Frre Service, For THe: 5:64 

Coronary Care Unit. 6:93 

Dry Standpipe Survey in Los Angeles. 3:63 

Fire Department Injuries. 2:23 

Fire Retardant Vegetation. 2:23 

Fireground Monitored by TV. 4:44 

Hartford County Mutual Aid Drill. 6:93 

Helicopter Ambulance, Babysitters, Explosives. 1:30 

Montana Fire Departments. 5:64 

Peoria Fire Department. 5:64 

Suggested False Alarms Ordinance. 6:93 
Frre SERVICES OF AN URBAN ComMUNITY, SIMULATION Mopet. 1:48 
Fire Statistics (See Statistics) 

Frre Tests: 

Aircraft Cabins. 5:32 

Aircraft Interior Materials. 3:24; 4:23 

Aqueous Film-Forming Foam. 6:87 

Computer Circuit Cards. 2:5 

Dry Chemical Modular System. 5:18 

Fabric Conductivity. 6:16 

Fire Gas Concentrations. 4:24 

Halon 1301. 6:11 

Halon 1301 for Aircraft Cabins. 5:32 

Halon 2402. 5:35; 6:38 

Heat Release Rate. 4:25 

High-Expansion Foam. 6:33 

High-Expansion Foam at Helsinki Airport. 5:35 

High-Expansion Foam for Aircraft Cabins. 5:32 

Light Water Tests at Miramar and Jacksonville. 5:33 

Monnex. 6:38 

' Protein Foam, Crash Tests, United Kingdom. 5:33 

Rack Storage. 6:46 

Smoke Density. 4:23 

Thermal Decomposition. 4:25 

Wall Finish Assemblies. 2:14 
Frre WALL: 

Effective. 4:47 

Failed during Fire. 4:49 

Unprotected Opening in. 2:44 
FIREGROUND MontrTorep By TV, 4:44 
Frres AND Fire Losses CLassiriep: 

1968. 5:53 
FIREWORKS: 

Fires Caused by. 5:59, 61 
FrreworkKs-Mro. Fire: 

Elkton, Md., Jan. 23, 1969. 4:49 
FrreworKSs, FIRECRACKERS, ROCKETS: 

Fires Caused by, 1968. 5:54 
FirzGerap, Pau M. 5:34 
FLAME ARRESTER: 

Fire May Have Traveled through. 5:13 
FLAME-RETARDANT MATERIALS FOR AIRCRAFT CABIN INTERIORS. 5:36 
FLAMMABLE, COMBUSTIBLE LiquiIp FirREs: 

Acetone-Isopropyl Alcohol Mixture. 5:62 

Adhesive. 2:8 

Enamel Paint. 1:46 

Ethyl Acrylate. 5:12 

Ethyl Ether. 2:43; 6:22 

Flammable Cleaning Fluid. 6:54 

Floor Tile Adhesive. 6:52 

Gasoline. 2:32; 4:27; 6:53 

Gasoline and Boys. 6:54 

Gasoline Fuel Line Came Loose. 6:54 

Gasoline-Fueled Tar Kettle. 6:52 

Gasoline in Home. 3:51, 52 

Gasoline Spill. 1:45; 2:45 

Gasoline Spilled in Repair Garage. 5:60 

Gasoline Tank Farm. 3:53 

Gasoline Tanks. 1:45 

Gasoline to Clean Hands. 6:54 

Gasoline to Clean Washing Machine. 6:54 

Gasoline Vapors in Ditch, 1:46 

Grease. 1:45 

Kerosine. 3:51 

Kerosine to Freshen Coal Fire. 5:60 





Mastic for Foamed Insulation. 5:61 
Methyl Ethyl Ketone. 6:53 
Methylmethacrylate. 5:11 

No. 2 Fuel Oil. 4:50 

Paint. 3:51 

Paint Solvent. 5:62 

Quench Oil. 1:43 

Tetrafluoroethylene. 1:44 

Toluene. 1:44 

Xylene. 2:46 
FLAMMABLE Liquip Tanks (See Tanks) 
FLAMMABLE Liqutps: 

Electrostatic Problems in Handling. 5:40 

Regulation of in a Hospital. 4:89 
FLAMMABLE Liquips Drums (See Drums) 
FLemInecToN, N.J.: 

Chemical Plant Fire, Aug. 12, 1969. 6:53 
FLoor SANDING: 

Dust Explosion Hazard. 5:118 
FLUOBRENE (See Halon 2402) 

FMANA PRESIDENT: 

Address of. 5:41 
FMC Corporation, Fire anp CueMIcAL Leak ar: 1:9 
Foam, Aqueous Fitm-ForMINnG: 

Description. 6:87 
Foam, H1icH-ExPansiIon: 

Aircraft Cabin Fire Tests. 5:32 

Damage from. 6:36 

Effect of Sprinkler Discharge on. 6:36 

Fundamentals of. 6:32 

Quality Testing of. 5:49 

Rack Storage Protection Supplement. 6:45 

Stability the Key. 6:32 
Foam, PROTEIN: 

A New Kit for Field Testing. 5:50 

Effect of Water Spray. 5:49 

For Spill Pit. 2:51 
Foam RUBBER: 

Furniture Padding Fire. 1:44 
Foam, SurFacTant (See Foam, Aqueous Film-Forming) 
Foop Cop StoraGE FrrRe: 

Oakland, Calif., Oct. 25, 1968. 2:44 
Foop-ProcessinG PLANT FIRE: 

Sausages, Chicago, Ill., Feb. 7, 1968. 2:32 
Foop Propucts PLANT FIRE: 

Abattoir, N.Terr., Australia, May 9, 1969. 5:62 
For THE Fire Service (See Fire Service, For the) 
Forp, CHARLEs B, 6:10 
Forest Fire HEADQUARTERS: 

Mobile. 4:45 
Fort Worth, Tex.: 

Newspaper-Publishing Plant Fire, Sept. 7, 1968. 2:46 
FRANCE: 

Fire Losses, 1967. 2:48 
FRANKLIN, Pa.: 

Dwelling Fire, Feb. 11, 1968. 3:13 
Friction Sparks (See Sparks) 

FROTHOVER: 

Oil Quenching Solution. 1:43 
Fue.t Emvutsions To Repuce Crass Freres. 5:37 
Fue. Tank PROTECTION: 

Parker Inerting System. 5:35 
Futu-Sca.e Frre Tests: 

Interior Wall Finish Assemblies. 4:94 
FURNITURE PLANT FIRE: 

Ramseur, N.C., Jan. 1, 1969. 4:49 

Redford Twp., Mich., June 14, 1968. 1:44 

Rockford, Ill., July 2, 1968. 1:56 
FURNITURE STORE FIRE: 

Redwood City, Calif., April 1, 1969. 4:50 
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GARAGE, Repatr, Fr1RE: 

Bucyrus, Ohio, April 18, 1969. 5:60 

Livingston, Mont., Jan 15, 1969. 4:50 

Luzerne County, Pa., March 13, 1969. 5:61 

St. John, Mich., Jan. 13, 1969. 4:50 
GaraGE, RESIDENTIAL, FIRE: 

Edmonton, Alta., April 27, 1969. 5:59 
GaraGE, TANK TRUCK FLEET, FIRE: 

Stamford, Conn., Feb. 16, 1969. 4:50 
GARFIELD, WASH. : 

Telephone Exchange Fire, Dec. 3, 1968. 3:53 


Gary, Inp.: 
Apartment with Mercantile Fire, Aug. 31, 1968. 3:13 


Gas Fires AND ExPLosions: 
Butane. 2:43 
Cyclopropane. 6:22 
LP-Gas. 2:44; 5:61 
Natural Gas. 3:52 
Vinyl Chloride. 6:53 





Gas Marys: 
Broken, Cause of Fire. 3:52 
GASOLINE: 
In Home, Fires Involving. 3:51, 52 
Spill Fire. 3:53 
GASOLINE CAN RusTED: 
Cause of Fire. 2:45 
GASOLINE RESERVOIR Fire: 
Rivanazzano, Italy, July 24, 1968. 1:46 
GASOLINE SERVICE STATIONS: 
Locations. 2:86 
Gerrs, TOLMAN. 5:35 
GENERAL Evectric Company Home LiGHTNING PROTECTOR. 3:22 
GEorGE, THURBER C. 5:38 
Gerorota-Paciric BuILpING: 
Sprinklered Office Building. 5:5 
Guass Frser FABRICATING PLANT FIRE: 
Kansas City, Kans., Feb. 10, 1969. 3:54 
Guass Frser INSULATION BINDER: 
Fire in. 3:53 
GLUE: 
Fire Involving. 2:45 
GoopFELLow, FREDERICK J.: 
NFPA Director. 5:31 
Grain ELEVATORS: 
Lightning Record. 6:103 
Grant, RosBert W. 1:29; 2:56; 3:38; 6:31 
GREASE FIRE: 
Water on. 4:48 
GREENBELT, Mp.: 
Communications Center Computer Fire, April 18, 1968. 1:43; 2:5 
Gross, JosEepH. 4:84 
GROUNDING: 
Is It Dependable Protection Against Shock? 4:33 
Group Homes (Cutip CARE FAcIuities): 
HEW Guidelines. 5:43 
Guta, Martin. 5:43 
Gypsum WALLBOARD BACKING FOR PLywoop: 
Fire Tests. 2:14 


H 

Haton 1301: 

Aircraft Cabin Fire Protection. 5:32 

Factory Mutual Research Corporation Tests. 6:11 

Portable Extinguishing System Using. 5:41 
Hatton 1301 ExtTincuisHine System: 

For Museum. 6:10 
Haton 2402: 

Fire Tests. 5:35 

Report on. 5:50 

Toxicity Tests. 6:37 
Haton 2402 ExtTinGuisHineG System: 

Fire Tests. 6:38 
Ha.ustTeap, Epwarp Grey. 2:79 
Hamitton, Outro: 

Building under Construction Fire, April 3, 1969. 5:61 
HaMILTON, OnT.: 

Excelsior Warehouse Fire, Nov. 2, 1968. 2:44 
Hammack, JaMEs M. 5:22; 6:88 
HANDICAPPED PERSONS: 

Life Safety Building Design Features for. 4:31 
HANGAR FIRE: 

West Trenton, N.J., April 15, 1969. 5:26 
Harpwoop Piywoop Mrsers. Assn.: 

Dwelling Fire Tests. 2:15 
Harpur, WiiuraM W. 5:50; 6:38 
Harrison, C. A. 5:46 
Harrison, Grecory A. 2:5 
Has ‘nos, NEB.: 

« velling Fire, April 4, 1969. 6:54 
Haver ve Grace, Mp.: 

Apartment Fire, Dec. 25, 1968. 3:51 
HawtTHorne House, Cuicaco, Iu., Frre: 

Jan. 24, 1969. 3:5 
Haywarp, Cautr.: 

Building under Construction Fire, July 16, 1969. 6:52 
Hazarpovus Locations: 

Electrical Enclosures in. 2:21 

Fixtures for Classes II and III. 1:81 
HEATING AND CooKING EqurIpMENT FRE: 

Deep-Fat Fryer. 1:45 

Electric Blanket. 4:48 

Gas-Fired Heater. 3:51 

Room Heater. 2:43 
HEATING AND CooKING EquipMENT Fires, 1968. 5:54 
Heatino CABLE, PIPE: 

Faulty. 3:37 
Herne, D. A. 5:32 
Hetneman, Mitt. 5:36 
HELICOPTERS: 

Ambulance, Used as. 1:30 





HerssTMAN, Donan. 5:46 
HEW Gutpe.ines on AGENcY-OPERATED Group Homes. 5:43 
HiaH-Expansion Foam (See Foam, High-Expansion) 
HicH-RiseE BuiLpine: 

Apartment Fire. 3:5 

Construction Problems. 5:23 

Office, Sprinkler Protection for. 5:5 

Sprinkler Protection, Correspondence on. 3:102 
Hicu-Rise SroraGe Factit1es. 1:8 
Higaway EMERGENCIES: 

Fire Department Operations in. 5:49 
Hitpvum, Jack E. 3:67 
Ho.tyoxke, Mass.: 

Mfg. Building Fire, Oct. 15, 1968. 1:38 
Home LiGHTNING Protection REpucEs FIRE DANGER. 3:21 
Home LicutninG Protector, GENERAL ELECTRIC. 3:22 
Homes For AGED: 

Sprinkler Protection. 4:93 
Homes For AGED (See also Nursing Homes). 4:5 
Hooker, Dan. 3:20 
Hornina, A. W. 2:49 
Hosp1rau Fire: 

Carson City, Nev., Aug. 26, 1968. 2:43 

Examples of Anesthesia Accidents. 6:22 

Livingston, N.J., Aug. 4, 1969. 6:51 

Polk County, Iowa, June 30, 1969. 6:52 
Hosritat LABORATORY FIRE: 

Houston, Tex., Sept. 24, 1968. 2:43 
Hosp!ta.s: 

Comprehensive Fire Prevention Program. 4:84 

Emergency Planning. 2:36 

Evacuation Plan. 4:86 

Evacuation Successful. 2:43 

Fire Drill. 4:87 

Fire Preplanning. 2:38 

In Time of Stress. 5:46 

NFPA Services to. 6:100 

NFPA Standards for. 6:21 
Horex (REsoRT) Fire: 

Swampscott, Mass., May 9, 1969. 5:59 

West Palm Beach, Fla., May 3, 1969. 6:51 
Houston, Tex.: 

Country Club Fire, Jan. 21, 1969. 3:52 

Fire Prevention Division. 1:25 

Hospital Laboratory Fire, Sept. 24, 1968. 2:43 
Huntineron, N.Y.: 

Training Course for Babysitters. 1:30 
Hurst, Martin §., 4:41; 5:42 
Hypravuic Fiurp Fire. 2:46 
HyproGENn CHLORIDE: 

From PVC. 4:24 

From Wire Insulation. 3:53 


I 
INCENDIARY (Suspicious) Fires. 1:41, 46; 2:45; 3:13, 17, 47, 51; 4:6, 
47, 48; 5:43 
1968. 5:54 


-IncenpIARY (Suspictous) Frres (See Arson) 


INCINERATOR: 

Faulty Door Cause of Fire. 1:44 
INDUSTRIAL OCCUPANCIES: 

1968 Fire Losses. 3:19, 70; 5:55 
INDUSTRIAL TRUCK: 

Dropped Drum Cause of Fire. 6:53 
INERTING SYSTEM FOR FUEL TANKS: 

Using Nitrogen. 5:35 
INSTITUTIONAL OCCUPANCIES: 

1968 Fire Losses. 3:18; 5:54 
INSTRUMENT-MFa., PLANT FIRE: 

Dallas, Tex., Sept. 9, 1968. 2:46 
INSULATION, FoAMED: 

Fire Spread by. 5:62 

On Tank, Ignition of. 5:61 
INSULATION, GLAss FIBER: 

Paper Backing Spread Fire. 3:52 
INSULATION, PoLyviINYL CHLORIDE: 

Fire in. 3:53 
INTERIOR FinisH, ASPHALT-SATURATED PAPER: 

Fire Spread Over. 2:45 
INTERIOR Fin1sH, PLywoop: 

Dwelling Fire Tests. 2:14 
INTERIOR Fin1sH, POLYPROPYLENE WALL COVERING: 

Fire Spread Over. 6:51 
INTERIOR FinisH, Various TyPEs: 

Fire Involved. 6:52 
INTERIORS, AIRCRAFT, BURNING CHARACTERISTICS OF, 3:24 
INTERNATIONAL Fire Statistics, 1968. 6:59 
Iowa NursinG Home Fire. 4:5 





Jamison, WI. B. 5:49; 6:32 
JAPAN: 
Fire Loss Statistics, 1967. 3:30 
Fire Losses, 1967. 2:48 
Fire Statistics, 1968. 6:59 
JEFFERSON ISLAND, La.: 
Salt Mine Fire, Oct. 29, 1968. 3:53 
JumLueRAT, Ernest E, 1:9 
Juneau County, Wisc.: 
Dwelling Fire, July 15, 1969. 6:51 


K 

KANAWHA VALLEY: 

Industrial Emergency Planning Council. 1:11 
Kansas City, Kans.: 

Glass Fiber-Fabricating Plant Fire, Feb. 10, 1969. 3:54 
KIMBALL, WARREN Y. 5:68 
Kirk, WARREN R. 5:46 
Kuve, EvGene P. 5:36 
Korn, Georce C.,: 

Executive Secretary, IFPS, Report of. 5:39 


L 

La Mrrapa, Cattr.: 

Crude Oil Tank Fire, Feb. 28, 1969. 5:61 
LABORATORIES: 

1968 Fire Losses. 3:19 
LABORATORY FIRE: 

Bedford, Mass., April 19, 1969. 5:62 

Livingston, N.J., Aug. 4, 1969. 6:51 

Redlands, Calif., Oct. 31, 1968. 3:52 
Lacquer: 

Fire Intensified by. 1:43 

Ignited by Spark. 1:44 
Lams, Paut C.: 

Chairman, NFPA Technical Advisory Committee. 5:66 
Laona, Wisc.: 

Sawmill Fire, Dec. 29, 1968. 4:49 
LarGeE-Loss Fires: 

Causes of. 3:12 
LarGE-Loss-oFr-Lire Frres (10 or more deaths): 

Baker, Calif., Bus (19). 3:13 

Brooklyn, N.Y. (Apartments) (13). 3:13 

Chicago, Ill. (Aircraft) (26). 3:13 

Farmington, W.Va. (Coal Mine) (78). 3:12 

Franklin, Pa. (Dwelling) (11). 3:13 

Gary, Ind. (Apartments) (13). 3:13 

Moberly, Mo. (Tavern) (12). 3:13 

Pointe a la Hache, La. (Ship) (13). 3:13 

Queens, N.Y. (Dwelling) (11). 3:13 
LaunpDrRY CHUTE: 

Fire Spread up. 4:6 
LAWRENCE, Mass.: 

Millen Industries Fire. 3:12 
LETTERS TO THE ASSOCIATION. 1:87; 2:86; 3:101; 4:93; 5:118; 6:100 
Lewoc, Davin G. 2:5 
Licgut WATER (See also Foam, Aqueous Film-Forming). 6:87 
Licut WaTER (See also Fire Tests). 5:33 
LIGHTING FIxTURES: 

For Hazardous Location Classes II, III. 1:81 
LIGHTNING: 

Fires Caused by. 5:61, 62 

Fires Caused by, 1968. 5:54 

Grain Elevator Protection, Record of. 6:102 
LIGHTNING PROTECTOR FOR THE Home. 3:22 
LinpEn, N.J.: 

Furniture Warehouse Fire, Feb. 25, 1968. 3:16 
LITCHFIELD, Exton L. 5:40 
Livineston, N.J.: 

Hospital Laboratory Fire, Aug. 4, 1969. 6:51 
Livinaston, Mont.: 

Auto Sales-Service Fire, Jan. 15, 1969. 4:50 
LivinasTon, WILLIAM L. 5:41 
Lone Beaca, Cauir.: 

Plastic-Manufacturing Fire, June 25, 1969. 6:54 
Los ANGELES, CALIF.: 

Dry Standpipe-Testing Program. 3:64 

Electrical Vault Fire, Sept. 23, 1968. 1:46 
Losses, Fire (See Fire Losses) 
LP-Gas Tank Trucks (See Tank Trucks, LP-Gas). 5:61 
LP-Gas TRANSMISSION LINE FIRE: 

Yutan, Neb., Dec. 5, 1968. 3:54 
Lursiu, Louts, Jr. 5:47 
LuzErRNE County, Pa.: 

LP-Gas Truck Fire, March 13, 1969. 5:61 
LynNwoop, WasH.: 

Cabinet-Manufacturing Plant Fire, Sept. 5, 1968. 1:43 
Lyons, Paut R. 1:31; 2:24; 3:66; 4:45; 6:93 





M 


MacKay, Dantet, 5:50 
Maprison, Wisc.: 

Auto Supply Store Fire, Dec. 28, 1968. 3:52 
MAGNESIUM: 

Aircraft Wheel Fire. 1:46 
Maenvs, Gert H. 5:49 
Major Fires or 1968, Tue. 3:12 
Martinspure, W.Va.: 

Aircraft Fire at Airport, Aug. 23, 1968. 1:46 
Mason, Haypen. 1:58; 2:81; 3:45; 4:90; 5:111; 6:96 
Mastic: 

Fire Spread by. 2:44 
Matcaes, Book: 

Fires Caused by. 4:94; 6:100 
Mattocks, Etmer O.: 

NFPA Vice-President. 5:66 
McCormick, James M. 6:21 
McGureatrn, E. Lawrence. 5:41 
McKinnon, Gorpon P.: 

Secretary, Railroad Section, Report of. 5:37 
McLavueGa.in, Joun T. 5:46 
Metprum, Donatp N. 5:49 
MERCANTILE OccuPANCIES: 

Fire Losses in, 1968. 3:18; 5:55 
MEnrIpr1an, Miss.: 

Cotton Warehouse Fire, Sept. 22, 1968. 1:46 
METAL-TREATING PLANT FIRE: 

York, Pa., Sept. 4, 1968. 1:43 
METHANE FROM DecayING MATTER IN FILLED Lanp. 5:119 
METROPOLITAN FirE PRoTeEcTION Topay. 5:29 
Mramt, Fva.: 

Restaurant Fire, Feb. 11, 1969. 4:47 
MicuiGAN DEPARTMENT OF PuBLiIc HEALTH: 

Pamphlet on Flammable Clothing. 2:12 
MICKELBERRY ExPLosion, THE. 2:32 
MIppLEsworTH, CHARLES M. 5:36 
Mii Compiex DestRoyYeEnD BY Fire. 3:39 
MILLEN INnpusTRIES FIRE: 

Lawrence, Mass., July 25, 1968. 3:16 
Mine, Sat (See Salt Mine) 
MIRAMAR-JACKSONVILLE “LiGHT WATER” Tests. 5:33 
MIsGAGED WIREs: 

As a Fire Cause, Correspondence. 3:102 
Moser ty, Mo.: 

Tavern Fire, Feb. 16, 1968. 3:13 
MopeELs: 

Urban Fire Services. 1:48 
Monk, Enric V. 5:41 
Monnex, New Dry CHemicat AGENT. 5:50; 6:38 
Montana Fire DEPARTMENTS. 5:64 
Monrt1, R. M. 5:45 
Morean, CHartes S. 5:32 
Morgan Cry, La.: 

Salt Mine Fire, March 6, 1968. 3:12 
Morais Twre., N.J.: 

Bulk Plant Fire, Sept. 9, 1968. 1:45 
Motor VEBICLE FIRE: 

Albany, N.Y., March 2, 1969. 5:59 

Plainview, N.Y., June 5, 1969. 5:59 

U.S., Canadian Cities, 1968. 4:18 
Moror VEHICLES: 

Extinguishers for. 1:87 
Movine Srarrs: 

Movement of People by. 1:29 
MuttiPLe-DEaATH Fires: 

1968. 3:12 
MuttTiPLe-MERCANTILE BLock Fire: 

Boston, Mass., Sept. 18, 1968. 3:52 
Morray, Wi. &., JR.: 

Vice-Chairman, IFPA. 5:40 
Museum: 

Halon 1301 Total Flooding System for. 6:10 
Motvat Arp: 

Hartford County Drill. 6:93 


N 

Nasu, Puruip. 5:33 
NaTIoNnaL Buitp1nG Cope Service INSTITUTE: 

Investigation Authorized by NFPA Board of Directors. 2:26 
NATIONAL BuREAU OF STANDARDS: 

Engineering Standards Information Service. 2:28 

Fire Research and Safety Office. 6:41 
NATIONAL COMMISSION ON F1rE PREVENTION AND CONTROL. 6:41 
NATIONAL SAFETY COUNCIL: 

Publication on Clothing Fires. 2:13 
NEAL, Joun A. 5:30 
Nesraska City, NEB.: 

Dwelling Fire, May 7, 1969. 6:54 





NEC anp You, THE: 
De-Icing Cable Not Listed for Roofs. 3:36 
Emergency Lighting and Power. 5:21 
Enclosures in Hazardous Locations. 2:21 
Fixtures for Class II, III Hazardous Locations. 1:81 
Is Grounding Dependable against Shock? 4:33 
Wiring in Theaters and Assembly Halls. 6:56 
NELSON, B.C.: 
Supermarket Fire, Nov. 14, 1968. 2:43 
NEOPRENE VAPORS: 
Explosion of. 3:54 
NETHERLANDS: 
Fire Statistics, 1968. 6:59 
New Brunswick, N.J.: 
Carpet Warehouse Fire, March 19, 1969. 5:61 
College Dormitory Fire, Dec. 10, 1968. 3:52 
New Haven, Conn.: 
College Building Fire (Classroom), June 14, 1969. 6:52 
New Rocu#e te, N.Y.: 
High School Fire, May 17, 1968. 3:15, 16 
New ZEALAND: 
Fire Losses, 1967. 2:48 
Fire Statistics, 1968. 6:59 
Newark, N.J.: 
Paint Plant Fire, May 26, 1969. 5:62 
NEWSPAPER-PUBLISHING PLANT FIRE: 
Fort Worth, Tex., Sept. 7, 1968. 2:46 
Newton, Mass.: 
High School Fire, Nov. 22, 1968. 3:52 
NFPA AnnvuaL MEETING, SEVENTY-THIRD: 
Aviation Fire Safety Seminar. 5:32 
Electrical Section. 5:44 
Final General Session. 5:49 
Fire Marshals Association. 5:41 
Fire Prevention Education Session. 5:46 
Fire Protection Engineering. 5:47 
Industrial Fire Protection Session. 5:39 
Opening General Session. 5:29 
Outstanding Fire Films. 5:48 
Railroad Section. 5:37 
Society of Fire Protection Engineers. 5:45 
Technical Sessions. 5:51 
Testimonial Luncheon for Percy Bugbee. 5:48 
NFPA ARTICLES OF ASSOCIATION: 
Amendment. 5:30 
NFPA Boarp or DrreEcTors: 
Members Elected, 1969. 5:31 
1969 Report. 5:30 
NFPA Boarp or Directors CoMMITTEES: 
Long-Range Planning Formed. 2:26 
Standing Committee on Fire Records Established. 5:67 
Standing Committee on Long-Range Planning, Report of. 5:68 
Standing Committee on Research Established. 5:66 
NFPA Boarp or Drrectors MEETINGS: 
Boston, Mass., June 24, 1969. 5:65 
New York, N.Y., May 5, 1968. 2:25 
New York, N.Y., May 11, 1969. 5:65 
NFPA Cuter ADMINISTRATOR: 
Report of. 5:31 
NFPA Copes, STanparps, Etc.: 
No. 4A, 1969 Revisions. 5:100 
No. 9, Proposed Tentative. 3:31 
No. 9-T, Tentative Adoption, 1969. 5:101 
No. 10, 1969 Revisions. 5:107 
No. 10, Section 2120 Amended. 5:20 
No. 10A, 1969 Revisions. 5:107 
No. 10L, Official Adoption, 1969. 5:108 
No. 10L, Proposed Official. 3:32 
No. 11, 1969 Revisions. 5:103 
No. 11A, Proposed Tentative. 3:31 
No. 11A-T, 1969 Revisions. 5:103 
No. 13, 1969 Revisions. 5:51 
No. 13A, 1969 Revisions. 5:51 
No. 14, 1969 Revisions. 5:108 
No. 15, Official Adoption, 1905. 5-108 
No. 17, 1969 Revisions. 5:99 
No. 19, 1969 Revisions. 5:100 
No. 20, 1969 Revisions. 5:101 
No. 24, 1969 Revisions. 5:108 
No. 25, Official Adoption, 1969. 5:108 
No. 25, Proposed Official. 3:32 
No. 30, 1969 Revisions. 5:102 
No. 33, 1969 Revisions. 5:100 
No. 46-B, Proposed Tentative. 3:31 
No. 46B-T, Tentative Adoption, 1969. 5:104 
No. 49, 1969 Revisions. 5:97 
No. 51, 1969 Revisions. 5:105 
No. 54, 1969 Revisions. 5:103 
No. 54A, Official Adoption, 1969. 5:104 
No. 54A, Proposed Official. 3:32 
No. 56, How It Eliminates Anesthesia Accidents. 6:21 
No. 56, 1969 Revisions. 5:104 
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No. 56B, Application Described. 6:25 
No. 56C, Adopted by Board of Directors. 5:67 
No. 56C, Official Adoption, 1969. 5:104 
No. 56C, Proposed Official. 3:32 
No. 56D, Purpose. 6:26 
No. 58, 1969 Revisions. 5:106 
No. 61B-T, Tentative Adoption, 1969. 5:99 
No. 69, Proposed Tentative. 3:32 
No. 69-T, Tentative Adoption, 1969. 5:99 
No. 70, Emergency Circuit Requirements. 5:21 
No. 70, Venezuelan Edition. 3:32 
No. 70, Wiring in Places of Public Assembly. 6:56 
No. 70A, 1969 Adoption. 5:106 
No. 70A, Proposed Approved. 2:26 
No. 70A, Proposed Official. 3:33 
No. 71, 1969 Revisions. 5:108 
No. 76, Importance of. 6:27 
No. 79, 1959 Reconfirmation. 5:99 
No. 80, Review of Requirements. 3:67 
No. 81, 1969 Revisions. 5:104 
Nos. 82, 82A, 1969 Revisions. 5:98 
No. 85B, 1969 Revisions. 5:52 
No. 85D, Official Adoption, 1969. 5:52 
No. 85D, Proposed Official. 3:33 
No. 85E-T, 1969 Revisions. 5:97 
No. 86A, 1969 Revisions. 5:107 
No. 86B-T, Tentative Revision, 1969. 5:107 
No. 90A, Collar Requirements. 3:46 
No. 90A, 1969 Revisions. 5:51 
No. 96, formerly Ventilation of Restaurant Equipment. 5:110 
No. 96, 1969 Revisions. 5:98 
No. 101, Influence of ‘‘People’’ Factors on. 4:31 
No. 112, 1969 Revisions. 5:52 
No. 196, 1969 Revisions. 5:100 
No. 198, 1969 Revisions. 5:100 
No. 211, 1969 Revisions. 5:99 
No. 224M, 1969 Revisions. 5:103 
No. 251, 1969 Revisions. 5:101 
No. 251, Tests of Assemblies Discussed. 2:29 
No. 252, 1969 Revisions. 5:101 
No. 255, 1969 Revisions. 5:101 
No. 257, Proposed Tentative. 3:31 
No. 257-T, Tentative Adoption, 1969. 5:101 
No. 303, 1969 Revisions. 5:106 
No. 306, 1969 Revisions. 5:106 
No. 321, 1969 Revisions. 5:102 
No. 325M, 1969 Revisions. 5:102 
No. 386, Proposed Tentative. 3:31 
No. 386B-T, Tentative Adoption, 1969. 5:103 
No. 393, 1969 Reconfirmation. 5:103 
No. 402, 1969 Revisions. 5:52 
No. 403, 1969 Revisions. 5:52 
No. 409, 1969 Revisions. 5:51 
No. 414, 1969 Revisions. 5:52 
No. 419, Official Adoption, 1969. 5:52 
No. 419, Proposed Official. 3:33 
No. 420M, Withdrawn, 1969. 5:52 
No. 490, 1969 Revisions. 5:97 
No. 493, Official Adoption, 1969. 5:97 
No. 493, Proposed Official. 3:32 
No. 495, 1969 Revisions. 5:98 
No. 498, Proposed Tentative. 3:31 
No. 498-T, Tentative Adoption, 1969. 5:98 
No. 499, Proposed Tentative. 3:32 
No. 499-T, Tentative Adoption, 1969. 5:97 
No. 505, 1969 Revisions. 5:105 
No. 565, Objectives. 6:23 
No. 567, 1969 Revisions. 5:105 
No. 701, 1969 Revisions, 5:101 
No. 704M, 1969 Revisions. 5:100 
No. 901, Contents Discussed. 2:27 
No. 901, Official Adoption, 1969. 5:101 
No. 901, Proposed Official. 3:33 
No. 910, Official Adoption, 1969. 5:105 
No. 910, Proposed Official. 3:33 
No. 911, Official Adoption, 1969. 5:106 
No. 911, Proposed Official. 3:33 
NFPA Copes, STANDARDS, Etc., PROBLEMS IN APPLYING. 1:32 
NFPA CommiItTTEEs: 
Air Conditioning, 1969 Report. 5:51 
Automatic Sprinklers, 1969 Report. 5:51 
Aviation, 1969 Report. 5:51 
Boiler-Furnace Explosions, 1969 Report. 5:52 
Chemicals and Explosives, 1969 Report. 5:97 
Chemistry Laboratories, Personnel Approved. 2:26 
Chimneys and Heating Equipment, 1969 Report. 5:98 
Dry Chemical Extinguishing Systems, 1969 Report. 5:99 
Dust Explosion Hazards, 1969 Report. 5:99 
Dwelling Fire Prevention, Organized. 2:26 
Electrical Equip. Maint. Personnel Approved. 2:26 
Electrical Metalworking Machine Tools, 1969 Report. 5:99 
Explosion Protection Systems, 1969 Report. 5:99 





Finishing Processes, 1969 Report. 5:100 
Fire Department Equipment, 1969 Report. 5:100 
Fire Department Organization, 1969 Report. 5:100 
Fire Hazards of Materials, 1969 Report. 5:100 
Fire Hose, Reconstituted. 2:26 
Fire Hose, 1969 Report. 5:100 
Fire Pumps, 1969 Report. 5:101 
Fire Reporting, 1969 Report. 5:101 
Fire Service Training, 1969 Report. 5:101 
Fire Tests, 1969 Report. 5:101 
Fire Tests, Scope Revised. 5:67 
Flammable Liquids, 1969 Report. 5:102 
Foam, 1969 Report. 5:103 
Forest, 1969 Report. 5:103 
Fuel Gases, 1969 Report. 5:103 
General Storage. 1969 Report. 5:104 
Hospital Laboratories, 1969 Report. 5:67 
Hospitals, 1969 Report. 5:104 
Hyperbaric Chambers, Name and Scope Changed. 5:67 
Industrial and Medical Gases, 1969 Report. 5:105 
Industrial Trucks, 1969 Report. 5:105 
Libraries, Museums and Historic Buildings, 1969 Report. 5:105 
Liqueiied Natural Gas, Scope Approved. 5:67 
Liquefied Petroleum Gases, 1969 Report. 5:106 
Marine Fire Protection, 1969 Report. 5:106 
Mobile Homes and Travel Trailers, Reconfirmation of Scope. 5:67 
Municipal Fire Alarm Systems, Name and Scope Changed. 5:67 
National Electrical Code, 1969 Report. 5:106 
Ovens and Furnaces, 1969 Report. 5:107 
Portable Fire Extinguishers, Reclassification of Class B-Rated. 
5:20 
Portable Fire Extinguishers, 1969 Report. 5:107 
Rack Storage, Personnel Approved. 2:26 
Rural Fire Protection and Prevention, 1969 Report. 5:108 
Salvaging Operations, Reconstituted. 2:26 
Signaling Systems, 1969 Report. 5:108 
Standpipes and Outside Protection, 1969 Report. 5:108 
Water Spray Fixed Systems, 1969 Report. 5:108 
NFPA Dves Increase. 5:30 
NFPA Durine Buasee Years. 4:7 
NFPA Fire PrevENTION ConrTEST: 
Suggestions for Entering. 3:34 
NFPA Fire Protection HANDBOOK: 
Thirteenth Edition Described. 3:56 
NFPA Honorary Lire MEMBERSHIP: 
Bond, Horatio. 5:30 
Bugbee, Percy. 5:30 
Bush, Loren 8. 5:30 
Neal, John A. 5:30 
NFPA Lisrary Accessions. 1:58; 2:81; 3:45; 4:90; 5:109; 6:96 
NFPA MembBersuip Dues INCREASE: 
Board of Directors Recommendation. 2:25 
NFPA NomInaTInG CoMMITTEE: 
1969 Report. 5:31 
NFPA PRreEsIpENT’s ADDRESS: 
1969 Annual Meeting. 5:29 
NFPA Reso.vtions, 1969: 
Commendation of Swedish Fire Protection Association. 5:31 
Commendation of Underwriters’ Laboratories, Inc. 5:31 
NFPA STanparps: 
Objective of, an Editorial. 3:3 
NFPA STanpArps For HospiTA.s. 6:21 
NFPA Sranparps Story, THE: 
NBS Standards Information Service. 2:28 
Problems in Applying Standards. 1:32 
Standard on Fire Reporting. 2:27 
Tentative Standards, 1969. 3:31 
NFPA Tecunicat Apvisory CoMMITTEE: 
Lamb, Paul C., Chairman. 5:66 
Van Dolah, Robert W., Member. 5:66 
NFPA TREASURER: 
Report of, April 1-Dec. 31, 1968. 4:36 
NraGara Fats, N.Y.: 
Apartment Fire, Nov. 13, 1968. 2:43 
NITROGEN: 
As a Powerplant Fire Extinguishant. 5:36 
For Fuel Tank Inerting. 5:35 
Nort Berwick, MAINE: 
Chemical Transfer Facility Fire, June 2, 1969. 5:11 
NortH Memoria Hospitat, MINNEAPOLIS: 
Disaster Plan. 2:36 
Nucuear ATTACK: 
Fire Defense Following. 5:64 
Nursine Home Fire: 
Marshalltown, Iowa, March 18, 1969. 4:5 


Oo 
O'Hagan, Joun T. 5:29, 46, 47 


Oaxk.anp, CALIrF.: 
Cold Storage Warehouse Fire, Oct. 25, 1968. 2:44 
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Occupancy Fire Picture, THE: 

Apartment Buildings under Construction. 5:23 
OcEansIpE, N.Y.: 

Apartment Fire, Jan. 14, 1969. 3:51 
Orrice ButLpine Fire: 

Atlanta, Ga., Dec. 5, 1968. 2:8 

Bethesda, Md., Nov. 16, 1968. 4:14 

Corydon, Iowa (Bank), May 21, 1969. 5:61 

Dallas, Tex., June 3, 1969. 6:52 

Santa Monica, Calif., Jan. 16, 1969. 4:48 
Orrice Burip1ne, HicH-RIse: 

Protection by Sprinklers. 5:5 
Orrice OccuPANCIES: 

1968 Losses. 3:19; 5:55 
OPERATIONS RESEARCH: 

Fire Department Study by. 6:42 
OPERATIONS RESEARCH AND URBAN FIRE PROBLEMS. 5:47 
ORANGE, TEX.: 

Diethylenetriamine Tank Truck Leak, July 1, 1969. 6:52 
ORDNANCE: 

Vehicle for Disposal of. 1:30 
Ossporn, Ricnarp W. 5:41 
Oven, DryIna: 

Fires in. 1:56 
Owens-CornINnG FIBERGLAS CorpP.: 

Burn Prevention Kit. 2:13 
OWNERSHIP STATEMENT FOR FIRE JOURNAL. 1:41 
OxyYGEN: 

Limiting Survival Concentration. 2:19 
OxyGeEn TENT: 


Fire. 6:25, 52 
P 
PAINT: 
Cans near Furnace Caused Fire. 3:51 
PAINT Fire: 


Spray Booth. 2:45, 46 
PAINT-MANUFACTURING PLANT FIRE: 
Newark, N.J., May 26, 1969. 5:62 
Pauisa?E, NEB.: 
Dwelling Fire, April 18, 1969. 6:54 
Patm Beaco GARDENS, FLA.: 
Computer-Manufacturing Fire, April 12, 1969. 6:53 
PALMER, Mass.: 
Textile-Manufacturing Fire, Oct. 4, 1968. 3:39 
PALMER, RoBERT T. 2:36 
PANELBOARD: 
Mounted on Plywood. 3:102 
Plywood. 5:118 
Panic: 
Building Design Features to Prevent. 4:32 
PARKER INERTING Sys8TEM: 
Fuel Tank Protection by. 5:35 
Parr, Epwarp M. 2:87 
Parsons, Kans.: 
Aluminum-Casting Plant Fire, Dec. 9, 1968. 2:46 
PASSENGER SHIPS: 
Fire Protection for. 1:19 
PEDERSEN. RoBERt A.: 
SFPE President, Address of. 5:45 
Prope Factors 1n Burtp1nG Desien, 4:31 
Peorta, Iu..: 
Fire Department. 5:64 
Percy, N.Y.: 
Auto Paint Shop Fire, Oct. 9, 1968. 1:46 
Pererson, Cart E. 2:8; 3:39; 5:25 
PeTrRoLEUM TANK Farm Fire (See Tank Fire) 
PHOENIX, ARIZ.: 
Plastic-Fabricating Plant Fire, Oct. 18, 1968. 2:45 
Test Cell Fire, Nov. 24, 1968. 3:53 
PINGREE, DANIEL. 2:28 
PIPELINE: 
LP-Gas, Rupture. 3:54 
PLAINVIEW, N.Y.: 
Automobile Fire, June 5, 1969. 5:59 
PLANNED OPERATION, NBS Fire RESEARCH AND Sarety Orrice. 6:41 
Puastic (See Specific Kind) 
Puastic BATHTUB: 
Fire. 6:52 
PLastic-FABRICATING PLANT FIRE: 
Phoenix, Ariz., Oct. 18, 1968. 2:45 
PLAsTic MANUFACTURING FIRE: 
Long Beach, Calif., June 25, 1969. 6:54 
Piastic Spray Parntine Hose: 
Rupture Caused Fire. 2:45 
PLAstTics FIrREs: 
Polystyrene and Polyurethane Foamed Insulation. 5:62 
PLUMBING TORCH: 
Fire Cause. 6:52 
PLywoop: 
Electrical Equipment Panel. 3:101 
Interior Finish Tests. 2:14; 4:94 





Ponte A LA Hace, La.: 

Ship Fire, March 16, 1968. 3:15 
Pox County, Iowa: 

Hospital Fire, June 30, 1969. 6:52 
POLYETHYLENE: 

Fuel Tanks in Boats. 2:86 
POLYPROPYLENE: 

Wall Covering, Fire Spread Over. 6:51 
POLYSTYRENE: 

Dust Explosion. 6:54 

Insulation Fir. 2:44 
PoLyviInyL CHELOR.DE: 

Fire, Corrosion from. 6:54 
PotyvinyLt CHLORIDE INSULATION: 

Fire Damaged Wires. 3:53 
Port ArtTuor, TEx.: 

Tank Farm Fire, Sept. 24, 1968. 3:53 
PorTLAND, ORE.: 

Woodworking Plant Fire, July 3, 1968. 1:44 
Porrsvite, Pa.: 

Steel-Fabricating Plant Fire, Oct. 3, 1968. 2:45 
PREVENTING CLOTHING Fires. 2:12 
PREVENTING DisasTROvs Losses. 1:5 
Price, Rospert I. 1:19 
PROFESSIONAL, FrrE MARSHAL AS A. 4:41 
PROGRAMING FIRE PREVENTION EpucaTION. 6:29 
PROPANE: 

Fire. 2:44 
PROPELLANT, SOLID: 

Fire Caused by. 3:52 
Pryor, ANDREW J, 2:14 
Pusiic AssEMBLY OcCUPANCIES: 

Wiring in. 6:56 

Fire Losses, 1968. 3:18; 5:54 
Pump, Frre (See Fire Pump) 


Q 
Queens, N.Y.: 
Dwelling Fire, July 18, 1968. 3:13 
Quencs# Orn Fire. 1:43 


R 


Raceways, WIRING: 

Correspondence on. 2:87 
Rack StoraGeE: 

Current Developments in Protection. 6:44 

Current Protection Developments. 5:49 

Fire Problems of. 1:5 

Magnitude of the Problem. 6:44 

Progress of Research. 6:46 
RAILROAD Fire PROBLEMS: 

Role of AAR Research Center in Solving. 5:37 
RarLroaD Rouuine Stock Fire: 

Train Collision, Australia, Feb. 7, 1969. 4:47 
RaAINALpI, Nicowa. 5:50; 6:37 
RamseEvr, N.C.: 

Furniture Plant Fire, Jan. 1, 1969. 4:49 
Ranp’s Systems ANALYSIS OF URBAN Fire Protection. 5:47 
REACHING THE PUBLIC: 

Preventing Clothing Fires. 2:12 
Rear, GeorceE W., Jr.: 

Chairman, Railroad Section, Address of. 5:37 
Recorp FiLes, COMBUSTIBLE: 

Fire Spread by. 4:48 
REDFORD Twpe., MIcH.: 

Furniture Plant Fire, June 14, 1969. 1:44 
REDLANDS, CALIF.: 

Laboratory Fire, Oct. 31, 1968. 3:52 
REFRIGERATOR: 

Flammable Vapor Explosion. 6:51 

Laboratory Explosion. 2:43 
REFRIGERATORS IN No. 56C, AcTION oF Boarp or Directors. 5:67 
RESEARCH: 

NFPA Board of Directors Standing Committee Established. 5:66 

Rack Storage. 6:46 
RESIDENTIAL OCCUPANCIES: 

1968 Losses. 3:17; 5:54 
Reske, EvMer F. 

NFPA Vice-President. 5:66 

President's Address, 1969. 5:29 
RESTAURANT COOKING EqQuiIPMENT: 

Ventilation of. 5:110 
RESTAURANT FIRE: 

Bellevue, Wash., Aug. 27, 1968. 1:44 

Miami, Fla., Feb. 11, 1969. 4:47 

Sioux City, Iowa, Dec. 3, 1968. 4:48 

Wadsworth, Kans., March 21, 1969. 5:60 
Ruopes, J. M. 5:49; 6:46 
Rrots: 

Hospital Emergency Plans. 2:36 
Rrrz, Ricwarp E. 5:5, 48 
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RIvaNazzANno, ITALY: 

Gasoline Fire in Village, July 24, 1968. 1:56 
ROANOKE, Va.: 

Dwelling Fire, March 4, 1969. 4:48 
Roserts, Josepx C. 5:38 
RoBERTSON, JAMES C.: 

President, FMANA. 5:43 
Rosertson, 8. Harry. 5:37 
Rockett, Joun A. 5:40; 6:41 
Rockrorp, ILt.: 

Church Fire, March 18, 1969. 4:47 

Furniture Plant Fire, July 2, 1968. 1:56 
ROLE OF THE ARCHITECT: 

In Fire Safety. 2:79 
Roor A8ssEMBLIES: 

Fire-Rated. 2:29 
Roor VENTs: 

Lack of, Factor in Fire Spread. 6:8 
RvuBBER Foam: 

Fire in. 1:44 
RUBBISH: 

Basement Fire. 3:51 

Burning of Caused Fires. 2:43, 44 
RuBBiIsH ACCUMULATION Fire. 4:50 
Rues: 

Aircraft Fire Tests. 3:27, 28 
RusseE1, R. M. L. 1:5; 5:49; 6:44 


Ss 
Sare STORAGE oF FLAMMABLE Liquips In Drums. 2:49 
Sarety Frrst Avromatic System Mopet 250, DEVELOPMENT oF. 5:14 
SaueM, ORE.: 

Warehouse Fire, Sept. 15, 1968. 1:45 
Sart Mine Fire: 

Jefferson Island, La., Oct. 29, 1968. 3:53 

Maga City, La., March 6, 1968. 3:13 
SALvaGE oF Data ProcessinG EquiPMENT. 6:17 
Santa Monica, Cautr.: 

Office Fire, Jan. 16, 1969. 4:48 
Sarasora, Fua.: 

Dwelling Fire, Nov. 7, 1968. 2:43 
SASKATOON, SAsk.: 

Apartment Fire, July 7, 1968. 1:44 
SAwMILL Fire: 

Laona, Wisc., Dec. 29, 1968. 4:49 
ScHoou Fire: 

New Rochelle, N.Y., May 17, 1968. 3:15 

Newton, Mass. Nov. 22, 1968. 3:52 
ScHoo.s: 

Open Plan Life Safety Problems. 6:30 

Teaching Fire Safety in. 5:46 
ScoTTspa.LE, ARIz.: 

Shopping Center Fire, April 5, 1969. 5:60 
Sears, ALBERT B., Jr. 1:38; 5:11 
SEATTLE, Wasuz.: 

Coronary Care Unit. 6:93 

Electrical Equipment Vault Fire, Aug. 17, 1968. 1:46 
SEAWATER: 

Unavailable Because of Low Tide. 1:44 
Seventy-Frve Years or SAFety, Story or U.L. 3:48 
Suaw, A. J. 4:84 
SHELTON, NEB.: 

Dwelling Fire, April 22, 1969. 6:54 
Surp Fire: 

Fire Protection for. 1:19 

Hanseatic, Sept. 7, 1966, New York. 1:21 

Lakonia, Dec. 1963 (126 killed). 1:19 

Nantasket, 1936. 1:21 

Pointe a la Hache, La., March 16, 1968. 3:13 

Viking Princess, April 1966. 1:20 

Yarmouth Castle, Nov. 1965 (90 killed). 1:20 
SHOE-MANUFACTURING FIRE: 

Webster, Mass., Jan. 1, 1969. 3:54 
SHoppine CENTER FIRE: 

Winter Park, Fla., April 6, 1969. 6:89 
Sirk ScrEEN Process Fire: 

Bondsville, Mass., Oct. 4, 1968. 3:43 
Stmssury, Conn.: 

Tobacco Barn Fire, Oct. 16, 1968. 2:44 
SinGue-Fatauity Fire, THe. 1:34 
SMOKE AND Fire GASEs: 

From Aircraft Interior Materials. 4:23 
Smoke Vents, AUTOMATIC: 

Lack of, Contributed to Fire Spread. 6:91 
SMOKING IN BEp: 

Fire Caused by. 3:52; 6:51 
SMOKING, CARELESS: 

Fire Caused by. 3:9 
SMOKING AND MATCHES: 

Fires Caused by. 2:43; 4:48 

Fires Caused by, 1968. 3:9; 5:54 

Principal Cause of Single-Death Fires. 1:34 





Soctety or Frre Protection EwGineErs: 

Proposal to Terminate Section Status, 2:26 
SoivineG Fire PrRoBLEMS THRUGH In AGINEERING. 5:50 
SoutH CHARLESTON, W. Va.: 

Chemical Plant Warehouse Fire, July 23, 1968. 1:9 
Sours Saut Lake, Uta: 

Bowling Alley Fire, July 25, 1968. 1:44 
Soutawest REsEARCH INSTITUTE: 

Dwelling Fire Tests. 2:15 
SPaRKETTES, 5:47 
SparK-REsIsTANT TOOLs. 1:87 
Sparks, ELECTROSTATIC: 

Cause of Anesthesia Explosion. 6:22 

Fire Cause. 1:45; 2:45; 6:53, 54 

Flammable Liquid Problem. 5:40 
Sparks, FRICTION: 

Fire Cause. 1:44; 4:49; 5:62; 6:25 
SPonTANEOvS IGNITION: 

Fires Caused by, 1968. 5:54 

Propellant. 3:52 
Spray Boots: 

Electrostatic, Fire. 2:45 

Fire Originated at. 1:43; 5:62 

Nonstandard Exhaust Duct, Fire. 2:45 
Spray PamntTInG Fire: 

Hose Ruptured, 2:45 
SPRINKLER CONNECTION: 

Not Used. 1:44 
SPRINKLER SYSTEM UNDER TEST WHEN Fire OccurRrep. 5:60 
SPRINKLERS: 

High-Rise Building. 3:102; 5:5, 48 

Rack Storage. 6:45 

Revolutionary New. 6:94 

Ships. 1:22 
SPRINKLERS, DELUGE, UNSATISFACTORY PERFORMANCE: 

Fire Originated in Unsprinklered Area. 5:28 
SPRINKLERS, SATISFACTORY PERFORMANCE, 1:40, 44, 45; 2:44, 45, 46; 

3:52; 4:49; 5:62; 6:53 
SPRINKLERS, UNSATISFACTORY PERFORMANCE: 

Corroded Pipe from Siamese Broken. 1:57 

Defective Dry-Pipe Valve. 1:45 

Fire in Concealed Joist Channels. 2:45 

Fire Pumps Out of Service. 3:43 

Fire Started in Unsprinklered Drying Oven. 1:57 

Hindered by High-Piled Stock. 1:44 

Partial System. 5:59 

Premature Shutoff. 6:8 

Shielded from Fire. 3:53 

Sprinkler System Not Installed in Fire Area. 2:44 

System Overpowered by Fire. 1:44 

System Shutoff. 1:45 

Unsprinklered Area beneath Work Tables. 3:43 

Valve Closed. 1:39 

Valve Closed by Watchman. 2:44 

Valve Closed during Fire. 3:54 

Valve Unsupervised. 1:38 
Sr. Louis, Mo.: 

Mercantile Warehouse Fire, Oct. 26, 1968. 2:44 
Srapiuity, Key To Errective HiaH-Expansion Foam, 6:32 
STarrs: 

Travel over. 1:28 
STAIRWAY: 

Open, Blocked by Fire. 3:13 

Open, Fire Spread up. 3:51; 4:49 
STAMFORD, CONN.: 

Apartment Fire, March 21, 1969. 4:48 

Tank Truck Garage Fire, Feb. 16, 1969. 4:50 
STANDPIPE: 

Inoperable at Time of Fire, 3:64 

Los Angeles Testing Program. 3:64 
STan.Ley, Hua C, 5:38 
Sratic Sparks (See Sparks) 

STATISTICS: 

Fatalities, England, 1960-66. 3:30 

Fatalities, Finland, 1967. 3:30 

Fire Research and Safety Office Program, NBS. 6:42 

Fires, France, 1967. 2:48 

Fires, International, 1968. 6:59 

Fires, Japan, 1967. 2:48; 3:30 

Fires, New Zealand, 1967. 2:48 

Fires, Sweden, 1968. 6:59 

Fires, Switzerland, 1968. 6:59 

Fires, Turkey, 1968. 6:59 

Fires, United Kingdom, 1967. 1:37 

Fires, United Kingdom, 1968. 6:59 

Fires, United States, 1968. 3:12; 5:53; 6:59 

Fires, U.S., Canadian Cities, 1968. 4:17 

Fires, West Germany, 1968. 6:59 

Lightning, Canada. 6:103 
STEeEL-FABRICATING PLANT FIRE: 

Azusa, Calif., Sept. 27, 1968. 2:45 

Pottsville, Pa., Oct. 3, 1968. 2:45 


Sree Fisers: 
Improve Textile Conductivity. 6:15 
Srevens, ALAN. 5:31 
Srevens, Ricwarp E, 1:29; 2:31; 3:47; 4:32; 5:111; 6:31 
Srone, WALTER R. 1:82; 2:24; 3:38; 4:40; 5:22; 6:60 
STORAGE: 
Flammable Liquids Drums. 2:49 
SroraGe OccupPaNncieEs: 
Fire Losses, 1968. 3:70; 5:55 
SroraGE, RAcKED 
Fire Problems of, 1:5 
Store Fire: 
Auto Sales and Service, Livingston, Mont., Jan. 15, 1969. 4:50 
Auto Sales and Service, St. John, Mich., Jan. 13, 1969. 4:50 
Auto Supply Store, Madison, Wisc., Dec. 28, 1968. 3:52 
Hall and Stores, Clinton, Mass., May 1, 1969. 5:60 
Shopping Center, Scottsdale, Ariz., April 5, 1969. 5:60 
Shopping Center, Winter Park, Fla., April 6, 1969. 6:89 
Supermarket, Nelson, B.C., Nov. 14, 1968. 2:43 
Srore Fires, 1968. 3:17 
Srratrorp, Conn.: 
Textile Finishing Plant Fire, June 17, 1969. 6:53 
Srratta, Joun L, 5:41 
SrroTHER Smits, N. C. 5:32; 6:57 
Summers, Howarp, Jr. 5:42 
SurFractTant Foam (See Foam, Aqueous Film-Forming) 
Swampscott, Mass.: 
Hotel Fire, May 9, 1969. 5:59 
SwEDEN: 
Fire Statistics, 1968. 6:59 
SwepisH Fire PrRoTEecTION ASSOCIATION: 
Fiftieth Anniversary. 3:30; 4:83 
SwITzERLAND: 
Fire Statistics, 1968. 6:59 


¥ 


Tasisz, E. F.: 

Elected to NFPA Board of Directors. 5:31 
TaBLeE Rock, NEs.: 

Welding on Tank Fire, May 4, 1969. 6:54 
Tacoma, WassH.: 

Auto Repair Shop Fire, Nov. 21, 1968. 2:45 

Boat Building Fire, Aug. 17, 1968. 1:44; 3:16 
TALKING EXTINGUISHING EQUIPMENT: 

Extinguisher Reclassification, Class B Fires. 5:20 

Light Water. 6:87 
Tank Free, Butk PLant: 

La Mirada, Calif. (Crude Oil), Feb. 28, 1969. 5:61 

Morris Twp., N.J., Sept. 9, 1968. 1:45 

Taunton, Mass., June 10, 1969. 6:53 
TAnkK Fire, LP-Gas: 

Tobacco Barn, Simsbury, Conn., Oct. 16, 1968. 2:44 
Tank Fire, REFINERY, CHEMICAL PLANT: 

Port Arthur, Tex., Sept. 24, 1968. 3:53 
Tank Supports: 

Unprotected Failed. 1:45 
Tank Truck, DIETHYLENETRIAMINE: 

Leak. 6:52 
Tank Truck, FLAMMABLE Liquip, Fire: 

Chelsea, Mass., Jan. 3, 1969. 4:26 

Chicago, Ill., Feb. 7, 1968. 2:32 

North Berwick, Maine, June 2, 1969. 5:11 
Tank Truck, Fue Ott, Fire: 

Stamford, Conn., Feb. 16, 1969. 4:50 
Tank Truck, LP-Gas, Frre: 

Luzerne County, Pa., March 13, 1969. 5:61 
Tanks, Fuen, Boat, VEHICLE: 

Polyethylene. 2:86 
Tar Kettie Fire: 

Corvallis, Ore., July 24, 1969. 6:52 
Taunton, Mass.: 

Bulk Plant Fire, June 10, 1969. 6:53 
TAVERN FIRE: 

Moberly, Mo., Feb. 16, 1968. 3:53 
TELEPHONE EXCHANGE FIRE: 

Garfield, Wash., Dec. 3, 1968. 3:53 
TEMPERATURE LIMITS FOR SURVIVAL IN DWELLING FIRE. 2:19 
Tent, OxyGEn (See Oxygen Tent) 

Test Cetu ENGINE FIRE: 

Phoenix, Ariz., Nov. 24, 1968. 3:53 
Tests (See Fire Tests) 

TETRAFLUOROETHYLENE: 

Explosion. 1:44 
TExTILE FinisHinG PLANT Fire: 

Stratford, Conn., June 17, 1969. 6:53 
TexTILE Propucts Mrc. Fire: 

Bondsville, Mass., Oct. 4, 1968. 3:39 
Tuat ExtInGcuiIsHInG Turna. 5:41 
Tue THIRTEENTH. 3:56 








THEATERS: 
Wiring in. $:56 
THERMAL DECOMPOSITION: 
Rates of. 4:25 
THERMOSTAT: 
Faulty, Cause of Fire. 1:45 
Tuompson, Robert E. 6:15 
Taree M's STorRAGE OF FLAMMABLE Liquips IN Drums. 2:49 
TIREs: 
Fire Involving. 6:17 
Toxsacco Barn Fire: 
Simsbury, Conn., Oct. 16, 1968. 2:44 
TOLUENE: 
Fire in. 1:44 
Toots, Spark REsIsTAntT. 1:87 
Torcu (See Welding and Cutting, Plumbing Torch) 
Toxic ComBusTIoNn Propvucts: 
Measurement, 4:24 
Toxic GAsEs: 
Chlorine, City Disabled by. 1:9 
TRASH: 
Burning of Causes Fire. 1:44 
In Incinerator Room, Fire Spread over. 1:44 
Truck Fire: 
Arizona, 1968. 6:17 
Tryon, Georce H, 1:33; 3:56 
TuBING, FLEXIBLE: 
Hydraulic System Fire. 2:46 
-TURKEY: 
Fire Statistics, 1969. 6:59 
TURMOIL IN THE VALLEY. 1:9 
TURMOIL IN THE VALLEY, CORRESPONDENCE, 3:101 
TV Monitor oF FireGRrounp, 4:44 


U 


UNDERWRITERS’ LABORATORIES, INc.: 
75-Year History. 3:48 
UnitTep AIRLINES CABIN INERTING Systems Tests. 5:32 
Unitrep KinGpom: 
Crash Fire Extinguishing Agent Tests. 5:33 
Fire Prevention in. 6:57 
Fire Statistics, 1967. 1:37 
Fire Statistics, 1968. 6:59 
Survey of Fire Protection. 5:32 
UNITED STATEs: 
Fire Statistics, 1968. 6:59 
URBAN CoMMUNITIES: 
Model Simulation of Fire Services. 1:48 
URBAN FIRE PROBLEMS, OPERATIONS RESEARCH AND, 5:47 
URBAN Fire Protection, Ranp’s Systems ANALYsI8 OF. 5:47 


Vv 


VaLveE, CarGco TANK, INTERNAL SAFETY: 
Did Not Close. 2:32 
VALVE, CHECK: 
Did Not Close. 6:53 
VALVE, Fioat: 
Malfunction of. 5:62 
VALVE, SPRINKLER: 
Delay in Closing. 4:49 
Van Dovau, Rosert W.: 
Appointed to NFPA Technical Advisory Committee. 5:68 
VEGETATION, FIRE-RETARDANT: 
Experiments with in California. 2:23 
VENEZUELAN EpiTI0n, National Electrical Code. 3:33 
VENTILATING RESTAURANT COOKING EqQuIpMENT. 5:110 
VENTS, EMERGENCY: 
Operated on Tank. 4:29 
VERTICAL OPENINGS: 
Electric Utility Shaft, Smoke Spread through. 3:11 
Elevator Shaft, Fire Spread up. 1:44; 3:51 
Vent Openings, Fire Spread through. 1:57 
VILBERT, BENJAMIN F,.: 
Chairman, IFPA, Address of. 5:39 
VinyL CHLORIDE: 
Fire Involving. 6:53 
Ww 
Wapsworts, Kans.: 
Restaurant Fire, March 21, 1969. 5:60 
Wa tts (See also Fire Walls). 4:47 
Watts, UNPARAPETED: 
Fire Spread over. 3:43 
WAREHOUSE FIRE: 
Appliances, Akron, Ohio, Nov. 13, 1968. 2:44 
Carpets, New Brunswick, N.J., March 19, 1969. 5:61 
Chemical, South Charleston, W.Va., July 23, 1968. 1:9 
Cold Storage, Oakland, Calif., Oct. 25, 1968. 2:44 
Cotton, Meridian, Miss., Sept. 22, 1968, 1:46 
Excelsior Storage, Hamilton, Ont., Nov. 2, 1968. 2:44 
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Furniture, Linden, N. J., Feb. 25, 1968. 3:16 
Grocery, Boston, Mass., Aug. 5, 1969. 6:5 
Mercantile Stock, St. Louis, Mo., Oct. 26, 1968. 2:44 
Metal Parts, Buffalo, N.Y., July 22, 1968. 1:45 
Multiple Storage, Danbury, Conn., Sept. 9, 1968. 1:45 
Packing Material, Salem, Ore., Sept. 15, 1968. 1:45 
WAREHOUSES: 
High-Rise, Fire Problems of. 1:5 
Losses, 1968. 3:70 
WATCHMAN SERVICE UNSATISFACTORY. 3:40 
Closed Sprinkler Valve. 2:44 
Closed Sprinkler Valves. 3:54 
Did Not Know about Sprinkler Valves. 4:49 
Made Incomplete Rounds. 3:40 
WATER DAMAGE EXCESSIVE: 
Wrong Sprinkler Valve Closed. 4:49 
Water Spray oN Foam BLANKETS: 
Effect of. 5:49 
WatTER Spray PROTECTION: 
Shut Off before Fire. 3:53 
Water Suppiies INADEQUATE. 1:44 
Main Broken by Roof Collapse. 5:62 
Mile Hose Lay. 2:44 
Tide Low. 1:44 
Town Water Supply Depleted. 3:43 
Unreported Reason. 3:51 
Wartrovus, Laurence D. 1:38; 3:5; 5:11; 6:89 
WessTER, Mass.: 
Shoe Mfg. Fire, Jan. 1, 1969. 3:54 
Wertz, Haroun. 1:48 
WELDING AND CUTTING: 
Explosion of Fuel Tank Being Welded. 6:54 
Fire Caused by. 3:53 
Fires Caused by, 1968. 5:54 
Wes.aco, TEx.: j 
Dwelling Fire, Jan. 1, 1969. 5:59 i 
West GERMANY: 
Fire Statistics, 1968. 6:59 } 
West Pam Beacu, FLa.: | 
Hotel Fire, May 3, 1969. 6:51 
West TRENTON, N.J.: 
Hangar Fire, April 15, 1969. 5:26 
Waat Goes on At 60 BatreryMarcu. 5:32 
Wnuat’s New In Fire Protection, 1:83; 2:82; 3:97; 5:112; 6:94 
WBREELING, W. Va.: 
Dwelling Fire, Jan. 1, 1969. 4:49 
WHEELS: 
Magnesium Alloy, Fire in. 1:46 
Waitine, WiiiiaM C. 6:5 
Wivper, Ira. 5:50 i 
Wiuson, Rexrorp. 5:41 } 
WInDowLess BUILDING FirE: | 
Warehouse. 2:44 
WInpows: 
Fire Spread through. 3:43 
Vertical Spread by. 5:60 
Winpsor, Ont. 
Automobile Assembly Fire, May 3, 1969. 5:62 
WINTER Park, FiA.: 
Shopping Center Fire, April 6, 1969. 6:89 
WINTERTHUR Museum, Haton 1301 Totat FLoopine System For. 
6:10 
WIRreEs: 
Damaged by Hydrogen Chloride from Burning Insulation. 3:53 
Wo re, C. B., Mrs.: 
Recipient of NFPA Distinguished Service Award. 5:44 
Woman, Eric. 5:47 
Woop-SHINGLE Roor: 
Fire Spread by. 2:44 
Ignited by Amateur Rocket. 5:59 
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Boats, Arnold, Md., Dec. 4, 1968, 4:49 
Portland, Ore., July 3, 1968. 1:44 
Woot Yarn MIL Fire: 
Eden, N.C., Aug. 24, 1968. 2:46 
Wor.tp TRADE CENTER DURING CONSTRUCTION: 
Fire Protection of —- Symposium. 5:45 
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York, Pa.: 
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LP-Gas Transmission Line Fire, Dec. 5, 1968. 3:54 
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ACETONE: 

Explosion. 2:26 

Fire. 2:26 
ACETYLENE: 

Fusible Plugs Released. 2:50 

Possible Friction Spark Ignition. 2:50 
ACETYLENE-GENERATING PLANT FIRE: 

East Stroudsburg, Pa., May 15, 1970. 5:73 
Acton, Mass.: 

Metalworking Plant Fire, Dec. 6, 1969. 2:50 
App1son, ILL.: 

Warehouse Fire, March 4, 1970. 5:72 
ADVANCEMENTS IN EXTINGUISHANTS (Symposium). 1:33 
AHERN, JOHN J.: 

President, NFPA. 5:81 
AtrcraFrt, AEROSPACE VEHICLE: 

Fire Losses, 1969. 5:67 
ArrcraFt CrasH Fire TEst: 

Washington, D.C., Fire Department. 6:88 
AtrcraFt EvacuaTION: 

747, Fire on Landing. 6:48 
Atrcrart Fire: 

Detroit, Mich., July 12, 1969. 1:48 d 

J. F. Kennedy Airport, N.Y., June 26, 1970. 6:48 

Kenner, La., March 20, 1969. 3:39 

Miramar, Calif., Dec. 22, 1969. 3:52 

Philadelphia, Pa., Aug. 7, 1969. 2:5 

Port Angeles, Wash., Feb. 25, 1969. 3:39 

Stockton, Calif., Oct. 16, 1969. 3:41 
AKRON, OHIO: 

Hospital Fire, March 9, 1967, 2:25 
ALAMEDA, CALIF.: 

Dwelling Fire, Aug. 5, 1970. 6:45 
ALARM Boxes: 

Factor in False Alarm Record. 1:24 
ALARM DELAYED: 

Alarm Box Incorrectly Used. 5:73 

Employees Did Not Give Alarm. 5:73 

Employees Fought Fire. 3:6, 34; 4:10; 6:33 

No Alarm until Rekindle. 1:47 

Occupant Fought Fire. 4:47; 6:46 

Occupants Did Not Call Fire Department. 5:7 

Occupants Investigated. 3:52; 5:71 

One-and-a-half-hour Delay. 2:15 

Telephone Out of Order. 1:49 

Too Frightened to Call. 2:25 
ALARMS: 

Analysis of. 1:23 
ALASKA: 

Video Tape in Fire Investigation Training. 5:64 
Aupany, N. Y.: 

Hospital Fire, Aug. 5, 1960. 2:26 
ALUMINUM: 

Conductors in Mobile Homes. 6:88 

Electric Conductors. 4:94 
AMERICAN INSTITUTE OF CHEMICAL ENGINEERS: 

Fourth Loss Prevention Program. 1:86 
AmMonNIUM NITRATE: 

Fire. 5:72 
AMMUNITION: 

Exploded in Trash Fire. 3:51 
ANCHORAGE, ALASKA: 

Shopping Center Fire, June 10, 1970. 6:18 
Ann ARBOR, MIcH.: 

Fraternity House Fire, March 9, 1970. 4:47 
APARTMENT FIRE: 

Bellevue, Nebr., Jan. 8, 1970. 4:48 

Bridgeport, Conn., April 6, 1969. 3:37 

Buffalo, N.Y., Oct. 15, 1969. 2:48 

Chicago, Ill., Oct. 6, 1969. 2:47 

Kansas City, Mo., June 3, 1969. 3:38 

Mountain View, Calif., June 24, 1968. 1:47 

Philadelphia, Pa., Sept. 6, 1969. 1:47 

San Francisco, Calif., March 31, 1970. 5:71 

Washington, D.C., Sept. 7, 1969. 2:47 
ARCHITECT: 

Plans to Meet Fire Challenge. 5:62 
ARCHITECTS AND BuILpERs, For: 

Carpeting as a Fire Hazard. 4:65 

Exits in Core-Type Offce Buildings. 3:68 

Protecting Exterior Means of Egress. 6:31 

Separation Distances between Buildings. 5:27 

A System for Life Safety from Fire. 1:80 

What Is Noncombustible. 2:41 
ARDMORE, OKLA.: 

Dwelling Fire, Dec. 13, 1969. 3:53 
ARLINGTON, Mass.: 

Warehouse Fire, March 15, 1970. 4:50 
ARLINGTON, Va.: 

Office Building Fire, July 2, 1959. 3:96 
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ARSON: 

Growing Problem of. 1:25 

Investigation Section, Ontario. 5:92 

Prevention Program. 1:26 

U.S. Loss Extimates, 1969. 5:66 
ASPHALT-MANUFACTURING FIRE: 

Jacksonville, Ill., June 13, 1970. 5:74 
ASPHALT SIDING: 

Fire Spread Up. 3:44 
ASSEMBLY PLANT FIRE: 

Fallston, Md., Nov. 20, 1969. 2:50 
ASSOCIATION OF AMERICAN RAILROADS: 

Role of Research Center. 1:43 
ATHENS, TEXx.: 

Furniture Plant Fire, Aug. 8, 1969. 1:50 
ATHOL, Mass.: 

Toy Warehouse Fire, Sept. 24, 1969. 1:49 
ATLANTA, Ga,: 

Warehouse Fire, Aug. 25, 1969. 3:43 
ATTIC8: 

Fire Spread through. 4:48 
Austin, TEx.: 

School Fire, July 19, 1970. 6:48 
AUSTRALIA: 

Fire Statistics, 1969. 6:52 
AUSTRIA: 

Fire Statistics, 1969. 6:52 
Auto Parts-MANUFACTURING FIRE: 

Oklahoma City, Okla., Sept. 3, 1969. 1:49 
Automatic SPRINKLER PERFORMANCE TABLES, 1970 EpiTIon. 4:35 
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BABYSITTERS: 

Babysitter Visiting Neighbor, Fatal Fire. 4:47 
BAKERSFIELD, CALIF.: 

Building-under-Construction Fire, Jan. 5, 1970. 4:49 
Baxine Sopa: 

Is It a Good Extinguishing Agent? 5:3 
BALTIMORE County, Md.: 

Trash Fire, Feb. 1970. 3:51 
BALTIMORE, Mp.: 

Church Fire, Feb. 15, 1970. 4:50 
Bank Fire: 

New York, N.Y., Dec. 1, 1962. 3:95 
Barn FIRE: 

Bloomfield Hills, Mich., Nov. 23, 1969. 2:47 

Carlisle, Ky., Nov. 10, 1969. 2:47 
Bayonne, N.J.: 

Hospital Fire, July 29, 1965. 2:25 
BeEietium: 

Fire Statistics, 1969. 6:52 
BELLEVvuE, NEBR.: 

Apartment Fire, Jan. 8, 1970. 4:48 

Country Club Fire, Jan. 1, 1970. 3:52 
Berry, Wiiuiam H.: 

NFPA Director. 5:33 
BrmonTaty Frre Recorp. 1:47; 2:47; 3:51; 4:47; 5:71; 6:45 
BineHaAmMTON, N.Y.: 

Warehouse Fire, April 19, 1970. 5:72 
BIRMINGHAM, ALA.: 

Store Fire, April 19, 1970. 4:49 
BLEVE: 

Definition. 5:40 
BLOOMFIELD Hits, Micu.: 

Barn Fire, Nov. 23, 1969. 2:47 
Boat Fire: 

Mayo, Md., Aug. 14, 1970. 6:48 
Boat-BuILp1INnG PLANT Fire: 

Elkton, Md., March 26, 1970. 4:49 
Boston, Mass.: 

Grocery Warehouse Fire, Aug. 5, 1969. 1:93 

Hospital Fire, March 23, 1965. 2:25 

Warehouse Fire, Aug. 5, 1969. 3:42 
Boston Grocery WAREHOUSE Fire, 1:93; 2:94 
Bow.tneG ALLEY: 

Refinishing. 1:95 
Bow.ina ALLEY FIRE: 

San Jose, Calif., Aug. 18, 1969. 1:50 
BRapForD, Pa.: 

Hospital Fire, Sept. 23, 1959. 2:24 
BripGE Fire: 

Detecting. 1:44 
BRIDGEPORT, CONN.: 

Apartment Fire, April 6, 1969. 3:37 
Brooktyn, N.Y.: 

Dwelling Fire, Dec. 18, 1969. 3:38 

Hospital Fire, July 25, 1962. 2:18 
Brown, ARTHUR L.: 

Resolution in Remembrance of. 2:54 





Brown, MartIn M.: 

Vice-President, SFPE, 1970-71. 5:57 
Burra.o, N.Y.: 

Apartment Fire, Oct. 15, 1969. 2:48 
Buaser, Percy: 

Honorary Member, SFPE. 5:58 
ButLp1nc Fires: 

U.S., 1969. 5:65 
BvuILDING-UNDER-CONSTRUCTION FIRE: 

Bakersfield, Calif., Jan. 5, 1970. 4:49 

East Meadow, N.Y., June 3, 1970. 6:47 

Miami, Fla., July 28, 1969. 1:48 

Oklahoma City, Okla., May 7, 1970. 5:72 

Waikiki, Hi., Feb. 27, 1970. 4:49 
Bureau or Exptosives, AAR: 

Investigating Rail Accidents. 5:40 
Burns: 

Annual Statistics. 4:52 

Availability of Care Facilities. 4:52 

Classification of Victims. 4:53 

Cost of Care. 4:53 

How They Occur. 4:53 

Patient Problems in United States. 4:52 

Percentage Caused by Clothing. 4:53 

Where They Occur. 4:53 
Buss, J. WarpD: 

Secretary, Industrial Fire Protection Section. 5:44 
Buss, Loren §.: 

Chairman, Board of Directors, NFPA. 5:81 
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CAMBRIDGE, Mass.: 
Computer Fire, March 19, 1961. 3:95 
Computer Fire, Sept. 21, 1961. 3:95 
Dormitory Fire, May 7, 1970. 6:46 
CaAMMACK VILLAGE, ARK.: 
Dwelling Fire, April 6, 1970. 4:47 
CANADA: 
Canadian Electrical Code. 5:47 
City Fire Statistics, 1969. 4:54 y 
Early Associations with NFPA. 5:14 
Fire Service in Seventies. 5:51 
Fire Statistics, 1969. 6:52 
Royal Canadian Mounted Police, Arson. 5:36 
Science and Technology in. 5:34 
Canadian Electrical Code: 
History of. 6:38 
CANADIAN STANDARDS ASSOCIATION: 
Explained. 6:38 
CANDLES: 
Fire Cause. 2:48 
Carson DioxipeE System: 
Sizing Pipe and Orifices. 4:40 


Carson DioxipE SysteM, UNSATISFACTORY PERFORMANCE: 


Disconnected. 1:50 
CarBON DISULFIDE: 

Extinguishing Fires. 2:93 
CARBONDALE, ILL.: 

Classroom Fire, June 8, 1969. 3:43 
CaRLIs_LeE, Ky.: 

Barn Fire, Nov. 10, 1969. 2:47 
Carpets AnD Rucs: 

Fire Caused by Layer’s Iron. 4:49 

Fire Hazard. 4:65 

HEW Requirements. 4:66 

Ignited by Incense Embers. 4:50 

Polyester, Fire Spread by. 5:88 

Tests, Marietta Nursing Home Fire. 3:8 
CasaBLanca, Morocco: 

Children’s Home Fire, Jan. 7, 1969. 1:53 
CATERPILLAR TRACTOR COMPANY: 

Risk Management Philosophy. 5:46 
CerLine Space: 

Fire Spread through. 2:6 
CHALLENGES FACING THE Fire Servicer, THE. 3:11 
CHEMICAL PLANT FIRE: 

Butadiene, Texas City, Tex., Oct. 23, 1969. 3:41 

Lodi, N.J., April 5, 1969. 3:44 

Willow Island, W. Va., Oct. 18, 1969. 3:43 
Cutcaco, ILL.: 

Dwelling Fire, Nov 23, 1969. 3:54 

Hotel Fire, Jan. 25, 1970. 3:17 
CHILDREN, UNATTENDED: 

Fire Started by. 4:47 
CHILDREN AND MATCHES: 

Cause Fire. 2:47; 3:54; 6:46 

Fire Losses, 1969. 5:66 

Set Fire. 1:49 





CHLORINE: 
Released from Cylinders during Fire. 6:47 
CuRISTMAS TREE: 
Fires. 3:53 
Hospital Fire. 2:22 
Recipe for Preservative. 6:81 
Cuurca Fire: 
Baltimore, Md., Feb. 15, 1970. 4:50 
Hamilton, Ont., Sept. 13, 1969. 1:50 
Haverhill Mass., May 22, 1970. 5:73 
Stephenville, Nfid., Oct. 19, 1969. 2:49 
CINCINNATI, OHIO: 
Dwelling Fire, Dec. 13, 1969, 3:54 
Crtr1Es: 
City Manager’s Ideal. 5:63; 6:54 
Fire Safety Systems in the Seventies. 5:63 
Goals of New. 5:58 
New, City Planner’s View of. 5:59; 6:5 
Old, Challenge of. 6:5 
Planning New, Ontario. 5:58 
City MANAGER: 
Ideal City. 6:54 
What One Expects from Fire Department. 3:63 
What One Expects from Fire Department, Comments on. 
3:103; 6:42 
CiEAR CREEK, W. Va.: 
Truck Fire, May 1, 1970. 5:72 
CLEVELAND, OuI0: 
Trolley Car Fire, Sept. 6, 1969. 1:48 
Currton, N.J.: 
Warehouse Fire, Nov. 20, 1969. 2:50 
CurnTon, Mp.: 
Dwelling Fire, Dec. 18, 1969. 3:53 
CLOTHING: 
Fatal Fire. 6:45 
Fire Started by. 4:47 
Nightgown, Fatal Fire. 2:24 
Percentage of Burns Caused by. 4:53 
Cuius Fire: 
Country, Bellevue, Nebr., Jan. 1, 1970. 3:52 
CoLuece BuitpInG Fire: 
Classroom, Carbondale, Ill., June 8, 1969. 3:43 
Laboratory, Stillwater, Okla., Dec. 15, 1969. 2:48 
Research Laboratory, Cambridge, Mass., Sept. 21, 1961. 3:95 
ComMERCE, CALIF.: 
Ink-Manufacturing Fire, Feb. 6, 1970. 4:48 
CoMMUNICATIONS CENTER FIRE: 
Greenbelt, Md., April 18, 1967. 3:94 
Japan, Sept. 24, 1965. 3:94 
Computer (See also Data-Processing Equipment): 
Fire Prevention Analysis. 5:36 
Fire Record. 3:93 
Operations Applied to Fire Service. 1:55 
Protection — Panel Discussion. 5:45 
Computer Fire: 
Greenbelt, Md., April 18, 1967. 3:94 
Holyoke, Mass., Oct. 26, 1967. 3:94 
Nimbus, Calif., Aug. 16, 1967. 3:94 
Urbana, Ill., March 4, 1967. 3:94 
ComputTzr-MANUFACTURING FIRE: 
Palm Beach Gardens, Fla., April 12, 1969. 3:93 
CONCEALED SPAce: 
Crawl Space under Building, Fire Entered. 2:17 
CoNCEPTS FOR THE SEVENTIES: 
Suggestions for NFPA Projects. 5:9 
COoNFLAGRATION: 
Cripple Creek, Colo., April 25, 1896. 2:32 
Cripple Creek, Colo., April 29, 1896. 2:37 
Tromso, Norway, May 14, 1969. 1:48 
CONSTRUCTION OPERATIONS: | 
Fire Protection during. 1:29 
ConsvuLTant’s ROLE IN Fire Protection, THE. 2:11 } 
ConsuMER Propuct SaFrety (EDITORIAL). 3:3 | 
Contra Costa County, CALir.: 
Consolidation of Fire Districts. 5:50 
Fire District Consolidation. 6:15 
Cora GABLES, Fia.: 
Hospital Fire, July 1953. 2:23 
Corcoran, Joun R.: 
Chairman, Industrial Fire Protection Section. 5:44 
NFPA Director. 5:33 
Corripor: 
Smoke Spread through. 3:19 
Corrosion: 
Result of PVC Fire. 3:93 
Crescent City, Iuu.: 
LP-Gas Tank Car Fire, June 21, 1970. 6:10 
CripPLe CREEK, COLO.: 
Conflagration, April 25, 1896. 2:32 
Conflagration, April 29, 1896, 2:37 





CrrocGrnic Gas: 
Defined. 4:25 
Properties. 4:26 
CUMBERLAND, Mp.: 
Dwelling Fire, Dec. 16, 1969. 2:48 
Dwelling Fire, Feb. 2, 1970. 3:53 
CyYCLOPROPANE: 
Explosion. 2:24 
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Daas, TEx.: 
Fire Prevention Bureau Training, Education. 3:66 
Hotel Fire, April 17, 1970. 5:71 
Store Fire, Dec. 21, 1969. 4:48 
DANVILLE, Va.: 
Hospital Fire, Jan. 5, 1957. 2:23 
Data-ProcrssinG EquiPpMENT: 
Fire Department Analysis. 2:84 
Used to Compile Fire Department Reports. 4:42 
Dayton, Onto: 
Hospital Fire, Dec. 16, 1950. 2:22 
DEFINITIONS: 
BLEVE. 5:40 
Cryogenic Gases. 4:25 
Fire Prevention. 6:34 
Gels. 4:26 
Hypergolic Reaction. 4:25 
Labeled. 2:56 
Noncombustible. 2:41 
Pyrophoric Reaction. 4:25 
Systems Analysis. 2:84 
DENMARK: 
Danish Fire Prevention Committee, Anniversary. 5:34 
Fire Statistics, 1968-69. 6:52 
DENVER, COLo.: 
Flight Training Center Fire, April 18, 1969. 3:93 
Hospital Fire, May 20, 1969. 4:21 
Hospital Fire, 1968. 4:20 
Training by Television. 5:64 
DEPARTMENT STORE FIRE: 
Southfield Twp., Mich., Sept. 15, 1969. 1:48 
Des Mornes, Iowa: 
Hospital Fire, Jan. 29, 1965. 2:17 
Detection System, Heat: 
Prevented Fire. 4:47 
Satisfactory Performance. 2:16, 48 
DetEcTION SysTEM, INFRARED: 
Tests in Hangar. 4:15 
Detection System, IONIzATION-TYPE: 
Satisfactory Performance. 3:94 
Unsatisfactory Performance. 3:93 
Detection System, SMOKE: 
Unsatisfactory Performance. 3:94 
DeEteEcTOoR, INFRARED: 
Fire Tests. 4:15 
Detroit, Mics.: 
Aircraft Fire, July 12, 1969. 1:48 
Metalworking Plant Fire, Nov. 4, 1969. 2:49 
Doors, Fire: 
Closed Automatically after Fire Spread through. 3:44 
Closed Manually, Stopped Fire Spread. 2:17 
Doors, Room: 
Bedroom Door Open, Fatality. 2:48 
Doors, Smoxe-Srop: 
Closed Automatically. 4:50 
Dormitory Fire: 
Cambridge, Mass., May 7, 1970. 6:46 
Children’s Home, Parma, Ohio, Aug. 8, 1969. 1:47 
Dros, FLAMMABLE LiQuID: 
Rupture during Fire. 1:42 
Dry CHEMICAL: 
Satisfactory Handling, Use. 6:48 
Dry CHEmIcAL SysTEMs: 
Operation on Grease Fire. 5:61 
Dryer, CLOTHES: 
Fire. 4:66 
Duct, ExHavst: 
Radioactive Material System Fire. 1:6 
Doct, HEATING: 
Fire Spread through. 1:53 
Duncan, OKLA.: 
Hospital Fire, Dec. 22, 1957. 2:21 
DunNvVILLE, OnT.: 
Hotel Fire, Jan. 26, 1969. 3:38 
DweELuine Fire: 
Alameda, Calif., Aug. 5, 1970. 6:45 
Ardmore, Okla., Dec. 13, 1969. 3:53 
Brooklyn, N.Y., Dec. 18, 1969. 3:38 
Cammack Village, Ark., April 6, 1970. 4:47 


Chicago, IIl., Nov. 23, 1969. 3:54 
Cincinnati, Ohio, Dec. 13, 1969. 3:54 
Clinton, Md., Dec. 18, 1969. 3:53 
Cumberland, Md., Dec. 16, 1969. 2:48 
Cumberland, Md., Feb. 2, 1970. 3:53 
Escondido, Calif., Nov. 11, 1969. 3:54 
Great Falls, Mont., March 17, 1970. 5:71 
Great Neck, N.Y., May 13, 1970. 5:71 
Lincoln, Nebr., June 16, 1970. 6:46 
Marion, Ohio, Oct. 1, 1969. 1:47 
Memphis, Tenn., May 28, 1970. 6:46 
Oakland, Calif., Aug. 12, 1970. 6:45 
Oakwood Bayou, Ark., April 9, 1969. 3:38 
Oklahoma City, Okla., Dec. 26, 1969. 3:53 
Parkersburg, W. Va., June 8, 1969. 3:38 
Parsippany Troy Hills, N.J., Jan. 10, 1970. 3:53 
Posen, Mich., April 6, 1969. 3:38 
San Antonio, Tex., Sept. 18, 1969. 1:47 
Springfield, Ill., Jan. 7, 1970. 4:48 
Suisun, Calif., April 28, 1970. 5:88 
Washington, D.C., Jan. 29, 1970. 4:47 
DwWELLINGs: 
Fire Prevention in the Seventies. 5:36 
DYNAMITE: 
Used to Stop Conflagration. 2:36, 39 
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EARTHQUAKES: 
Fires Caused by. 2:48 
East Meapow, N.Y.: 
Building-under-Construction Fire, June 3, 1970. 6:47 
East STROvuDSsBURG, Pa.: 
Acetylene-Generating Plant Fire, May 15, 1970. 5:73 
Easton, Pa.: 
Hospital Fire, May 11, 1954. 2:24 
EDITORIAL: 
A Good Chance for Survival. 4:3 
Consumer Product Safety. 3:3 
FIRE JOURNAL Rear rc Survey. 6:3 
Is Something Better than Nothing? 5:3 
Predicting Fire Protection Developments in the Seventies. 1:3 
The Fire Control Pill. 2:3 
EpmontTon, ALTA.: 
Hospital Fire, Dec. 13, 1965. 2:24 
Hospital Fire, Jan. 21, 1970. 4:50 
EpvucaTIONAL OCCUPANCIES: 
Fire Losses, 1969. 5:66 
Eectric GENERATING STATION FIRE: 
Miami, Fla., Aug. 5, 1969. 1:50 
ELEcTRICAL EQuiPpMENT: 
P-Type Ballasts. 3:102 
ELEcTRICAL EQuiIpMENT FIRE: 
Air Conditioner. 3:95, 96 
Autotechnicon. 2:25 
Ballast. 3:95 
Baseboard Heater-Foam Rubber. 4:95 
Carpet Layer’s Iron. 4:49 
Ceiling Heater Motor. 2:26 
Christmas Tree Lights. 3:38, 53 
Cirenit Breaker. 3:95 
Compressor Motor. 6:48 
Computer. 3:93, 94 
Cooling Fan. 3:94 
Copying Machine. 2:47; 6:26 
Electric Wrench. 2:50 
Electrostatic Spraying. 4:48 
Floodlight, Heat from. 3:34 
Junction Box. 2:49 
Light Bulb. 3:96 
Light Fixture. 6:48 
Motor. 5:73 
Nonexplosionproof Drill in Acetone Atmosphere. 4:49 
Nonexplosionproof in Paint Spray Area. 3:53 
Nonexplosionproof Saber Saw. 6:48 
Stereo Set. 2:48 
TV Set. 4:47, 50 
200-Watt Bulb. 2:49 
ELEcTRICAL EQuipMENT-MANUFACTURING FIRE: 
Cambridge, Mass., Sept. 21, 1961. 3:95 
Endicott, N.Y., July 7, 1959. 3:96 
Kingston, N.Y., March 3, 1959. 3:96 
Mountain View, Calif., April 8, 1966. 3:95 
Pittsburgh, Pa., March 26, 1961. 3:95 
Warwick, R. I., Sept. 6, 1969. 3:41 
ELEcTRICAL Fires: 
Losses, 1969. 5:66 
Evecrricay Section, NFPA: 
Meeting, May 18, 1970. 5:47 
Evectricay UTILITY: 
Fire Protection. 1:85 





EvectricaL WIRING: 
Aluminum Conductors. 4:94; 6:88 
Danger with Metal Siding. 3:33 
Emergency Power. 4:94 
Fire, Overfused. 5:73 
Fires. 1:47, 50; 2:5, 25; 4:50; 5:8, 71, 72 
Safety Control Circuits. 5:25 
ELEVATOR SHAFT: 
Smoke Spread Up. 3:35 
Wiring Fault, Fire Cause. 5:71 
ELEVATORS: 
Stopped by Fire. 2:15 
EvizaBetH, La.: 
Paper-Manufacturing Plant Fire, Aug. 20-21, 1969. 3:43 
ELKHART, IND.: 
Mobile Home-Manufacturing Plant Fire, Jan. 7, 1970. 3:53 
ELKTon, Mp.: 
Boat-Building Plant Fire, March 26, 1970. 4:49 
EMERGENCY LIGHTING AND POWER: 
The Dark Side of. 4:94 
EMERGENCY LIGHTING AND PowER, THE Dark SIDE oF: 
Comments. 3:102 
EMERGENCY TRAINING: 
Audio-Visual. 5:55 
Programed Learning. 5:55 
Enovicort, N.Y.: 
Computer Fire, July 7, 1959. 3:96 
Esconp1po, CALIr.: 
Dwelling Fire, Nov. 11, 1969. 3:54 
ETHER PEROXIDES: 
Explosion. 2:24 
Eruyt ETHER: 
Explosion. 2:25, 26 
ETHYLENE OXIDE: 
Sterilizer Explosion. 4:64 
EvAcvuaTION: 
Hospital, Successful. 2:17, 20 
Nursing Home, Satisfactory. 4:50 
EVANSVILLE, INp.: 
Hospital Fire, March 23, 1956. 2:25 
EVERYTHING BEGINS WITH A PLAN. 1:9 
Exits: 
Core-Type in Off.ce Buildings. 3:68 
Exterior, Protecting Nearby Openings. 6:31 
Office Building, Not Enough, Fatalities. 3:39 
EXxPLosIons: 
Acetone. 2:26 
Cyclopropane. 2:23, 24 
Ether Peroxides. 2:24 
Ethyl Ether. 2:25, 26 
Ethylene Oxide. 4:64 
Fire Gases. 3:34 
Fuel Gas, 2:27 
LP-Gas. 6:10 
Road Oil Tank. 5:74 
Rocket Fuel, Homemade. 5:71 
Exposure FIRe: 
Wood Siding Ignited. 5:72 
EXPosvuRE PROTECTION: 
Calculating Exposure Severity. 5:27 
Double-Lite Windows, Sprinklers, 5:54 
EXTINGUISHERS: 
At Electrical Utility. 1:85 
EXTINGUISHERS, CARBON D10x1pDE, INEFFECTIVE: 
Fire Out of Reach. 2:19 
Fire Too Advanced. 1:42 
Fire Too Large. 2:50 
Wrong Type. 6:33 
EXTINGUISHERS, CARBON Dioxipe, SATISFACTORY PERFORMANCE. 
2:25, 49; 3:94, 95, 96 
EXTINGUISHERS, CARBON D10xIDE, UNSATISFACTORY PERFORMANCE: 
Fire Too Advanced. 3:94 
EXTINGUISHERS, Dry CHEMICAL: 
On Carbon Disulfide Fires. 2:93 
ExtTINGvuIsHEerRS, Dry CHEMICAL, INEFFECTIVE: 
Fire Too Large. 2:6, 50 
EXTINGUISHERS, Dry CHEMICAL, SATISFACTORY PERFORMANCE. 4:47 
EXTINGUISHERS, WATER-TYPE, INEFFECTIVE: 
Fire Spread Too Rapidly. 6:19 
Would Not Work. 6:33 
EXTINGUISHERS, WATER-TYPE, SATISFACTORY PERFORMANCE. 2:49 
EXTINGUISHING AGENTS: 
Baking Soda (Editorial). 5:3 
EXTINGUISHING THING, THE. 1:17 


F 


FAaBRIcs: 
Fire Hazard of Permanent-Press. 1:93 


Farrrax County, Va: 
Mobile Home Fire, March 12, 1969. 2:47 


Fauuston, Mp.: 
Assembly Plant Fire, Nov. 20, 1969. 2:50 
Fase ALARMS: 
U.S., Canadian Cities, 1969. 4:55 
FATALities: 
Asphyxiation. 1:47; 2:19, 25, 48; 6:46 
Babies Trapped. 1:53 
Babysitter Left Children. 4:47 
Burns. 2:23, 24, 25, 47 
Children Unattended. 3:53 
Drugged. 3:54 
Explosions. 2:23, 24 
Explosives Used to Stop Fires. 2:38 
Fire Fighters, 1968. 5:50 
Firecrackers and Magnesium. 5:72 
Fireworks. 3:24 
Playing with Matches. 5:71 
Refinery Explosion. 1:10 
Smoke. 2:16 
Smoke Inhalation. 3:7, 17 
Smoking in Bed. 1:47 
Smoking in Chair. 6:45 
Smoking and Matches. 1:47 
Smoking in Oxygen Tent. 4:49 
Suffocation. 3:39 
Trapped by Open Stairway. 3:35, 53 
Trapped in Playhouse. 6:45 
U.S., Canadian Cities, 1969. 4:55 
Federal Construction Safety Act: 
Application. 2:57 
FEDERAL SuppLy CONTRACTS: 
Safety and Health Standards. 2:57 
Freer, Frank J., JR.: 
Secretary-Treasurer, NFPA. 5:81 
Fein, FRANCE: 
Oil Refinery Fire, Jan. 4, 1966. 1:10 
Fertiuizer PLant Fire: 
Truro, N.S., April 24, 1969. 2:49 
Frums, Fire: 
Automatic Sprinklers in Building Codes. 5:62 
Beauty — with Safety. 5:62 
It’s Time to Light the Fire. 5:61 
Shown at NFPA Annual Meeting, 1970. 5:61 
The A, B, C, and D's of Portable Fire Extinguishers. 5:62 
The Cluttered House. 5:62 
FINLAND: 
Fire Statistics, 1969. 6:52 
Frre BricapDe, INDUSTRIAL: 
Cooperation with Fire Department. 6:75 
Fire BRIGADES: 
Training. 4:84 
Fire Causes: 
U.S., 1969. 5:65 
Fire Controu Pitt, THE (Eprrortax), 2:3 
Frre DEPARTMENT EQUIPMENT: 
Aerial Ladder Collapsed. 2:16 
Display Boards. 4:43 
Four-Inch Hose. 3:17 
Fire DEPARTMENT OPERATIONS: 
Cooperation with Fire Brigades. 6:75 
Equipment Status Display Board. 4:43 
Importance of Prefire Planning. 6:73 
New York Academy of Fire Science. 4:42 
Systems Analysis and. 2:84 
Fire DEPARTMENT OPERATIONS HAMPERED: 
Chlorine Escaped. 6:47 
Congested Parking. 6:35 
Dense Smoke. 2:6 
Fan Belt on Pumper Broke. 6:47 
Heavy Smoke. 3:51 
Hydrogen Chloride from Polyvinyl Chloride. 5:73 
Inadequate Water Supply. 1:50 
Lack of Water. 2:50 
No Access to Pier Fire. 5:20 
Radioactive Materials. 1:5 
Snowstorm. 3:40 
Striking Fire Fighters. 3:54 
Water in Tank Truck Frozen. 3:40 
Fire DEPARTMENT TRAINING: 
College-Level. 5:38 
In-Service. 5:38 
Modern Fire Fighter’s Needs. 6:42 
Ontario Fire College. 5:38 
Fire DEPARTMENTS: 
Applying Systems Management to Operations. 1:55 
Canadian in Seventies. 5:51 
Challenges Facing. 5:143 
City and County Consolidation. 3:56 
Consolidation. 6:15 
Consolidation of Fire Districts. 5:50 
Criticism of Management. 6:87 








Handling Railroad Emergencies. 5:41 
How NFPA Can Serve. 5:50 
Involved in Community Problems. 2:8 
Manpower Trends. 2:95 
On-Duty Manning. 4:60 
Participation in FPRI Work. 5:90 
Planning for Industrial Emergencies. 5:45 
Predictions for the Seventies. 5:49 
Predictions of Changes. 5:63 
Private. 3:11 
Problems in the Seventies. 5:48 
Protecting Historic Buildings. 5:57 
Social Responsibility Program. 2:62; 4:95 
Television for Training. 5:64 
The Challenges Facing. 3:11 
Video Tape for Training. 5:64 
What One City Manager Expects. 3:63 
What One City Manager Expects, Comments on. 3:103; 6:42 
Fire Doors: 
Inoperative. 1:42 
Fire EquipMENT MANUFACTURERS AssoctIaTION, INc.: 
Purposes, Programs, 6:79 
Fire EquipMENT MANUFACTURERS INSTITUTE OF CANADA: 
Origin, Activities. 6:78 
What It Does, 5:59 
Fire FicHters: 
Average Company Strength. 4:60 
Enrollment in College-Level Courses. 5:50 
Fatalities, Injuries, 1968. 5:50 
Predictions for the Seventies. 5:49 
The New Professionalism. 6:42 
Fire Ficuters’ Strike: 
Refused to Fight Fire. 3:54 
Frre Gases (See Smoke and Fire Gases) 
Fire INVESTIGATION: 
Ontario's Investigation Section. 5:92 
FIRE JOURNAL: 
It Gets Read. 3:102 
Statement of Ownership. 1:83 
Frre MARSHAL: 
Fire Research and Safety Act. 6:50 
How Federal Government Can Help. 5:36 
Qualifications. 6:34 
Fire MARSHALS ASSOCIATION OF NORTH AMERICA: 
Annual Meeting, 1970. 5:35 
Operation FIRST. 2:56 
Fire MarsHats on Doty: 
County Social Responsibility Program. 2:62; 4:95 
Fire Prevention by Small Departments. 6:34 
Intelligence Unit in Fire Investigation. 5:92 
The Growing Problem of Arson. 1:25 
Training, Education for Fire Prevention Bureaus. 3:66 
Fire PREVENTION: 
Defined. 6:34 
Dwellings in the Seventies. 5:36 
Fire Chief’s Point of View. 5:37 
How to Get Involvement. 6:7 
Small Fire Departments. 6:34 
The Seventies and. 5:35 
Fire PREVENTION BuREAUS: 
Training and Education. 3:66 
Fire Prevention Epucation: 
Joint Fire Prevention Committee, Canada. 5:54 
Programed Learning. 5:55 
The Shreveport Way. 5:55 
Using Pictures. 5:55 
What Makes Good Educational Films. 5:55 
Frre PRrorection: 
Consultant’s Role. 2:11 
Industrial. 4:84 
Role in Risk Management. 5:46 
Frre Protection ENGINEER: 
The Professional Consultant. 2:11 
Fire Protection ENGINEERING: 
Two Weaknesses. 2:12 
Frre PRorecTION IN THE USSR. 1:9 
Frre PrRorection RESEARCH INTERNATIONAL (See also FPRI): 
NFPA Asked to Administer. 2:56 
Origin and Objectives. 5:17 
The Potentials of. 5:52 
Frre Recorp or Citlzs: 
1969. 4:54 
Fire REPORTING: 
In the Seventies. 5:39 
Fire Research AND SAFEetTy CENTER: 
Fire Marshal and. 6:50 
Fire Service: 
Concepts for the Seventies. 5:9 
Fire Service, For THE: 
Planning for Future Needs. 2:31 
Systems Management for Operations. 1:55 


Video Tape for Training. 5:64 
Washington State-Approved Spark Arresters. 4:42 
Fire Statistics (See Statistics) 
Fire Tests: 
Double-Lite Windows, Sprinklers. 5:54 
Fireball. 5:46 
Halon 1301 Portable System. 1:19 
Infrared Detectors. 4:16 
Interior Finish, Room Tests. 5:52 
Pill Test for Carpets. 4:65 
Polyurethane Foam Insulation. 6:19 
Sprinkler Drop Size. 5:59 
UL Carpet Test. 4:65 
Water Spray on Foam. 1:33 
Fire TRIANGLE: 
Propellants. 4:24 
Frre-ReEsisTiIvE BurLpINna: 
Fatal Fire in. 1:53 
FIREBALL: 
High-Challenge, The. 5:46 
FIREPLACE: 
Fire Cause. 5:88 
Plywood Support Ignited. 3:52 
Frres AND Fire Losses CLAssiFrizD: 
1969. 5:65 
Fireworks: 
Fatal Fire. 5:72 
Incident Survey, 1969. 3:21 
Industry Much Maligned (Letter). 1:95 
FrrEWORKS AND ROCKETS: 
Fire Losses, 1969. 5:66 
FIRST Prosecr (See Project FIRST) 
FiaagstarFr, ARIz.: 
Mobile Home Fire, Jan. 23, 1970. 3:53 
FuamMMABLE Liquips: 
Handling Rail Emergencies. 5:39 
FLAMMABLE, COMBUSTIBLE LiquIp Fires: 
Acetone. 4:49 
Diesel Fuel. 5:72 
Gasoline. 5:71; 6:46, 48 
Gasoline in Sewage Treatment Plant. 3:51 
Gasoline on Trash Fire. 3:51 
Gasoline Spill in Home. 3:53 
Gasoline Used to Set Fire. 3:38 
Lighter Fluid. 5:73 
Nitrocellulose-Solvent Mixture. 4:48 
Road Oil. 5:74 
Xylene. 1:48 
Fuiicut TRAINING CENTER FIRE: 
Denver, Colo., April 18, 1969. 3:93 
FLUORINE: 
Hypergolic Reaction with Hydrogen. 4:25 
Foam, Aqueous Fitm-Formine: 
Advantages of. 5:60 
Compared with Fluoroprotein Foam. 5:93 
Effect of Water Spray. 1:35 
Toxicity to Fish. 6:87 
Unsatisfactory Because of Updraft. 6:46 
Foam, FLUOROPROTEIN: 
Advantages of. 5:61 
Origin, Properties. 5:93 
Foam, HieH-Expansion: 
Effect of Combustible Products. 1:84 
Effect of Low Temperature. 1:84 
Gasoline Spill Blanketed. 2:49 
Used to Control Gasoline Vapors. 3:52 
Foam, PROTEIN: 
Compared with Fluoroprotein Foam. 5:93 
Concentration Used in Canada. 5:60 
Effect of Water Spray.. 1:33 
Field Kit for Testing. 1:38 
Satisfactory System Performance. 3:43 
Unsatisfactory Because of Updraft. 6:46 
Foam RuBBER: 
Furniture Padding Fire. 1:48 
Mattress Fire. 4:50 
Spontaneous Heating Fire. 4:95 
Foon Propucts Puant Fire: 
Fruit-Packing, Porterville, Calif., Aug. 30, 1969. 2:50 
Winnipeg, Man., Jan. 16, 1970. 3:53 
Forest: 
Fire Losses, 1969. 5:67 
Fort Wayne, Inp.: 
Metal-Fabricating Plant Fire, Aug. 23, 1966. 3:94 
FPRI: 
Affiliation with NFPA. 5:90 
The Potential of. 5:90 
FRANCE: 
Fire Statistics, 1968. 6:52 





FRATERNITY Hovse Fire: 
Ann Arbor, Mich., March 9, 1970. 4:47 
Stillwater, Okla., March 24, 1970. 4:47 
FREEpoRT, Fua.: 
Tracking Station Fire, Jan. 5, 1965. 3:95 
FURNITURE PLANT FIRE: 
Pianos, Memphis, Tenn., Aug. 14, 1969. 1:41; 3:42 
TV Cabinets, Athens, Tex., Aug. 8, 1969. 1:50 
Wood Furniture, Kenbridge, Va., Sept. 9, 1969. 1:49 
Wood Furniture, Lincolnton, N.C., Aug. 18, 1969. 1:50 


G 

GaraGgE, Reparr, Frre: 

Lewistown, Mont., Oct. 22, 1969. 3:54 
GARAGE, RESIDENTIAL, FIRE: 

Westport, Conn., Aug. 1970. 6:47 
Gas Frres anp ExpLosions: 

Fire Gas. 3:34 

LP-Gas. 6:10 
Gas INDICATORS: 

Infrared Indicators. 5:87 ; 

Principles of Operation. 5:76 i 

Toxicity Measurement. 5:79 
Gases, FLAMMABLE: 

Handling Rail Emergencies. 5:40 
GASOLINE: 

Car-Cleaning Fire. 2:50 

Fire. 2:49 

Fire during Siphoning. 2:48 

Spill Fire. 2:20 

Used to Clean Motor. 2:19 

Used to Freshen Fire. 3:38 

Used to Freshen Trash Fire. 3:51 

Used to Set Fire. 3:38 
GASOLINE SERVICE STATION FIRE: 

Lewistown, Mont., Oct. 22, 1969. 2:50 
GELs: 

Defined. 4:26 
GLovucesTER, Mass.: 

Boys, Firecrackers, May 16, 1970. 5:72. 
GLOVEBOx: 

Fire. 1:5 
GoLpEN, COLo.: 

Nuclear Weapons Plant Fire, May 11, 1969. 3:40 
Grant, RoBert W.: 

Assistant to NFPA General Manager. 5:16, 81 
Grass, BrusH, RuBBISH: 

Fire Losses, 1969. 5:67 
Great Fatis, Monrt.: 

Dwelling Fire, March 17, 1970. 5:71 
Great Neck, N.Y.: 

Dwelling Fire, May 13, 1970. 5:71 
GREENBELT, Mb.: 

Computer Fire, April 18, 1967. 3:94 
Grimes, MartTIN E.: 

Executive Director, FPRI. 5:17 


H 
Haton 1001: 
Early History. 3:60 
Haton 1011: 
Toxicity Limitation. 3:60 
Haton 1202: 
Use. 3:61 
Haton 1211: 
Origin and Use. 3:61 
Properties. 5:61 
Haton 1301: 
Extinguishing Concentrations. 6:36 
Industrial Uses. 5:45 
Properties and Applications. 6:36 
Relative Effectiveness. 5:61 
Toxicity. 6:36 
Use. 3:61 
Haton 1301 ExtineuisHincG System: 
Development of Firepac 360. 1:17 
Importance of Fast Discharge. 2:53 
Uses of Firepac 360. 1:17 
HALons: 
Advantages. 5:61 
Properties. 3:60 
HamMILTon, OnvT.: 
Church Fire, Sept. 13, 1969. 1:50 
HANGAR Fire: 
Miramar, Calif., Dec. 22, 1969. 3:52 
West Trenton, N.J., April 15, 1969. 3:42 
HANGARS: 
Infrared Detection System. 4:15 
HARTFORD, Conn.: 
Hospital Fire, Dec. 8, 1961. 2:18 
Hospital Fire, Oct. 3, 1959. 2:23 
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HAVERHILL, Mass.: 
Church Fire, May 22, 1970. 5:73 
Fire Department and Sprinklered Buildings. 2:31 
Hayes, Terry C.: 
Vice-President, FMANA, 1970-71. 5:37 
Hazarpovus ATMOSPHERES: 
Instruments for Measuring. 5:76 
Hazarpovus MATERIALS: 
U.S. Department of Labor Safety Data Sheet. 2:59 
HEaTING AND CookING Equ1pMENT Fire: 
Ceiling-Mounted, Gas-Fired. 2:50 
Clothes on Floor Furnace. 3:54 
Gas-Fired Room Heater Overheated. 3:54 
Hibachi. 6:45 
Losses, 1969. 5:66 
LP-Gas Outdoor Grill. 5:71 
Oil-Fired Heater. 3:53 
Toys against Gas Unit Flue. 3:53 
Hieu-Rise BuILdInG: 
Smoke Movement, Control. 5:53 
Special Fire Problems. 5:53 
HILuineTon, SCOTLAND: 
Office Building Fire, Sept. 10, 1965. 3:95 
Historic ButLpinG Fire: 
White House, Washington, D.C., Oct. 17, 1969. 2:47 
Historic BurLpines: 
Automatic Detection in. 5:56 
Automatic Extinguishing Systems in. 5:56 
How Fire Departments Can Protect. 5:57 
Inspiring Directors to Protect. 5:56 
Protecting, Seminar on. 5:56 
HotyoxkeE, Mass.: 
Computer Fire, Oct. 26, 1967. 3:94 
HoME For AGED, Fire: 
Notre Dame du Lac, P.Q., Dec. 12, 1969. 2:49; 3:37 
HoME FoR CHILDREN, FirE INVOLVING: 
Casablanca, Morocco, Jan. 7, 1969. 1:53 
HorizontTaL OPENINGS: 
Between Buildings, Fire Spread through. 1:49 
Unprotected Doorway, Fire Spread. 4:8 
Hose, Fire DEPARTMENT: 
Four-Inch. 3:17 
Friction-Reducing Agent. 3:17 
HospitTau Fire: 
Akron, Ohio, March 9, 1967. 2:25 
Albany, N.Y., Aug. 5, 1960. 2:26 
Bayonne, N.J., July 29, 1965. 2:25 
Boston, Mass., March 23, 1965. 2:25 
Bradford, Pa., Sept. 23, 1959. 2:24 
Brooklyn, N.Y., July 25, 1962. 2:18 
Coral Gables, Fla., July 1953. 2:23 
Danville, Va., Jan. 5, 1957. 2:23 
Dayton, Ohio, Dec. 16, 1950. 2:22 
Denver, Colo., May 20, 1969. 4:21 
Denver, Colo., 1968. 4:20 
Des Moines, Iowa, Jan. 29, 1965. 2:17 
Duncan, Okla., Dec. 22, 1957. 2:21 
Easton, Pa., May 11, 1954. 2:24 
Edmonton, Alta., Dec. 13, 1965. 2:24 
Edmonton, Alta., Jan. 21, 1970. 4:50 
Evansville, Ind., March 23, 1956. 2:25 
Hartford, Conn., Dec. 8, 1961. 2:18 
Hartford, Conn., Oct. 3, 1959. 2:23 
Houston, Tex., Sept. 24, 1968. 2:25 
Jonesboro, Ark., Sept. 15, 1968. 2:27 
La Crosse, Wisc., Feb. 2, 1961. 2:20 
Memphis, Tenn., Jan. 14, 1967. 2.24 
Midland, Mich., Feb. 7, 1961. 2:26 
Minneapolis, Minn., Dec. 23, 1956. 2:22 
Montreal, P.Q., Nov. 25, 1959. 2:27 
Morgantown, W. Va., Dec. 19, 1967. 2:15 
Nashua, N.H., Aug. 1, 1961. 2:25 
New York, N.Y., June 1, 1961. 2:26 
New York, N.Y., March 21, 1962. 2:26 
North York, Ont., March 31, 1967. 2:16 
Port Arthur, Tex., Dec. 31, 1960. 2:20 
Portsmouth, N.H., May 5, 1964. 2:17 
Providence, R.I., Aug. 2, 1961. 2:24 
Santiago, Chile, May 6, 1963. 2:23 
Saratoga Springs, N.Y., Sept. 18, 1965. 2:16 
Sylvia, N.C., April 20, 1958. 2:21 
Taylor, Tex., March 11, 1961. 2:19 
Washington, D.C., Feb. 5, 1957. 2:23 
Westport, Conn., Dec. 28, 1966. 2:24 
Weyburn, Sask., Oct. 3, 1961. 2:19 
Wheeling, W. Va., Feb. 18, 1962. 2:26 
Worcester, Mass., Aug. 23, 1965. 2:26 
HospirTa.s: 
Application of 704M System. 1:81 
Fire Drill. 4:19 
Fire Preplanning. 4:20 





Fire Record. 2:14 

Improving Safety in. 5:53 

Legal Responsibility. 6:28 

Partners in Protection. 4:19 

Safety in. 6:23 
Horsox: 

Railroad Fire Cause Reduced. 1:43 
Hore: (Resort), Fire: 

Swampscott, Mass., May 8, 1969. 3:45 
Hore Fire: 

Chicago, Ill., Jan. 25, 1970. 3:17 

Dallas, Tex., April 17, 1970. 5:71 

Dunnville, Ont., Jan. 26, 1969. 3:38 
Hovsrton, Tex.: 

Appliance Warehouse Fire, Sept. 27, 1969. 1:49 

Hospital Fire, Sept. 23, 1968. 2:25 

Office Building Fire, Jan. 10, 1970. 3:52 

Warehouse Fire, Jan. 10, 1970. 3:52 
HuntInepon, Pa.: 

Textile-Finishing Plant Fire, May 6, 1970. 5:73 
HYDRAZINE: 

Reactions. 4:25 
HypRoGEN: 

Hypergolic Reaction with Fluorine. 4:25 
HyperGouic Reaction: 

Defined. 4:25 


IMAGINATION: 
Fire Protection Needs. 2:52 
IMAGINEERING, SOLVING FIRE PROBLEMS THROUGH, 2:52 
Incenp1ary (Suspicious) Fires (See also Arson). 1:25, 48, 50; 2:19; 
3:37, 42, 43, 95; 6:48 
INCENSE: 
Fire Cause. 4:50 
INDIANAPOLIS, IND.: 
Warehouse Fire, July 27, 1970. 6:47 
INDUSTRIAL FIRE: 
Attack on Super Facilities Problem. 4:5 
INDUSTRIAL FirRE PROBLEMS EXCHANGE: 
AICHE Fourth Loss Prevention Program. 1:86 
Fire Protection at Kansas City Power and Light. 1:85 
Risk Management. 6:20 
INDUSTRIAL FirE Protection Section, NFPA: 
Annual Meeting, 1970. 5:44 
INFRARED FLAME Detectors (See Detector, Infrared) 
InNK-MANUFACTURING FIRE: 
Commerce, Calif., Feb. 6, 1970. 4:48 
INSPECTION: 
Single Department. 5:37 
INSTITUTION FrRE: 
Children’s Home, Casablanca, Morocco, Jan. 7, 1969. 1:53 
INSTITUTIONAL OCCUPANCIES: 
Fire Losses, 1969. 5:66 
INSULATION, COMBUSTIBLE: 
Paper Backing Ignited by Plumbing Torch. 4:48 
INSULATION, FOAMED: 
Fire Spread by. 6:18 
INSULATION, MINERAL WOOL: 
Paper Backing Spread Fire. 2:15, 17, 26 
INSULATION, POLYURETHANE: 
Ignited by Plumbing Torch. 4:49 
INSULATION, WIRE: 
Plastic, Ignited by Arcing. 3:95 
INTERIOR Fin18sH, FIBERBOARD: 
Fire Spread by. 2:17 
INTERIOR FinisH, PLywoop: 
Fire Spread by. 2:22 
INTERIOR FinisH, VARIOUS TYPES: 
Ceiling Tile, Fire Spread by. 6:48 
Room Tests. 5:52 
INTERNATIONAL Fire STaTIstics: 
Losses, 1969. 6:52 
Invina, TEx.: 
Tank Truck Fire, Aug. 1, 1970. 6:46 
ITa.y: 
Fire Statistics, 1969. 6:52 


J 

JACKSONVILLE, FLa.: 

Consolidation of City, County Fire Protection. 3:56 
JACKSONVILLE, ILL.: 

Asphalt-Manufacturing Fire, June 13, 1970. 5:74 
Jamaica, N.Y.: 

Aircraft Fire, June 26, 1970. 6:48 
JAPAN: 

Fire Statistics, 1969. 6:52 
JoHNSON, JOSEPH E.: 

NFPA Director. 5:33 
JONESBORO, ARK.: 

Hospital Fire, Sept. 15, 1968. 2:27 
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Kansas City, Mo.: 

Apartment Fire, June 3, 1969. 3:38 
KENBRIDGE, Va.: 

Furniture Plant Fire, Sept. 9, 1969. 1:49 
KENNER, La.: 

Aircraft Fire, March 20, 1969. 3:39 
Krnaston, N.Y.: 

Computer Fire, March 3, 1959. 3:96 
KitcHen Cooxine Equipment (COMMERCIAL TYPE): 

Fire Originated at. 1:50 
Kunittine Mitt Fire: 

Northboro, Mass., April 6, 1970. 5:74 


L 
LABELED: 

Definition Amended, Dec. 1969. 2:56 
LABORATORY FIRE: 

College (Photo), Stillwater, Okla., Dec. 15, 1969. 2:48 

Computer, Urbana, Ill., March 4, 1967. 3:94 

Hospital, Akron, Ohio, March 9, 1967, 2:25 

Hospital, Albany, N.Y., Aug. 5, 1960. 2:26 

Hospital, Boston, Mass., March 23, 1965. 2:25 

Hospital, Houston, Tex., Sept. 24, 1968. 2:25 

Hospital, New York, N.Y., March 21, 1962. 2:26 

Hospital, Santa Rosa, Calif., Oct. 1, 1969. 2:48 

Hospital, Wheeling, W. Va., Feb. 18, 1962. 2:26 

Medical, Santa Rosa, Calif., Oct. 1, 1969. 2:48 
LacassINne, La,: 

Grain Elevator Fire, July 20, 1969. 3:43 
La Crosse, Wisc.: 

Hospital Fire, Feb. 2, 1961. 2:20 
Larce-Loss Fires: 

Record, 1968. 3:37 
Larce-Loss-or-Lire Fires (10 or more deaths): 

Bridgeport, Conn. (Apartment) (12). 3:37 

Brooklyn, N.Y. (Dwelling) (10). 3:38 

Dunnville, Ont. (Hotel) (13). 3:38 

Feizin, France, Jan. 4, 1966 (19), 1:10 

Japan (Communications Center) (11). 3:94 

Kansas City, Mo. (Apartment) (12). 3:38 

Kenner, La. (Aircraft) (16). 3:39 

Marietta, Ohio (Nursing Home) (32). 3:7 

New Orleans, La. (Ship, Barges) (25). 3:40 

New York, N.Y. (Office Building) (11). 3:39 

Notre Dame du Lac, P.Q. (Home for Aged) (40). 2:49; 3:37 

Oakwood Bayou, Ark. (Dwelling) (10). 3:38 

Parkersburg, W. Va. (Dwelling) (12). 3:38 

Port Angeles, Wash. (Aircraft) (10). 3:39 

Posen, Mich. (Dwelling) (10). 3:38 
LAUREL, Mp.: 

Office Building Fire, June 13, 1959. 3:96 
LETTERS TO THE ASSOCIATION, 1:93; 2:93; 3:102; 4:94; 5:143; 6:87 
Lewistown, Mont.: 

Garage, Repair, Fire, Oct. 22, 1969. 3:54 

Gasoline Service Station Fire, Oct. 22, 1969. 2:50 
LIABILITY: 

Hospital, Nursing Home Casualties. 6:29 
Lire Sarety FROM Fire, A System. 1:80 
Licut WaTER (See Foam, Aqueous Film-Forming) 
LIGHTNING: 

Fire Losses, 1969. 5:66 

Fires Caused by. 1:49; 2:49; 3:43, 96; 6:46 

Metal Siding Problem. 3:33 
Lincoin, NEBR.: 

Dwelling Fire, June 16, 1970. 6:46 
LrncotnTon, N.C.: 

Furniture Plant Fire, Aug. 18, 1969. 1:50 
Lopr, N.J.: 

Chemical Plant Fire, April 5, 1969. 3:44 
Looxine aT Fire Hazarps: 

Data-Processing Equipment Fire Record. 3:93 

Ethylene Oxide Sterilizer Explosion. 4:64 

Spontaneous Heating of Polypropylene. 4:66 

Spontaneous Ignition of Zinc-Rich Coatings. 4:63 
LUMBERYARD FIRE: 

San Francisco, Calif., Aug. 20, 1969. 3:42 
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MAGNESIUM: 

Fatal Fire. 5:72 
Mayor Fires or 1969, Tae. 3:37; 4:95 
MANUFACTURING OCCUPANCIES: 

Fire Losses, 1969. 5:67 
Manrtetta, Ouro: 

Nursing Home Fire, Jan. 9, 1970. 3:5 





Marion, Ox1o: 
Dwelling Fire, Oct. 1, 1969. 1:47 
Mastic: 
Fire Spread by. 6:46 
Roof-Sealing Compound Fire. 4:49 
MATCHES: 
Defective, Fire Cause. 2:25 
Martcues, Book: 
Position of Striker. 4:95 
Preventing Accidental Ignition. 2:93 
Marcaes, STRIKE-ANYWHERE: 
Fire Caused by. 3:51 
Ignited in Container. 3:51 
Matrocks, Ever O.: 
Vice-President, NFPA. 5:81 
MATTRESSES: 
Fire Set. 2:47 
Fires. 2:19, 24; 6:46 
Foam Rubber, Fire. 4:50 
MarryDALe, N.Y.: 
Discount Store Fire, April 13, 1970. 5:73 
Mayo, Mp.: 
Boat Fire, Aug. 14, 1970. 6:48 
McNamara-O’ Hara Service Contract Act: 
Application. 2:57 
Mempais, TENN.: 
Dwelling Fire, May 28, 1970. 6:46 
Hospital Fire, Jan. 14, 1967. 2:24 
Piano Plant Fire, Aug. 14, 1969. 1:41; 3:42 
MERCANTILE OCCUPANCIES: 
Fire Losses, 1969. 5:67 
Mera Srp1n@: 
NFPA Official Position. 5:25 
Protection against Energized. 3:33; 6:89 
METALWORKING PLANT FIRE: 
Cans, Philadelphia, Pa., April 22, 1970. 5:73 
7 Drums, Newark, N.J., Aug. 26, 1969. 1:49 
Fabricating, Fort Wayne, Ind., Aug. 23, 1966. 3:94 
Hand Tools, New Britain, Conn., March 13, 1970. 4:48 
Nuclear Weapons, Golden, Colo., May 11, 1969. 3:40 
Parts-Fabricating, Detroit, Mich., Nov. 4, 1969. 2:49 
Plutonium, Rocky Flats, Colo., May 11, 1969. 1:5 
Steel Drums, San Pablo, Calif., June 24, 1970. 6:48 
Welding Shop, Acton, Mass., Dec. 6, 1969. 2:50 
Mexicali, Mexico: 
Department Store Fire, Dec. 17, 1969. 3:34 
Mramt, Fua.: 
Building-under-Construction Fire, July 28, 1969. 1:48 
Electric Generating Station Fire, Aug. 5, 1969. 1:50 
Office Building Fire, Nov. 2, 1959. 3:96 
Prison Fire, Aug. 1969. 2:47 
Mrp.anp, Micx.: 
Hospital Fire, Feb. 7, 1961. 2:26 
Mixrorp, Conn.: 
Terminal Warehouse Fire, March 11, 1970. 4:7 
Mitrorp, Ox10: 
Nursing Home Fire, Jan. 31, 1970. 4:50 
MINNEAPOLIS, MINN.: 
Hospital Fire, Dec. 23, 1956. 2:22 
Mrramar, CALir.: 
Hangar Fire, Dec. 22, 1969. 3:52 
Mirror: 
Fires Caused by. 4:12; 6:45 
Mosrve Home Fire: 
Fairfax County, Va., March 12, 1969. 2:47 
Flagstaff, Ariz., Jan. 23, 1970. 3:53 
North Bramford, Conn., Feb. 12, 1970. 4:47 
MosiLe Home-MANUFACTURING PLANT FIRE: 
Elkhart, Ind., Jan. 7, 1970. 3:53 
Mosite Homes: 
Aluminum Conductors. 6:88 
Fire Causes. 6:88 
MontTREAL, P.Q.: 
Hospital Fire, Nov. 25, 1959. 2:27 
Moreaantowy, W. Va.: 
Hospital Fire, Dec. 19, 1967. 2:15 
Moror VEHICLE (See also Tank Truck): 
Fire Losses, 1969. 5:67 
Industrial Truck. 2:49 
Moror VEuICLE Fire: 
Tucson, Ariz., Oct. 18, 1969. 2:48 
U.S., Canadian Cities, 1969. 4:55 
MovuntaIn View, Catir.: 
Apartment Fire, June 24, 1968. 1:47 
Computer Fire, April 8, 1966. 3:95 
Mvtten, C. Sutton, Jr.: 
NFPA Director. 5:33 
Mvttip.e-DeatH Fires: 
Record, 1969. 3:37 
Mv ttipite-Occupancy-MANUFACTURING FIRE: 
Old Forge, Pa., Jan. 15, 1969. 3:44 


Morray, WiuuraoM §., Jr.: 

Vice-Chairman, Industrial Fire Protection Section. 5:44 
Musevo, Frre: 

Salem, Mass., Oct. 21, 1969. 1:12 
Museums: 

Protecting, Seminar on. 5:56 


N 


Nasava, N. H.: 
Hospital Fire, Aug. 1, 1961. 2:25 
NASHVILLE, TENN.: 
Sewage Treatment Plant Fire, Jan. 18, 1970. 3:51 
NATIONAL ASSOCIATION OF FIRE EQuipMENT DistTRIBUTORS, INC. : 
Origin, Activities. 6:80 
NATIONAL ASSOCIATION OF FIRE FIGHTERS: 
A Look at the Seventies. 5:49 


NATIONAL AUTOMATIC SPRINKLER AND FrRE CONTROL ASSOCIATION: 


Origin, Activities. 6:79 
NATIONAL BUREAU OF STANDARDS: 
Fire Research and Safety Center. 6:50 
NATIONAL SOCIETY FOR THE PREVENTION OF BLINDNESS: 
Fireworks Incident Survey. 3:21 
NEC anp You, THE: 
Canadian Standards Association Explained. 6:38 
Hot Freezers. 2:42 
Lighting, Equipment in Paint Spray Areas. 4:89 
Metal Siding — NFPA Official Position. 5:25 
Protection against Energized Metal Siding. 3:33 
Safety Control Circuits. 5:25 
Supplementary Overcurrent Protection. 1:52 
NETHERLANDS: 
Fire Statistics, 1969. 6:52 
New Beprorp, Mass.: 
Warehouse Fire, July 27, 1970. 6:47 
New Britain, Conn.: 
Metalworking Plant Fire, March 13, 1970. 4:48 
New OrteEans, La.: 
Ship Fire, April 6, 1969. 3:40 
New PROFESSIONALISM, THE. 6:42 
New York (STATE): 
Academy of Fire Science Established. 4:42 
New York, N.Y.: 
Bank Fire, Dec. 1, 1962. 3:95 
Hospital Fire, June 1, 1961. 2:26 
Hospital Fire, March 21, 1962. 2:26 
Office Building Fire, Feb. 25, 1969. 3:39 
Office Building Fire, Oct. 30, 1966. 3:94 
New ZEALAND: 
Fire Statistics, 1969. 6:52 
Newark, N.J.: 
Drum-Manufacturing Fire, Aug. 26, 1969. 1:49 
Tank Truck Fire, Aug. 18, 1969. 2:49 
NFPA ADMINISTRATIVE COMMITTEES: 
Fire Records, Dec. 1969 Report. 2:56 
Internationa] Affairs, Dec. 1969 Report. 2:55 
International Affairs, June 1970 Report. 5:82 
Long-Range Planning, Dec. 1969 Report. 2:55 
Long-Range Planning, June 1970 Report. 5:82 
Membership Development, Dec. 1969 Report. 2:55 
Membership Development, rIRE JOURNAL Subscription. 2:55 
Membership Development, June 1970 Report. 5:82 
Research, Dec. 1969 Report. 2:56 
Research, June 1970 Report. 5:82 
Technical Advisory Committee, Dec. 1969 Report. 2:56 
Technical Advisory, June 1970 Report. 5:82 
NFPA anv FPRI: 
Affliation. 5:90 
NFPA ANNUAL MEETING, SEVENTY-FOURTH: 
Bridging the Communications Gap. 5:54 
Challenge of New Cities. 5:58 
Concepts for the Seventies. 5:9 
Electrical Section. 5:47 
Film and Slide Program. 5:61 
Final General Session. 5:62 
Fire Marshals Association. 5:35 
Fire Service Equipment and Operations. 5:48 
Fire Service Training and Education. 5:38 
Improving Structural Fire Safety. 5:52 
Industrial Fire Protection Section. 5:44 
Opening General Session. 5:29 
Protecting Our Heritage. 5:55 
Railroad Section. 5:39 
Society of Fire Protection Engineers. 5:57 
Talking Extinguishing Systems and Agents. 5:59 
Technical Sessions. 5:116 
NFPA Boarp or Directors: 
Government Role, Public Protection. 5:86 
NFPA and Federal Government's Role. 5:82 
Report, 1970. 5:32 








NFPA Boarp or Directors MEETINGS: 
Boston, Mass., June 23, 1970. 5:81 
New York, N.Y., Dec. 9, 1969. 2:54 
Toronto, Ont., May 17, 1970. 5:81 

NFPA Copes, STanparps, Etc.: 


No. 
No. 
No. 
No. 
No. 
No. 
No. 
No. 
No. 
No. 
No. 


No 


No. 
No. 
No. 
No. 
No. 
No. 
No. 
No. 
No. 
No. 
. 51A-T, Proposed Tentative, 1970. 3:30 

. 51A-T, Tentative Adoption, 1970. 5:130 

. 55, Withdrawal, 1970. 5:125 

. 56, 1970 Revisions. 5:129 

. 56C, 1970 Revisions. 5:128 

. 56D, Official Adoption, 1970. 5:126 

. 56D, Proposed Official, 1970. 3:31 

. 61B, Official Adoption, 1970. 5:121 

. 61B, Proposed Official, 1970. 3:31 

. 61B, Withdrawal, 1970. 5:121 

. 64, Withdrawal, 1970. 5:121 

. 65, 1970 Revisions. 5:121 

. 66, 1970 Revisions. 5:122 

. 69, OfFcial Adoption, 1970. 5:122 

. 69, Proposed Official, 1970. 3:31 

. 70, Action on 90-2(B) Requested. 5:86 

. 70, Disconnects for Freezers. 2:42 

. 70, Emergency Lighting Requirements. 3:102 

. 70, Lighting in Paint Spray Areas. 4:89 

. 70, Protection against Energized Metal Siding. 5:25 
. 71, 1970 Revisions. 5:136 

. 76, 1970 Revisions. 5:128 

. 78, Metal Siding and Lightning. 3:33 

. 78, Protection against Energized Metal Siding. 5:25 
. 79, 1970 Revisions. 5:122 

. 80, 1970 Revisions. 5:123 

. 80A, Explanation of. 5:27 

. 80A, Official Adoption, 1970. 5:122 

. 80A, Proposed Official, 1970. 3:31 

. 82, 1970 Revisions. 5:120 

. 85B, 1970 Revisions. 5:119 

. 85D, 1970 Revisions. 5:119 

- 89M, 1970 Revisions. 5:120 

. 96, 1970 Revisions. 5:121 

. 101, Board Action, 1970 Revisions. 5:85 

- 101, Emergency Lighting Requirements. 3:102 

- 101, Floor Coverings. 4:66 

- 101, Number of States Adopting. 6:28 

. 101, Office Building Exits. 3:68 

. 101, Protecting Exterior Means of Egress. 6:31 

- 101, 1970 Revisions. 5:134 

. 203, 1970 Revisions. 5:119 

. 206M, 1970 Revisions. 5:126 

. 211, 1970 Revisions. 5:121 

. 220, Definition of Noncombustible. 2:41 

- 231, 1970 Revisions. 5:125, 126 

. 231A, 1970 Reconfirmation. 5:125 

. 232, 1970 Revisions. 5:133 

. 232, 1970 Revisions, Returned to Committee. 5:133 
. 232A-M-T, Proposed Tentative, 1970. 3:30 

. 232AM-PT, Tentative Adoption, 1970. 5:133 

. 256. 1970 Revisions. 5:124 

. 257, Official Adoption, 1970. 5:124 

. 257, Proposed Official, 1970. 3:32 

. 306, Application by U.S. Department of Labor. 2:61 
- 312, 1970 Revisions. 5:131 

. 327, 1970 Reconfirmation. 5:125 

. 328, 1970 Reconfirmation. 5:125 

. 386, Official Adoption, 1970. 5:125 

. 386, Proposed Official, 1970. 3:32 

- 403, 1970 Provisions. 5:116 

- 407, 1970 Revisions. 5:116 

. 408, 1970 Revisions. 5:118 


5-T, Tentative Adoption, 1970. 5:131 
5A-T, Proposed Tentative, 1970. 3:30 
9, Official Adoption, 1970. 5:124 

9, Proposed Official, 1970. 3:30 

10, 1970 Revisions. 5:132 

10A, 1970 Revisions. 5:133 

11, 1970 Revisions. 5:125 

11A, Official Adoption, 1970. 5:125 
11A, Proposed Official, 1970. 3:31 
12A, Official Adoption, 1970. 5:126 
12A, Proposed Official, 1970. 3:31 

13, Inspector's Test Pipe. 2:28 

13L, Withdrawal, 1970. 5:116 

14, 1970 Revisions. 5:138 

19, 1970 Revisions. 5:123 

20, 1970 Revisions. 5:124 

22, 1970 Revisions. 5:138 

24, 1970 Revisions. 5:138 

30, Lighting in Paint Spray Areas. 4:89 
32, 1970 Revisions. 5:125 

35, 1970 Revisions. 5:124 

37, 1970 Revisions. 5:131 


No. 409, 1970 Revisions. 5:117 
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No. 410E, 1970 Revisions. 5:119 
No. 410F, 1970 Reconfirmation. 5:119 
No. 411, 1970 Reconfirmation. 5:119 
No. 414, 1970 Revisions. 5:116 
No. 490, 1970 Revisions. 5:120 
No. 495, 1970 Revisions. 5:120 
No. 496, Part B, Proposed Tentative, 1970. 3:30 
No. 496, Tentative Revisions, 1970. 5:120 
No. 498, Official Adoption, 1970. 5:120 
No. 498, Proposed Official, 1970. 3:32 
No. 501C, Official Adoption, 1970. 5:131 
No. 501C, Proposed Official, 1970. 3:32 
No. 512, 1970 Revisions. 5:132 
No. 565, 1970 Revisions. 5:130 
No. 654, 1970 Revisions. 5:122 
No. 661, Withdrawal, 1970. 5:121 
No. 704M, Application to Hospitals. 1:81 
No. 704M, U.S. Department of Labor Use. 2:58, 60 
No. 801, 1970 Revisions. 5:116 
No. 910, 1970 Revisions. 5:131 
NFPA Concepts FOR THE SEVENTIES: 
Suggestion for Activities. 5:63 
NFPA ELEctTRICAL SEcTIOoN (See Electrical Section) 
NFPA Frietp Service Prosects: 
Scope, Electrical Field Service Committee. 5:85 
Scope, Fire Extinguishing Systems Field Service Committee. 5:85 
Scope, Flammable Liquids Field Service Committee. 5:85 
Scope, Gases Field Service Committee. 5:85 
Scope, Marine Field Service Committee. 5:85 
NFPA Fire Protection Handbook: 
Comments on. 1:95 
NFPA GENERAL MANAGER: 
Elected Assistant Treasurer. 2:54 
Report, 1970. 5:14, 33 
NFPA InpusTrRIAL FrrE PROTECTION SEcTION (See Industrial Fire 
Protection Section) 
NFPA Lisrary Accessions. 1:88; 2:89; 3:97; 4:87; 5:137; 6:82 
NFPA Project 70's: 
One Aim — to Promote Involvement. 5:18 
Suggestions for. 5:9 
NFPA Rartroap Section (See Railroad Section) 
NFPA REso.LuTions 
Commendation of Dansk Brandvaerns-Komite. 5:34, 62 
In Remembrance of Arthur L. Brown, 1969. 2:54 
Regulations Governing Technical Committees. 5:34, 62 
NFPA Sranparps, City, STATE ADOPTION: 
Oregon, No. 41L. 4:42 
Oregon, No. 501B. 4:42 
NFPA Sranparps Story, THE: 
Tentative, Official Standards, 1970. 3:30 
NFPA TecunicaL COMMITTEES: 
Atomic Energy, 1970 Report. 5:116 
Automatic Sprinklers, 1970 Report. 5:116 
Aviation, 1970 Report. 5:116 
Boiler-Furnace Explosions, 1970 Report. 5:119 
Building Construction, 1970 Report. 5:119 
Chemicals and Explosives, 1970 Report. 5:120 
Chimneys and Heating Equipment, 1970 Report. 5:120 
Dust Explosion Hazards, 1970 Report. 5:120 
Electrical Metalworking Machine Tools, 1970 Report. 5:122 
Explosion Protection Systems, 1970 Report. 5:122 
Explosives, Scope Revised. 5:83 
Exposure Fire Protection, 1970 Report. 5:122 
Fire Department Equipment, 1970 Report. 5:123 
Fire Doors and Windows, 1970 Report. 5:123 
Fire Pumps, 1970 Report. 5:124 
Fire Service Training, 1970 Report. 5:124 
Fire Tests, 1970 Report. 5:124 
Flammable Liquids, 1970 Report. 5:124 
Foam, 1970 Report. 5:125 
Fuel Gases, 1970 Report. 5:125 
General Storage, 1970 Report. 5:125 
Halogenated Fire Extinguishing Agent Systems, 1970 Report. 5:126 
Harbor Emergency Organization, Disbanded. 5:83 
Heights and Areas, 1970 Report. 5:126 
Hospitals, 1970 Report. 5:126 
Hospitals, Role of. 6:25 
Hospitals, Scope Revised. 5:83 
Industrial and Medical Gases, 1970 Report. 5:130 
Industrial Units and Public Utility Units, Disbanded. 5:83 
Internal Combustion Engines, 1970 Report. 5:130 
Libraries, Museums and Historic Buildings, 1970 Report. 5:131 
Loss Prevention Procedures and Practices, 1970 Report. 5:131 
Marine Fire Protection, 1970 Report. 5:131 
Mobile Homes and Recreational Vehicles, 1970 Report. 5:131 
Motor Vehicle and Highway Fire Protection, 1970 Report. 5:132 
Portable Fire Extinguishers, 1970 Report. 5:132 
Pyrotechnics, Scope Revised. 5:83 
Record Protection, 1970 Report. 5:133 
Safety to Life, 1970 Report. 5:134 
Signaling Systems, 1970 Report. 5:136 





Standpipes and Outside Protection, 1970 Report. 5:138 
Water Tanks, 1970 Report. 5:138 
NFPA TecunicaL Committees, GENERAL-INTEREST ITEMS: 
Classification by ANSI System. 5:85 
Regulations Governing, Revised 1970. 5:82 
Resolution on Tenure of Chairmen. 5:86 
Resolution, Chairman Rotation. 5:34 
NFPA TREASURER: 
Report, Jan. 1—Dec. 31, 1969. 4:32; 5:33 
Nimsvs, Cautr.: 
Computer Fire, Aug. 16, 1967. 3:94 
No.an, James W.: 
Vice-President, SFPE, 1970-71. 5:57 
NONCOMBUSTIBLE: 
Definition. 2:41 
Norro.k, Va.: 
Bulk Plant Fire, July 4, 1970. 6:46 
NortH BrRaAmForp, Conn.: 
Mobile Home Fire, Feb. 12, 1970. 4:47 
Norrs Hamitron, Ont.: 
Sawmill Fire, April 1, 1970. 5:74 
Nort York, Onr.: 
Hospital Fire, March 31, 1967. 2:16 
NortTHporo, Mass.: 
Knitting Mill Fire, April 6, 1970. 5:74 
Norway: 
Fire Statistics, 1969. 6:52 
Notre Dame pv Lac, P.Q.: 
Nursing Home Fire, Dec. 12, 1969. 2:49; 3:37 
Nursinec Home Fire: 
Marietta, Ohio, Jan. 9, 1970. 3:5; 6:28 
Milford, Ohio, Jan. 31, 1970. 4:50 
Notre Dame du Lac, P.Q., Dec. 12, 1969, 2:49; 3:37 
Portsmouth, Va., June 21, 1970. 6:45 
Nursinc Homes: 
Legal Responsibility. 6:28 
Safety in. 6:23 


Oo 
OaKLanp, Catir.: 
Dwelling Fire, Aug. 12, 1970. 6:45 
Supermarket Fire, July 20, 1970. 6:48 
Oaxkwoop Bayov, ARK.: 
Dwelling Fire, April 9, 1969. 3:38 
Orrice BuiLpine Fire: 
Arlington, Va., July 2, 1959. 
Hillington, Scotland, Sept. 10, 1965. 3:95 
Houston, Tex., Jan. 10, 1970. 3:52 
Laurel, Md., June 13, 1959. 3:96 
Miami, Fla., Nov. 2, 1959. 3:96 
New York, N.Y., Oct. 30, 1966. 3:94 
New York, N.Y., Feb. 25, 1969. 3:39 
Pasadena, Calif., Jan. 13, 1970. 3:51 
Sault Sainte Marie, Ont., July 3, 1959. 3:96 
Vicksburg, Miss., Oct. 2, 1960. 3:95 
Washington, D.C., June 1, 1970. 5:73 
Orrice OccuPANCIES: 
Core-Type Exits. 3:68 
Fire Losses, 1969. 5:67 
O’Haaan, Joun T.: 
Vice-President, NFPA. 5:81 
OxiaHoma City, OKLA: 
Auto Parts-Manufacturing Fire, Sept. 3, 1969. 1:49 
Building-under-Construction Fire, May 7, 1970. 5:72 
Dwelling Fire, Dec. 26, 1969. 3:53 
Oxp Force, Pa.: 
Multiple Occupancy-Manufacturing Fire, Jan. 15, 1969. 3:44 
Omana, NEBR.: 
Shopping Center Fire, Oct. 17, 1969. 3:43 
OnTaARIO: 
Fire College. 5:38 
Fire Marshals’ Operations, 1969. 5:31 
New Cities Planning. 5:58 
Ontario FirE MARSHAL: 
Investigation Section Established. 5:92 
Open FLAMEs, SPARKS: 
Fire Losses, 1969. 5:66 
Fireplace Fire Cause. 5:88 
Oregon Law. 4:42 
Washington Spark Arrester Regulations. 4:42 
Operation FIRST: 
Description. 2:56 
OREGON: 
Open Burning Law. 4:42 
OVERCURRENT PROTECTION: 
Supplementary. 1:52 
OxyYGEN: 
Bursting Disc Released. 2:50 
Escape During Fire. 2:20 
Release During Fire. 2:9 
OxyGen TENT: 
Fire. 2:22, 23, 24; 4:49 
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Parnt Fire: 

Electrostatic Spraying. 4:48 

Spray Booth. 6:48 
Patm Beacu GARDENS, FLA.: 

Computer-Manufacturing Fire, April 12, 1969. 3:93 
PapER-MANUFACTURING PLANT F1RE: 

Elizabeth, La., Aug. 20-21, 1969. 3:42, 43 
Paper Propwcts: 

Hospital Disposables. 6:24 
PARKERSBURG, W. Va.: 

Dwelling Fire, June 8, 1969. 3:38 
Parma, O10: 

Dormitory Fire, Aug. 8, 1969. 1:47 
Parsippany Troy Hits, N.J.: 

Dwelling Fire, Jan. 10, 1970. 3:53 
PARTITIONS, SMOKESTOP: 

Lack of, Factor in Fatal Fire. 3:7 
PasaDENA, CALIF.: 

Fire Prevention-Housing Division. 2:9 

Office Building Fire, Jan. 13, 1970. 3:51 
PaTERSON, N.J.: 

Plastic Products Plant Fire, June 13, 1969. 3:44 
PENTABORANE: 

Pyrophoric Reaction. 4:25 
Pentriva, WILLIAM A.: 

Second Vice-President, FMANA, 1970-71. 5:37 
PERMANENT-PREss Fasrics. 1:93 
PHILADELPHIA, PA.: 

Aircraft Fire, Aug. 7, 1969. 2:5 

Apartment Fire, Sept. 6, 1969. 1:47 

Metalworking Plant Fire, April 22, 1970. 5:73 
Prano PuLant Fire: 

Memphis, Tenn., Aug. 14, 1969. 1:41 
PreR-AND-WHARF FIRE: 

Oil, Ventura County, Calif., Feb. 19, 1970. 5:20 

Portland, Oreg., Sept. 26, 1969. 1:49 
PIPELINE: 

Gasoline, Rupture. 6:46 
PrrTsBurGH, Pa.: 

Computer Fire, March 26, 1961. 3:95 
Puastic Propucts PLANT Fire: 

Paterson, N.J., June 13, 1969. 3:44 
Puastics Fires (See also specific product): 

Acrylic Glovebox Windows. 1:7 

Laundry Cart. 4:21 

Polystyrene, Foamed, Flower Box Contents. 2:25 

Polyurethane Foam. 5:74 

Polyvinyl Chloride Chair Back. 4:12 

Wastebasket. 3:5 
PLastics-MANUFACTURING FIRE: 

Torrance, Calif., April 17, 1970. 5:74 
PLEASANTON, CALIF.: 

Fire Department Expansion. 2:31 
PiumBING TorcH: 

Fire Cause. 4:49 

Ignited Polyurethane Insulation. 4:49 

Thawing Pipe, Fire Cause. 4:48 
PLUTONIUM-PROCESSING Fire. 1:5 
PiymMouts Townsaip, Pa.: 

Shopping Center Fire, Jan. 10, 1970. 5:5 
POLYESTER: 

Carpet Fire. 5:88 
POLYURETHANE: 

Foam, Ignition. 5:74 

Insulation Fire. 6:18 
PoLyvinyL CHLORIDE: 

Chair Back Fire. 4:12 
PotyvinyL CHLORIDE INSULATION: 

Corrosion from Fire. 3:93 

Wire Insulation Fire. 5:73 
Port ANGELES, WASH.: 

Aircraft Fire, Feb. 25, 1969. 3:39 
Port ArtTHUR, TEX.: 

Hospital Fire, Dec. 31, 1960. 2:20 
PoRTERVILLE, GALIF.: 

Fruit-Packing Plant Fire, Aug. 30, 1969. 2:50 
PorTLAND, OREG.: 

Apparatus Replacement Plan. 2:31 

Wharf Fire, Sept. 26, 1969. 1:49 
Portsmouts, N.H.: 

Hospital Fire, May 5, 1964. 2:17 
PortTsMovTs, VA.: 

Nursing Home Fire, June 21, 1970. 6:45 
Posen, Mica.: 

Dwelling Fire, April 6, 1969. 3:38 
POTENTIAL OF THE FPRI, Tue. 5:90 








PrepictTina@ Fire PROTECTION DEVELOPMENTS IN THE SEVENTIES. 
PREFIRE PLANNING: 
By Fire Departments. 5:46 
Importance of. 5:46; 6:73 
Prison, JaiL Fire: 
Miami, Fla., Aug. 1969. 2:47 
Prosect FIRST: 
Described. 5:39 
Origin and Objectives. 5:17 
PrRope.tiants, Rocket (See Rocket Propellants) 
Provipence, R.I.: 
Hospital Fire, Aug. 2, 1961. 2:24 
Pusiic ASSEMBLY OCCUPANCIES: 
Fire Losses, 1969. 5:66 
PUNXSUTAWNEY, Pa.: 
Railroad Repair Shop Fire, Nov. 6, 1969. 2:49 
Pyrropsoric METAL: 
Plutonium Fire. 1:5 
Pyropsoric REACTION: 
Defined. 4:25 


R 


Rack StoraGeE: 

Fire. 5:72 

Manual Fire-Fighting Problems. 6:73 
RADIOACTIVE MATERIALS: 

Released by Fire. 1:6 
RaILRoAD PROPERTY FIRE: 

Repair Shop, Punxsutawney, Pa., Nov. 6, 1969. 2:49 
RatLroap Rouuine Stock Fire: 

Derailment, Crescent City, Ill., June 21, 1970. 6:10 
RarLroap Section, NFPA: 

Annual Meeting, 1970. 5:39 

Constitution, Amendment. 5:42 
RAILROADS: 

Accidents, Bureau of Explosives Investigation. 5:40 

Fire Service at Emergencies. 5:41 

Handling Flammable Gas Emergencies. 5:40 

Handling Flammable Liquids Emergencies. 5:39 

Help to Fire Departments. 5:41 

How Emergencies Should be Handled. 5:40 

Tank Car Derailments. 5:41 
RaAitway TRANSPORT COMMITTEE: 

Dangerous Commodities Section. 5:41 
REACHING THE PUBLIC: 

Try Harder in the Seventies. 6:7 
Rear, GeorGce W., Jr.: 

Chairman, Railroad Section. 5:42 
REcorps: 

Destroyed. 4:11 

Protection by Four-Hour Cabinet. 3:94 
Rerinery, Or Fire: 

Feizin, France, Jan. 4, 1966. 1:10 
REFRIGERANT: 

Corrosive Gases from Breakdown. 3:96 
REFRIGERATOR: 

Commercial, Energy Disconnects. 2:42 

Laboratory Explosion. 2:25, 26 
RESEARCH: 

Fire Department Equipment. 3:18 

Fire Protection Research International. 2:56 

FPRI’s Plans. 5:91 

NFPA Policy. 5:87 

Railroad Fire Problems. 1:43 

Sprinkler Drop Size. 5:59 
RESIDENTIAL OcCUPANCIES: 

Fire Losses, 1969. 5:67 
RESTAURANT FIRE: 

Roseville, Minn., Sept. 30, 1969. 1:50 
Risk MANAGEMENT: 

Caterpillar Tractor’s Concept. 6:20 
RosBerts, JosepPuH C.: 

Vice-Chairman, Railroad Section. 5:42 
Rocket FvueE.: 

Homemade, Explosion. 5:71 
Rocket PROPELLANTS: 

Liquid, Combustibility of. 4:24 

Liquid, Emergency Procedures. 4:30 

Liquid, Fire-Fighting. 4:28 

Liquid, Properties of. 4:25 

Liquid, Reactions. 4:27 

Liquid, Shock-Sensitive Mixtures. 4:29 

Liquid, Transportation. 4:30 
Rocket PropE.iants, Liquip: 

Public Safety Considerations. 4:23 
Rocky Fuats Fire, THe. 1:5 
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Rostyn, L.I., N.Y.: 

Tank Truck Fire, April 5, 1970. 5:71 


1:3 


13 


Roya CANADIAN MounrTED POLICE: 
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Discoverers Became Spectators. 3:51 
Everyone Thought It Had Been Given. 3:36 
No Waterflow Alarm 3:54 
Occupants Fought Fire. 3:51, 52; 4:48, 49; 5:14; 6:47, 49 
Telephone Wires Burned. 5:72 
ALARM, MANUAL: 
Lack of, Factor in Fatal Fire. 4:23 
Avarms, Fire: 
Definition. 6:8 
High-Rise Buildings. 5:62; 6:8 
NEMA’s Training Manual. 5:62 
Per Capita, 1970. 4:81 
ALBuquRQuE, N.M.: 
Building-under-Construction Fire, June 3, 1971. 6:47 
ALUMINUM: 
Conductor Connections, Proper. 3:96 
Conductor Connections, Proper, Comments. 5:41 
Conductors in Dwellings. 1:85 
Tools. 6:95 
AMBULANCE: 
Specifications. 1:53 
AMMONIA: 
Released during Fire. 1:46 
ANCHORAGE, ALASKA: 
Aircraft Fire, Nov. 28, 1970. 3:13, 33; 5:36 
Dwelling Fire. July 22, 1971. 6:49 
Hospital Fire, March, 22 1971. 4:58 
ANNAPOLIS, Mp.: 
Dwelling Fire, Nov. 15, 1970. 2:43 
Anoka, Minn.: 
Hangar Fire, March 16, 1971. 4:48 
Antiocn, CALir.: 
Restaurant Fire, July 4, 1970. 1:44 
APARTMENT Fire: 
Akron, Ohio, Nov. 5, 1970. 2:43 
Arlington, Va., July 31, 1971. 6:48 
Boston, Mass., March 31, 1971. 4:17 
Chesterfield County, Va., April 11, 1971. 5:13 
Chicago, IlJ., Nov. 24, 1970. 3:53 
Daly City, Calif., Nov. 22, 1970. 2:43 
Kirkland, Wash., June 30, 1971. 6:47 
Minneapolis, Minn., Aug. 5, 1970. 1:43; 3:10 
New York, N.Y., Dec. 28, 1970. 3:52 
Rochester, N.Y., April 24, 1971. 5:72 
Rock Island, Ill., March 18, 1971. 4:48 
ARCHITECTS AND BurtpErs, For: 
No. 101, 1970 Revisions in Chapter 5. 3:26 
No. 101, 1970 Revisions in Chapter 8. 4:37 
No. 101, 1970 Revisions in Chapter 9. 5:32 
No. 101, 1970 Revisions in Chapter 10. 6:90 
Security vs. Life Safety from Fire. 2:40 
Sprayed-on Protection. 1:58 
ARLINGTON, Va.: 
Apartment Fire, July 31, 1971. 6:48 
ARLINGTON CounrTy, Va.: 
Dwelling Fire, March 11, 1971. 4:47 


Arson (See also Incendiary [Suspicious] Fires): 
In Industry. 5:44 
Responsibility for Investigation. 5:35, 42 
AsseMBLY OccupanciEs (See Public Assembly Occupancies) 
AtLanta, Ga.: 
Dwelling Fire, Dec. 27, 1970. 3:53 
Garage Fire, Oct. 2, 1970. 2:29 
Gasoline Service Station Fire, Oct. 2, 1970. 2:29 
Hotel Fire, Dec. 27, 1970. 3:53 
ATMOSPHERE: 
Common, Definition. 6:39 
Separate, Definition. 6:39 
Aurora VILLAGE, WASH.: 
Variety Store Fire, April 2, 1971. 5:71 
AUSTRALIA: 
Fire Loss Experience. 5:35 
Fire Protection in. 4:43 
Fire Statistics, 1970. 6:67 
AUSTRIA: 
Fire Statistics, 1970. 6:67 
AUTOMOBILE F Ike: 
Hopkinton, Mass., Dec. 11, 1970. 3:54 


BABYSITTERS: 

Five-Year-Old. 1:85 
Baxine Sopa: 

Is It a Good Extinguishing Agent? 1:86 
Bautimore, Mpo.: 

School Fire, Nov. 1, 1970. 2:46 
Barn Fire: 

Dorchester, Ont., Aug. 9, 1970. 1:43 
Batrery PLANT Fire: 

Shreveport, La., Oct. 12, 1970. 3:33 

Waltham, Mass., March 18, 1970. 3:33 
Beaumont, TEx,: 

Oil Refinery Fire, Sept. 7, 1970. 3:29 

Oil Tank Fire, Sept. 7, 1970. 3:29 
BELGIUM: 

Fire Statistics, 1970. 6:67 
BELLMEAD, TEX.: 

Mobile Home Fire, Feb. 1, 1971. 5:72 
BERKELEY, CALIF.: 

Dormitory Fire, Oct. 26, 1970. 2:43 
Berry, Witu1aM R.: 

Fire Records Committee Member. 5:17 

Bimonthly Fire Record. 1:43; 2:43; 3:51; 4:47; 5:71; 6:47 
BuastInG AGENT: 

Explosion. 1:45 
BLEVE: 

Definition. 3:102 
BioominoTon, IND. 

Fraternity House Fire, March 29, 1971. 4:48 
BLooMINGTON, MINN.: 

Home Fire Alarm Tests. 4:12 
Boat anpD ButLp1nG PLANT FIRE: 

Pascagoula, Miss., Dec. 14, 1970. 3:54 
Bos: 

Problems, Fire Department and. 5:35 

Scares, Discussion. 5:41 
BomBIna: ? 

Role of Public Safety Ofieg. 6:33 
Boston, Mass.: 

Apartment Fire, March 31, 1971. 4:17 
Bow Line ALLEY Fire: 

Jackson, Mich., Aug. 21, 1970. 1:45 
BREATHING APPARATUS: 

Mask Coated by Plastic Smoke. 2:45 
Bremen, Inp.: 

Foamed Plastic Warehouse Fire, Nov. 13, 1970. 3:36 

Warehouse Fire, Nov. 13, 1970. 2:45 
BuecukE., Ky.: 

Home- for-Aged Fire, Jan. 14, 1971. 3:5 


Electrical Equipment-Manufacturing Fire, March 5, 1971. 


BuILpING DEsIGN: 
Errors. 5:62 
BUILDING-UNDER-CONSTRUCTION Fire: 
Albuquerque, N.M., June 3, 1971. 6:47 
Falls Church, Va.,March 5, 1971. 4:49 
Klamath Falls, Oreg., Nov. 3, 1970. 2:46; 3:28 
Quebec City, P.Q., March 3, 1971. 6:47 
San Jose, Calif., Sept. 21, 1970. 2:46 
BuILpINGs: 
Security vs. Life Safety. 2:40 
Buk Puant Fire: 
Hudson, Ohio, Nov. 12, 1970. 2:45 





4:50 











Bureoun, J. ARMAND: 
Director, NFPA, 1971-1974. 5:36 
International Affairs Committee Member. 5:17 
Bus, Loren §.: 
Chairman, Board of Directors, NFPA, 1971-1972. 5:36 


Cc 
Canes: 
Grouped, Fire Problem. 5:62; 6:42 
Grouped, Fire Record. 6:7 
Catcrum HypocuHtorirte: 
Fire Involving. 4:59 
CALIFORNIA: 
Fire Deaths, 1969. 2:13 
CANADA: 
Arson and Criminal Code. 1:39 
Fire Prevention, Enforcement in. 1:39 
Fire Record of Cities, 1970. 4:79 
Fire Statistics, 1970. 6:67 
Major Fires of 1970. 3:28 
National Building Code of. 1:40 
National Fire Code of. 1:40 
CANDLE: 
Restaurant Fire Cause. 6:48 
Carbon DioxipE System: 
Suitable for Machinery Room Space. 5:5: 
CARBON TETRACHLORIDE: 
FDA Action, 1968, 3:19 
CARPETS AND RvuGs: 
Acrylic, Fire Spread by. 3:25 
Display Area Fire. 2:6 
CASUALTIES: 
California, 1969. 2:13 
Material First Ignited. 2:13 
Oregon, 1969. 2:8 
CEILING FIRE: 
Cork. 4:59 
CEILING SPACE: 
Fire Spread in. 3:6 
CHELSEA, Mass.: 
School Fire, Nov. 9, 1970. 2:46 
CuHeEmIcAL INDUSTRY: 
Loss Prevention Symposium. 5:63 
CHEMICAL PLANTS: 
Handling Spills. 3:40 
CHEMICALS, HazARDOUS: 
Handling Spills. 3:40 
CHEMTREC — A SECOND LINE oF DEFENSE. 
Editorial. 6:3 
CHESTERFIELD, VA.: 
Restaurant Fire, Aug. 10, 1970. 1:44 
CHESTERFIELD County, Va.: 
Apartment Fire, April 11, 1971. 5:13 
Curcaco, IL: 
Apartment Fire, Nov. 24, 1970. 3:53 
Department Store Warehouse Fire, July 12, 1970. 3:36 
Conflagration, Oct. 8, 1871. 5:106 
Dwelling Fire, Oct. 2, 1970. 2:44 
Warehouse Fire, July 27, 1970. 1:44 
CHILDREN AND CIGARETTE LIGHTER: 
Fire Cause. 5:72 
CHILDREN AND MATCHES: 
Fire Cause. 1:44 
Fires Caused by. 4:48 
Losses, 1970. 5:22 
CHILDREN, UNATTENDED: 
Fire Started by. 2:43 
Fire Started While Babysitter Out. 5:72 
CHLOROBROMOMETHANE (See Extinguishers, Chlorobromomethane) 
CHRISTMAS TREE: 
Dwelling Fire. 3:52 
Cuurcu Fire: 
Lansing, Mich., Feb. 25, 1971. 4:47 
Mountain View, Calif., April 18, 1971. 5:73 
Cities: 
Protection Grading Schedules. 2:25 
Crry CrusapeE, Tue, 4:51 
CLEAN Rooms: 
Halon 1301 Protection. 2:77 
Cuinton, Iowa: 
Warehouse Fire, April 21, 1970. 3:32 
CuLotuine (See also Fabrics, Textiles) 
What Price Fire Safety? 5:58 
CLOTHING FIRE: 
Extinguishment of. 2:87 
CLus Fire: 
City, Springfield, Ill., May 21, 1970. 1:45 
Coa, Biruminovs: 
Spontaneous Heating. 4:48 
Coa Mine Fire: 
Hyden, Ky., Dec. 30, 1970. 3:10 


to 


Cops (See also NFPA Codes): 

Compliance through Grand Jury Action. 3:9 
CouuLeceE BuiLpinG Fire: 

Classroom, Madison, Wisc., Aug. 24, 1970. 1:45 
COMMUNICATIONS: 

In High-Rise Buildings. 4:6 
COMPARTMENTATION: 

For Life Safety, Flaws in. 1:49 
Computer Room: 

Perspective of Fire Protection. 5:55 
Computers: 

Damaged by Smoke. 1:87 
CONCEALED SPACE: 

Ceiling Space, Fire Spread through. 5:74 
CONFLAGRATIONS: 

Chicago, IIl., Oct. 8, 1871. 5:106 

Peshtigo, Wisc., Oct. 8, 1871. 5:106 
ConsuMER Propuct SaFrety: 

Injury Data. 1:9 

National Commission on. 1:8 
CONTAINERIZATION: 

Intermodal, Design Considerations. 5:53 
CONTAINERS: 

Intermodal. 6:20 
CONVALESCENT HomE (See Nursing Home) 
ConvALEscENT Home Fire (See Institutional Fire) 
Corcoran, JOHN R.: 

International Affairs Committee Member. 5:17 
CorRRIDORS: 

Flame Spread Tests in. 4:25 
Covina, CALIF.: 

Drugstore Fire, Dec. 20, 1970. 3:51 
CovineTon, Ga.: 

Plastics-Manufacturing Fire, April 21, 1971. 6:50 
CRESCENT Cry, ILL.: 





Railroad Rolling Stock Fire, Derailment, June 21, 1970. 3:33 


CurTAINS: 

Means of Fire Spread. 3:53 
CYLINDERS: 

LP-Gas, Ruptured in Fire. 2:45 


D 


Dauuas, OREG.: 

Printing Plant Fire, Nov. 11, 1970. 2:44 
Datias, TEX.: 

Dwelling Fire, Oct. 10, 1970. 2:43 
Daty Crry, Cauir.: 

Apartment Fire, Nov. 22, 1970. 2:43 
Dance Hau Fire: 

St. Laurent du Pont, France, Oct. 31, 1970. 3:91 
DANISH FIRE PROTECTION ASSOCIATION: 

NFPA Seventy-Fifth Anniversary Message. 5:34 
Data-PRocEssING EQuipMENT: 

Fire Department Use. 4:36 
Dayton, Ohio: 


Plastic Products-Manufacturing Plant Fire, March 11, 1971. 


DEARBORN, MICH.: 
Museum Fire, Aug. 9, 1970. 1:45 
DEFINITIONS: 
Atmosphere, Common. 6:39 
Atmosphere, Separate. 6:39 
Atmospheric Separation. 6:39 
BLEVE. 3:102 
Exit Corridor. 6:39 
Exit Systems, Separate. 6:39 
Fire Alarm Signal. 6:8 
Fire-Resistive. 1:48 
Fireproof. 1:48 
Flooding Factor. 6:53 
High-Rise Building. 4:5, 8 
Interior Room. 6:39 
Operation Breakthrough. 2:11 
Perlite Concrete. 3:57 
Room. 6:39 
Sprayed Mineral Fiber. 3:57 
Systems Analysis. 1:13; 5:50 
UFIRS. 5:41 
Vermiculite Concrete. 3:57 
Vermiculite Type MK. 3:57 
DENMARK: 
Fire Statistics, 1970. 6:67 
DEsTREHAN, La.: 
Grain Elevator Fire, Sept. 13, 1970. 3:31 
DETECTION: 
Delayed. 1:34 
DerecTION, INFRARED: 
Spotted Fires in Dust Collector. 2:45 
Detection System, Fixep TEMPERATURE: 
Dwelling Fire Tests. 4:12 


4:49 


DETECTION System, F1ixep-TEMPERATURE, UNSATISFACTORY PERFORMANCE: 


Temporarily Disconnecte:). 4:49 





Detection System, Heat, SATISFACTORY PERFORMANCE. 2:44; 3:13, 31; 


4:49; 5:73, 74 
DetecTION System, Ion1zaTION TYPE: 
Dwelling Fire Tests. 4:12 
DETECTION System, RaTE- OF-RIsE: 
Dwelling Fire Tests. 4:12 
Detection System, SMOKE: 
Clean Room Installation. 2:79 
DETECTION SysTEMs: 
Home, Fire Tests. 4:12 
Detectors, SMOKE: 
Spacing. 6:95 
Dieset ENGINES (See Engines, Diesel) 
Doors, Fire: 
Blocked Open, Smoke Spread up Stairway. 3:52 
Inoperative, Electrical Control Damaged. 6:50 
Satisfactory Performance. 6:49 
Hooked Open. 1:43 
Doors, SMOKESTOP: 
Closed Automatically. 5:74 
Installed in Nursing Home. 2:37 
Open in Fire. 2:46 
Doors, Starrway (Except Fire Doors): 
Not Self-Closing. 5:14 
DorcHEsTER, OnT.: 
Barn Fire, Aug. 9, 1970. 1:43 
Dormitory Fire: 
College, Berkeley, Calif., Oct. 26, 1970. 2:43 
DRAPERIES: 
Flameproofed, Fire Spread by. 5:73 
DrueG ADDICTION: 
A Factor in Set Fires. 5:76 
Dry CLEANING: 
Gasoline. 6:48 
Dry-CLeEANING PLANt FirE: 
Melbourne, Australia, April 1, 1970. 1:46 
Dryer, Starcu Dust: 
Explosion. 3:32 
Duct, ExXHaust: 
Plastic, Fire Spread in. 5:72 
Duct, HEATING: 
Fire Spread through. 3:29; 4:49 
DuNnepin, NEw ZEALAND: 
Restaurant Fire, April 25, 1971. 5:73 
Dust: 
Electrical Equipment, Classification for. 2:33 
Grain, Explosion. 1:44 
DWELLING Fire: 
Anchorage, Alaska, July 22, 1971. 6:49 
Annapolis, Md., Nov. 15, 1970. 2:43 
Arlington County, Va., March 11, 1971. 4:47 
Atlanta, Ga., Dec. 27, 1970. 3:53 
Chicago, IIl., Oct. 2, 1970. 2:44 
Dallas, Tex., Oct. 10, 1970. 2:43 
Glenridge, N.J., March 30, 1971. 4:47 
Inuvik, N.W.T., 1963. 2:87 
Kalamazoo, Mich., Dec. 30, 1970. 3:52 
Kelso, Wash., April 22, 1971. 4:48 
Mishawaka, Ind., April 18, 1971. 5:72 
Pasadena, Md., Oct. 13, 1970. 2:43 
Raymond, Maine, July 27, 1971. 6:47 
Richmond, B.C., Aug. 17, 1970. 2:87 
Riverview, Mich., Jan. 8, 1971. 3:52 
St. Roch de l’Achigan, P.Q., Jan. 4, 1970. 3:10 
Vancouver, B.C., Sept. 18, 1970. 2:87 
Willoughby, Ohio, Dec. 31, 1970. 3:52 
DwWELLINGs: 
Fire Alarm Tests. 4:12 


E 


East FARMINGDALE, N.Y.: 
Electrical Equipment-Manufacturing Fire, Jan. 2, 1970. 3:33 
East Haven, Conn.: 
Aircraft Fire, June 7, 1971. 5:9 
EveEN PrRatriz, MInn.: 
Tank Truck Fire, Feb. 4, 1971. 5:74 
Ep1son, N.J.: 
Convalescent Home Fire, April 12, 1971. 5:74 
EDITORIAL: 
Chemtrec — A Second Line of Defense. 6:3 
Involvement. 2:3 
Morass in Montana. 3:3 
Ode to NFPA. 5:3 
One Goal for the Seventies — Reliable Fire Information. 1:3 
Safety at Any Height. 4:3 
EDUCATIONAL OcCCUPANCIES: 
Fire Losses, 1970. 5:22 
ELECTRICAL APPLIANCE REPAIR PLANT FIRE: 
Redwood City, Calif., March 22, 1971. 4:49 


ELectTrRIcAL EQuIPMENT: 

Dusty Locations. 2:33 

Grounding Requirements in NEC. 6:68 

Hazards in Hospitals. 5:53; 6:23 
ELECTRICAL EQuIPMENT FIRE: 

Cartridge Fuse. 1:46 

Christmas Tree Lights. 3:52 

Cotton Picker. 1:46 

Dust-Ignition-Proof Light, Guard Missing. 2:45 

Electric Blanket. 4:48 

Fluorescent Light Ballast. 1:44 

Light Bulb. 4:47 

Light Bulb, Stock Piled Too Close. 5:71 

Light Fixture. 4:50 

Portable Room Heater. 2:43,44 

Switch Box Explosion. 6:10 

TV Set. 2:43 

Wall-Mounted Room Heater. 3:53 
ELECTRICAL EQUIPMENT-MANUFACTURING FIRE: 

Buechel, Ky., March 5, 1971. 4:50 

East Farmingdale, N.Y., Jan. 2, 1970. 3:33 
ELECTRICAL Fires: 

Causes of. 4:40 

Frequency. 3:103 

Losses, 1970. 5:22 
EvLectrRIcaL INSPECTOR: 

Needed to Enforce NEC Compliance. 1:26, 85 
ELECTRICAL W1RING (See also Wiring): 

Aluminum Conductors. 1:85 

Fire, Extension Cord. 2:44 

Fire Caused by. 5:74 
ELEVATORS: 

Automatic, Operation in Emergencies. 5:53 

People Trapped in during Fire. 1:19, 23; 2:6, 7 
ELKHART, Kans.: 

Metalworking Plant Fire, Jan. 13, 1971. 3:53 
EMERGENCY TRAINING: 

Chemical Plants. 3:48 
EMMAUS, Pa.: 

Warehouse Fire, June 25, 1971. 6:49 
EMPLOYEES: 

Hospital Staff Training. 6:44 
Emporia, Va.: 

Woodworking Plant Fire, April 12, 1971. 6:11 
ENGINES, DIESEL: 

Causes of Runaway. 2:31 

In Flammable Atmospheres. 2:31 


Erte, Pa.: 

Appliance Store Fire, July 23, 1970. 3:35 
ETHYLENE: 

Explosion. 4:50 
EVACUATION: 


Convalescent Home, Successful. 5:74 
Hospital, Successful. 4:59 
Sanitarium, Unsuccessful, Three Killed. 5:73 
EVACUATION DELAYED: 
Alarm Failed. 6:50 
Exit Corripor: 
Definition. 6:39 
Exits: 
High-Rise Buildings. 4:5 
Life Safety vs. Security. 2:40 
Locked, Fatal Fire. 3:92 
EXPLosions: 
Aerosol Container. 5:71 
Blasting Agent. 1:45 
Electric Switch Box. 6:10 
Ethylene. 4:50 
Gasoline. 2:30 
Grain Dust. 1:44; 2:45; 3:31 
Lacquer, Acetone, Ete. 1:45 
LP-Gas. 5:74 
LP-Gas Tank. 1:6 
Marsh Gas. 6:28 
Natural Gas. 2:43, 44; 3:31, 51; 6:48 
Oxygen Tank. 2:22 
Propane Tank. 2:18 
Starch Dust. 3:32 
EXPLOSIVES: 
Bombs and, Scares Discussion. 5:41 
Oxygen-Saturated Fiberboard. 2:19 
Federal Explosives Act and Regulations (Canada). 1:40 
Freight Train Fire, Explosion. 5:49 
EXTINGUISHERS, CARBON TETRACHLORIDE: 
Banned by FDA. 3:19 
Banned by United States Coast Guard. 3:19 
UL Listing Discontinued. 3:19 
EXTINGUISHERS, CHLOROBROMOMETHANE: 
Banned by United States Coast Guard. 3:19 
EXTINGUISHERS, Dry CHEMICAL, UNSATISFACTORY PERFORMANCE: 
Nozzle Plugged. 3:31 





EXTINGUISHING AGENTS: 
Baking Soda, Letters on. 1:86 


F 

Fasrics (See also C iothing): 

Air-Supported Structure Fire. 3:54 

Curtains Spread Fire. 3:53 
Fatis Cuvurcu, Va.: 

Building-under-Construction Fire, March 5, 1971. 4:49 
Fase ALARMS: 

Handling Offenders in Philadelphia. 3:94 

United States, Canadian Cities, 1970. 4:80 
FATALITIES: 

Burns. 2:44 

Careless Smoking. 6:50 

Dust Explosion. 1:44; 2:45 

Ethylene Explosion. 4:50 

Exits Locked. 3:92 

Explosion of Oxygen Tank. 2:17, 22 

Explosion of Switch Box. 6:14 

Fire Fighter, Lost in Smoke. 2:45 

Fire Fighters. 3:51 

Flammable Vapor Explosion. 1:46 

Fuel Vapor Explosion. 3:33 

LP-Gas Cloud Ignited. 2:45 

Natural Gas Explosion. 6:48 

Playing with Gasoline. 6:49 

Polyurethane Interior Finish. 3:92 

Smoke Inhalation. 2:43; 3:52 

Smoking in Wheelchair. 2:44 

Trapped in Apartment. 3:53; 1:43 

Trapped in Burning Building. 4:17, 47 

Trapped in Elevator. 1:19; 2:7 

Trapped in Home for Aged. 3:5 

Trapped in Hotel. 1:33, 37 

Trapped in Mobile Home. 5:72 

Trapped by Open Stairways. 3:24 

Trapped in Playhouse. 3:53 

Trapped by Rapid Fire Spread. 6:48 

Trapped in Truck Fire. 1:6 

United States, Canadian Cities, 1970. 4:81 


Fee, Frank J., Jr.: 
Secretary-Treasurer, NFPA, 1971-1972. 5:36 


FERDINAND, INp.: 
Furniture Plant Fire, June 18, 1970. 3:34 
Fizters, Arr: 
Fire. 6:50 
FINLAND: 
Fire Statistics, 1970. 6:67 
Fire Bricape, INDUSTRIAL: 
Ineffective, Poor Equipment. 2:44 
Fire Causes: 
United States, 1970. 5:22 
Fire DEPARTMENT EQUIPMENT: 
Ambulance Specifications. 1:53 
FirE DEPARTMENT OPERATIONS: 
Airport Fire Diagram. 5:26 
Bomb Incidents. 6:34 
Data-Processing Use. 4:38 
Fire Fighters, Resuscitation, and the Law. 5:61 
Fire, Rescue, Disaster Plan, California. 5:61 
High-Rise Building Problems. 4:6 
Incident Report Form. 4:38 
Kept Oxygen Tank Cool with Water. 2:22 
Locked Loading Doors. 5:71 
Fire DEPARTMENT OPERATIONS HAMPERED: 
Ammonia Escaped. 1:46 
Arcing Wires. 6:14 
Building Standpipe Not Completed. 6:47 
Building over Water. 6:47 
Did Not Pump into Sprinkler System. 3:37 
Elevators Failed. 1:23 
Inadequate Water Supply. 2:43 
Lack of Hydrant. 6:47 
Smoke in High-Rise Building. 1:23; 2:6 
Street Main Valve Closed. 4:49 
Suction Plugged by Debris. 3:33 
Traffic Congestion on Turnpike. 1:6 
Yard Main Broke. 2:44 
Fire DEPARTMENT TRAINING: 
Course for Officers, National. 2:53 
Training Van. 3:90 
Fire DEPARTMENTS: 
Bombing Investigation, Responsibility. 5:41 
Communications, Indianapolis. 1:53 
Consolidation of Communications, Four Cities. 2:53 
Garden Grove Fire Protection Plan. 4:33 
Military or Fire Service. 5:61 
Professionalism in. 5:61 
Resource Allocation. 5:51 
Systems Analysis, an Aid to. 1:13 
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Trends in Management. 5:61 
A Way to Reduce Costs. 4:86 
Frre Detection INSTITUTE: 
Purpose. 6:60 
Frre Doors, (See Doors, Fire) 
Frre Dri.ts: 
Home, School Training Pays Off. 4:48 
Fire FicHrTers: 
Professional Certification Examination. 5:62 
Fire FRONTIER, ON THE: 
Progress of the Fire Detection Institute. 6:60 
The Science of Fire Protection. 4:43 
What Applied Research is Needed. 2:11 
FIRE JOURNAL: 
Statement of Ownership. 1:27 
Fire Losses, INDIRECT: 
Plywood Plant Fire. 6:15 
Fire MarsHats AssociaTION OF NorTH AMERICA: 
Annual Meeting, 1971. 5:40 
Fire MarsHats on Duty: 
Fire Prevention Enforcement in Canada. 1:39 
dandling False Alarm Offenders in Philadelphia. 3:94 
esponsibility for Arson Investigation. 5:35 
a. le in Bombing Matters. 6:33 
“IRE PREVENTION: 
Marion County, Oregon, Trailer. 5:60 
North Bend, Oregon. 5:60 
Predictions. 1:38 
Reaching the Consumer. 5:59 
Santa Ana, California. 5:60 


Seattle’s Program. 5:59 
Teaching Manuals in Santa Ana, California. 5:60 


Fire PREVENTION EDUCATION: 
“Fire Affects Everyone,” Slogan. 3:103 
Fire Protection: 
Accelerated Depreciation Allowance. 4:56 
Fire Research and. 5:58 
Industrial, Isolated Facilities. 5:58 
Municipal, a Way to Reduce Costs. 4:86 
The Science of. 4:43 


Fire Prorection ASsSOciATION: 
NFPA Seventy-fifth Anniversary Message. 5:35 


Fire Pump: 
Failure, Electric Power Lost. 6:14 


Frre Recorp oF CITIEs: 
1970. 4:79 

Fire-REPORTING: 
Systems Analysis and. 1:15 

Fire RESEARCH: 
Federal Responsibility. 4:44 
Fire Department Needs. 4:44 

Fire RESEARCH AND SAFETY OFFICE: 
Fire Research Program. 5:63 

Fire Service, For THE: 
Ambulance Specifications. 1:53 
Batronic Ventilaide, FDA Warning. 3:90 
Code Enforcement by Grand Jury. 3:90 
Communications, Indianapolis. 1:53 
Consolidation of Communications, Four Cities. 2:53 
Fire Officer Training Course. 2:53 
Firemen’s Training Van. 3:90 
Minnesota Advisory Council. 2:53 

Fire Statistics (See Statistics) 


Fire Technology: 
Official SFPE Journal. 5:55 


Fire Tests: 
Carbon Dioxide in Engine Room. 5:52 
Deluge Systems. 1:24 
Fire-Retardant Plastic Foam. 1:28 
Flame Spread in Corridors. 4:25 
Fuselage of 737. 5:37 
Grouped Cables. 6:42 
Gypsumboard Roof Membrane. 1:54 
Haion 1301 in Engine Room. 5:52 
Halon 1301 on Class A Fires. 5:44 
Home Fire Alarm. 4:12 
Lightning and Titanium Fuel Tanks. 5:41 
Poke-through Assemblies. 3:56 
Rack Storage. 5:45 
Tanker Rhode Island. 5:52 
Tar Mops. 2:74 

Fire-Resistive: 
Defined. 1:48 

Fireproof: 
Defined. 1:48 

Fires AND Fire Losses CLASSIFIED: 
1970. 5:21 

FIREWORKS: 
Fire Caused by. 5:72 
Smoke Bomb Caused Fire. 2:44 

FLAME SPREAD: 
Corridor Fire Tests. 4:25 





FLAMMABLE, COMBUSTIBLE Liquip Fires: 
Acetone. 1:45 
Crude Oil. 3:29 
Diese! Oil-Gasoline Mixture. 4:48 
Dry-Cleaning Solvent. 1:46 
Gasoline. 1:43 
Gasoline, during Tank Filling. 2:29 
Gasoline for Cleaning. 4:47 
Hydraulic Oil. 4:50 
Lacquer. 1:45 
Petroleum Ether. 1:46 
Solvent, Flash Point Not Reported. 4:50 
FLAMMABLE LiquIDs: 
Handling Spills in Chemical Industry. 3:40 
International Classifications. 5:63; 6:30 
Flooding Factor: 
Definition. 6:53 
FLoor ASsEMBLY: 
Reinforced Concrete, Damaged. 2:7 
FiLoor Coverinos (See also Carpets and Rugs): 
Floor Tiles Consumed. 4:88 
Foam, Aqueous Fitm-ForminaG: 
Facts and Fallacies. 5:54 
Foam, HaLoGENATED HyDROCARBON: 
Development of. 5:54 
Foam, Hicu-Expansion: 
Effective in Basement Fire. 1:46 
Gasoline Fire in Basement. 2:30" 
Ineffective, Basement Partitions. 4:47 
Foam, HicH-EXpansion, SYSTEM: 
Unsuccessful Operation of. 6:50 
Foam, IsocyANURATE: 
Development of. 5:38 
Foam, Prorern: 
Carrier Deck System. 5:38 
Gasoline Fire in Basement. 2:30 
Satisfactory Performance. 1:43 
Foam Pittow: 
Ignited by Heater. 2:43 
Foam RuBBER: 
Furniture Padding Fire. 1:45 
Foop-PrRocessinG PLANT FIRE: 
Meat-Packing, Forest Park, Ill., Aug. 9, 1970. 1:46 
Foop Propucts PLant Fire: 
Flour, Saginaw, Tex., Oct. 12, 1970. 2:44 
Forest: 
Fire Losses, 1970. 5:23 
Forest Park, IL1,: 
Meat-Packing Plant Fire, Aug. 9, 1970. 1:46 
Fowter, Everett W.: 
Honorary Life Member, NFPA. 5:35 
FRANCE: 
Fire Loss Experience. 5:36 
Fire Statistics, 1970. 6:67 
Fraternity House Fire: 
Bloomington, Ind., March 29, 1971. 4:48 
Stillwater, Okla., Nov. 3, 1970, 2:44 
Fresno, CAuir.: 
Department Store Fire, Oct. 26, 1970. 3:29 
Friction, Heat: 
Fire Cause. 1:44 
FULLERTON, CALIF.: 
Paper Products Plant Fire, April 30, 1971. 5:71 
FURNITURE, UPHOLSTERED: 
Fires Involving. 4:88 
FURNITURE PLANT FIRE: 
Ferdinand, Ind., June 18, 1970. 3:34 


G 


GALESVILLE, Mp.: 

Marina Fire, April 30, 1971. 6:49 
GARAGE, PARKING, Fire: 

Atlanta, Ga., Oct. 2, 1970. 2:29 
GaraGe, Repair, Fire: 

Oil City, Pa., Oct. 23, 1970. 2:45 
GarpEN Grove, CaLir.: 

Fire Protection Plan. 4:33 
Gas, NATURAL: 

Explosion. 3:51 
Gas Frres AND EXPLosions: 

LP-Gas. 2:45 

Natural Gas. 2:43, 44; 3:31 
GASOLINE: 

Boys Playing with Can in Shed. 6:49 

Camper Fire. 6:50 

Dry-Cleaning Fire. 6:48 

Fire during Siphoning. 3:54 

Used to Clean Floor. 2:44 

Vapors Ignited during Tank-Filling. 2:29 


GASOLINE SERVICE STATION Fire (See Store Fire) 
Guenpora, CALIrF.: 

Supermarket Fire, Feb. 3, 1971. 5:71 
GLEenRIDGE, N.J.: 

Dwelling Fire, March 30, 1971. 4:47 
GNADENHUTTEN, OHIO: 

Aluminum-Rolling Mill Fire, March 7, 1971. 4:50 
GoopFreELLow, FREDERICK J.: 

Fire Records Committee Member. 5:17 
GralIN: 

Dust Explosion. 2:45; 3:31 
Grant, Rosert W.: 

Assistant General Manager, NFPA. 5:18 

Executive Secretary, FMANA, 1971-1972. 5:42 
Grass, BrusH, RuBBISsH: 

Fire Losses, 1970. 5:23 
GreEEnsBORO, N.C.: 

Store Fire, Oct. 11, 1970. 1:46 

Warehouse Fire, Oct. 15, 1970. 3:36 
Grounp Fautt Circuit INTERRUPTERS: 

Role of. 5:30, 53 
GROUNDING: 

Purpose. 6:68 
Grounps: 

Importance in Hospitals. 6:23 
Grovupep WIRES AND CaBLEs (See Cables) 
GYPSUMBOARD: 

As a Roof Membrane. 1:54 


H 


Haton 1301: 

Deep-Seated Class A Fires. 5:44 
Haton 1301 Extineuisuine System: 

Clean Room Protection. 2:77 

Design Criteria. 6:51 

Suitable for Machinery Room Space. 5:52 
Hammonp, INp.: 

Petroleum Products Warehouse Fires, Feb. 5, 1970. 3:31 
Hamtramck, MIcu.: 

Warehouse Fire, May 23, 1970. 3:32 
HANGAR Fire: 

Anoka, Minn., March 16, 1971. 4:48 
Hart, CHARLES: 

Historic Electrical Code to NFPA. 5:40 
Hayes, Terry C.: 

President, FMANA, 1971-1972. 5:42 
Haywarp, Cautr.: 

Hospital Fire, May 3, 1971. 6:49 
Heaters, UNVENTED: 

Banned, Kentucky. 5:24 
HEATING-AND-COOKING EQUIPMENT FIRE: 

Floor Furnace, Heat Vent Covered. 5:73 

Furnace. 4:48 

Gas Range, Food on, Ignited. 5:14 

Gas-Fired Coffee Urn. 1:44 

Gas-Fired Roof-Mounted Furnace. 3:34 

Leaking Ceiling-Mounted Oil Heater. 3:33 

Losses, 1970. 5:22 
Hiex Pornt, N.C.: 

Furniture Store Fire, Nov. 1, 1970. 3:51 
Hiecu-Rise Buitpine: 

Defined. 4:5, 8 

Dilemma of. 4:5 

Evacuation Alarm. 5:62; 6:8 

Fires. 6:47 

International Conference, 1971. 4:8 

Life Safety Systems for. 4:8 

Life Safety Systems in. 5:62 

NFPA Ad Hoc Committee. 5:19 

Office Fire, Smoke Problem. 2:7 

Restaurant Fire. 6:48 

Smoke Control in. 5:59 
Houyoxe, Mass.: 

Restaurant Fire, June 11, 1971. 6:48 
Home-Fror-AGep Fire: 

Buechel, Ky., Jan. 14, 1971. 3:5 

Pointe aux Trembles, P.Q., Nov. 5, 1970. 3:13 
Hops, B.C.: 

Nickel Mine Fire, Aug. 2, 1970. 3:30 
HopxkInTon, Mass.: 

Automobile Fire, Dec. 11, 1970. 3:54 

LP-Gas Tank Truck Fire, Sept. 15, 1970. 1:5 
Horses, Race: 

Fire Protection for. 6:35 
Hoss, Fire DEPARTMENT: 

Reaction. 5:58 
Hoss, SMALL Private: 

Successful Use. 3:54 
Hospirau Fire: 

Anchorage, Alaska, March 22, 1971. 4:58 

Hayward, Calif., May 3, 1971. 6:49 





Hospira.s: 
Designing Life Safety. 1:48 
Electrical Hazards in. 5:53; 6:23 
Fire Prevention. 5:62 
Fire Protection, Substandard. 5:62 
Safety — Survey Report. 4:39 
Staff Fire Training. 6:44 
Hore (Resort) Fire: 
Atlanta, Ga., Dec. 27, 1970. 3:53 
Lakeville, Conn. May 20, 1971. 5:72 
Las Vegas, Nev., April 11, 1970. 3:33,35 
Los Angeles, Calif., Sept. 13, 1970. 1:33; 3:9 
Seattle, Wash., March 20, 1970. 1:37; 3:9 
Tucson, Ariz., Dec. 20, 1970. 3:9, 21 
Hovsine, Low-Cost: 
Fire Safety in. 5:58 
Level of Fire Safety for. 2:11 
Hovston, Tex.: 
Hardware Warehouse Fire, Jan. 10, 1970. 3:37 
Hvupson, Onto: 
LP-Gas Bulk Plant Fire, Nov. 12, 1970. 2:45 
HuntTineton, W.VA.: 
School Fire, Feb. 3, 1971. 4:49 
Hypen, Ky.: 
Coal Mine Fire, Dec. 30, 1970. 3:10 


IGNITION: 
Material First Ignited. 2:8 


INCENDIARY (Suspicious) “tres (See also Arson): 1:33, 37; 2:46; 3:25, 51; 


4:89; 6:49 

Losses, 1970. 5:22 
INCINERATOR BUILDING FIRE: 

Morain, Ohio, March 2, 1971. 4:49 
INDUSTRIAL FirE PRoBLEMS EXCHANGE: 

Using Diesel Engines in Flammable Atmospheres. 2:31 
INDUSTRIAL FIRE PROTECTION: 

Arson in Industry. 5:44 

Isolated Facilities. 5:58 

Training Course. 5:43 
INDUSTRIAL FirE Protection Section, NFPA: 

Annual Meeting, 1971. 5:42 
INGLEWOOD, CALIF.: 

Sanitarium Fire, March 10, 1971. 5:73 
Insuny Data: 

Consumer Products. 11:9 
INSPECTION: 

Insurance Rating Bureau. 2:28 
INSTITUTIONAL FIRE: 

Convalescent Home, Edison, N.J., April 12, 1971. 5:74 

Sanitarium, Inglewood, Calif., March 10, 1971. 5:73 
INSTITUTIONAL OCCUPANCIES: 

Fire Losses, 1970. 5:22 

Life Safety Code, 1970 Edition. 6:90 

Life Safety System for. 1:49 
INSULATION: 

Steel, Sprayed-on. 5:59 
INSULATION, ASBESTOS FIBER: 

Sprayed-on, Comment on. 4:95 

Sprayed-on, Removed, Steel Damaged. 1:87 

Sprayed-on, Unsatisfactory. 2:7 
InsULATION, GLASS-FIBER: 

Did Not Spread Fire. 2:13 
INSULATION, POLYSTYRENE: 

Spread Fire. 1:22 
INSULATION, POLYURETHANE: 

Ignition by Cutting Torch. 2:45; 3:53 
INSURABILITY: 

Insured’s Viewpoint. 5:43 

Underwriter’s Viewpoint. 5:43 
INSURANCE RATING BUREAU 

What It is, Does. 2:25 
INTERIOR FINISH: 

Corridor Flame Spread Tests. 4:25 
INTERIOR Frnisu, CARPET: 

Fire Spread by. 3:25 
INTERIOR Finisu, FIBERBOARD: 

Fire Spread by. 6:47 
INTERIOR FIn1isH, PLastic: 

Unknown Type, Consumed by Fire. 4:88 
INTERIOR FinisH, PLywoop: 

Fire Spread by. 4:17 

Spread Fire. 1:43 
INTERIOR FinisH, POLYURETHANE: 

Fire Spread by. 3:91 
INTERNATIONAL F1rE StaTIsTIcs: 

Losses, 1970. 6:67 
Inuvik, N.W.T.: 

Dwelling Fire, 1963. 2:87 
INVOLVEMENT (EDITORIAL). 2:3 
ITaLy: 

Fire Statistics, 1970. 6:67 





Jackson, MIcu.: 

Bowling Alley Fire, Aug. 21, 1970. 1:45 
Jackson, Miss.: 

Warehouse Fire, April 7, 1971. 5:73 
Jamaica, N.Y.: 

Aircraft Fire, Sept. 8, 1970. 1:43 

Airport Terminal Building Fire, Aug. 26, 1970. 1:45 
JAPAN: 

Fire Statistics, 1970. 6:67 
JoHNstTown, N.Y.: 

Textile-Finishing Plant Fire, Nov. 12, 1970. 3:35 


K 


KaLaMAzoo, MIcu.: 

Dwelling Fire, Dec. 30, 1970. 3:52 
Ketso, WASH.: 

Dwelling Fire, April 22, 1971. 4:48 
KENNEDY Space CENTER, FLa.: 

Motor Vehicle-Oxygen Fire, March 25, 1970. 1:76 
KENNETT, Mo.: 

Cotton Warehouse Fire, Jan. 14, 1970. 3:36 
KETCHIKAN, ALASKA: 

Pier-and-Wharf Fire, Aug. 23, 1970. 1:44 
KIRKLAND, WASH.: 

Apartment Fire, June 20, 1971. 6:47 
KLAMATH Fats, OREG.: 

Building-under-Construction Fire, Nov. 3, 1970. 2:46; 3:28 


L 


LACQUER: 
Fire. 1:45 
LAKEVILLE, CONN.: 
Hotel (Resort) Fire, May 20, 1971. 5:72 
LANDFILL: 
Marsh Gas Explosion. 6:28 
LaNnsING, MICcH.: 
Church Fire, Feb. 25, 1971. 4:47 
LarGeE-Loss Fires: 
Record, 1970. 3:28 
LarGeE-Loss-or-LirE Fires (10 or more deaths): 
Anchorage, Alaska (Aircraft) (47). 3:13 
Chicago, Ill. (Conflagration) (260). 5:111 
East Haven, Conn. (Aircraft) (28). 5:9 
Hyden, Ky. (Coal Mine) (38). 3:10 
Los Angeles, Calif. (Hotel) (19). 1:33; 3:9 
Marietta, Ohio (Nursing Home) (31). 3:10 
Minneapolis, Minn. (Apartment) (12). 3:10 
Peshtigo, Wisc. (Conflagration) (1,150). 5:114 
Pointe aux Trembles, P.Q. (Home-for Aged) (19). 3:13 
Seattle, Wash. (Hotel) (20). 1:37; 3:9 
St. Laurent du Pont, France (Dance Hall) (140). 3:91 
St. Roch de l’Achigan, P.Q. (Dwelling) (12). 3:10 
Tucson, Ariz. (Hotel) (28). 3:9, 22 
Las Veaas, NEV.: 
Hotel Fire, April 11, 1970. 3:33, 35 
Shopping Center Fire, July 7, 1971. 6:48 
LAUNCESTON, TASMANIA: 
Tank Truck Fire, April 23, 1969. 2:22 
Le Ving, Ricuarp Y.: 
Director, NFPA, 1971-1974. 5:36 
Research Committee Member. 5:17 
LETTERS TO THE ASSOCIATION. 1:85; 2:87; 3:102; 4:94; 5:141; 6:95 
Lire Sarety System, THE: 
A New Type of Sprinkler System. 1:48 
Comments on. 4:94 
Lire Sarety Systems: 
High-Rise Buildings. 4:8 
LIGHTING, EMERGENCY: 
Lack of, Factor in Fatal Fire. 4:23 
LIGHTNING: 
Losses, 1970. 5:22 
Struck Cone Roof Tank. 3:29 
Titanium Fuel V'ank Tests. 5:51 
TV Antenna Protection. 3:103 
LInDEN, N.J.: 
Oil Refinery Fire, Dec. 5, 1970. 3:29 
LIQUEFIED NATURAL Gas: 
Hazards of. 5:57 
LonGvieEw, TEX.: 
Plastic-Manufacturing Fire, Feb. 26, 1971. 4:50 
LooxkineG at Fire Hazarps: 
Alkali Metal Incident. 2:75 
Spontaneous Heating of Tar Mops. 2:74 
LooKING FoRWARD (PREDICTION FOR THE SEVENTIES): 1:28 
Lorine AFB, MAINE: 
Aircraft Fire, July 20, 1970. 3:33 





Los ANGELEs, Ca.ir.: 
Hotel Fire, Sept. 13, 1970. 1:33; 3:9 
Outdoor Storage Fire, March 5, 1971. 6:48 
Restaurant Fire, March 28, 1971. 6:48 
Textile ProductseManufacturing Fire, Sept. 11, 1970. 2:45 
LP-Gas: 
Cloud Ignited by Car. 2:45 
Piping Leak. 6:47 
Refrigerator in Camper. 6:50 
Superheat at Tank Rupture. 3:102 
Tank Truck Accident, Fire. 1:5 


M 


Mapison, Wisc.: 

College Building Fire, Aug. 24, 1970. 
Maco, P.Q.: 

Textile Products-Manufacturing Fire, Feb. 28, 1970. 
MaJor Fires or 1970, THe. 3:28 
MANUFACTURING OccUPANCIES: 

Fire Losses, 1970. 5:23 
Marietta, On10: 

Aircraft Fire, Oct. 17, 1970. 3:33 

Nursing Home Fire, Jan. 9, 1970. 
Marina Fire: 

Galesville, Md., April 30, 1971. 6:49 
Maritime Safety Act: 

Effect on Accident Frequency. 5:6 
Marsu Gas (See Methane) 

Mattocks, ELMER O.: 

Vice-President, NFPA, 1971-1972. 5:36 
Matrypba.e, N.Y.: 

Discount Store Fire, April 13, 1970. 3:29 
McApams, W. A.: 

Director, NFPA, 1971-1974. 5:36 
Mepicaip (See United States Department of Health, Education and Welfare) 
MEDICARE (See United States Department of Health, Education and Welfare) 
MELBOURNE, AUSTRALIA: 

Dry-Cleaning Plant Fire, April 1, 1970. 1:46 
Men against Fire: 

NFPA History. 4:51 
MERCANTILE OccuPANCIES: 

Fire Losses, 1970. 5:23 
METALWORKING PLANT FIRE: 

Aluminum Rolling, Gnadenhutten, Ohio, March 7, 1971. 4:50 

Farm Tools, Schulenburg, Tex., Nov. 5, 1970. 2:44 

Heat Transfer Equipment, South Portland, Maine, Dec. 17, 1970. 3:54 

Machinery Repair, Elkhart, Kans., Jan. 13, 1971. 3:53 

Rockford, Ill., May 4, 1971. 5:72 
METHANE: 

Landfill Explosion. 6:28 
Mitrorp, Conn.: 

Furniture Warehouse Fire, March 11, 1970. 
MILTON-FREEWATER, OREG.: 

Nursing Home Fire, Aug. 25, 1971. 6:50 
Mine Fire (See specific material mined) 
MINNEAPOLIS, MINN.: 

Apartment Fire, Aug. 5, 1970. 1:43; 3:10 

Department Store Fire, June 27, 1970. 3:35 
MINNESOTA: 

Fire Service Advisory Council. 2:53 
Mirror: 

Fires Caused by. 2:87 
MisHawaka, INp.: 

Dwelling Fire, April 18, 1971. 5:72 
MosiLte Home Fire: 

Bellmead, Tex., Feb. 1, 1971. 5:72 
Mopvutar ConstTRUCTION: 

Factor in Fire Spread. 5:72 
Mopvutar Homes: 

Fire Safety of. 2:48 
Mourne, IL.: 

Flammable Liquid Tank Truck Fire, Aug. 6, 1970. 1:43 
Moraln, Onto: 

Incinerator Building Fire, March 2, 1971. 4:49 
Morass 1n MONTANA: 

Editorial. 3:3 
Moror VEHICLE (See also Tank Truck): 

Fire Losses, 1970. 5:23 

Material First Ignited. 2:8 
Moror VEHICLE Fire: 

Kennedy Space Center, Fla., March 25, 1970. 1:77 
Mowuntalin View, Catir.: 

Church Fire, April 18, 1971. 5:73 
MvttipLe-DeatH Fires: 

Losses, 1970. 3:9 
Museum Fire: 

Dearborn, Mich., Aug. 9, 1970. 


1:45 


3:35 


3:10 


3:31 


1:45 
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NaK: 
Radiator Valve Escape. 2:76 
NAPHTHA: 
Pumped Overboard, Fire. 3:53 
NASHVILLE, TENN.: 
Office Building Fire, July 6, 1971. 6:50 
Store Fire, June 9, 1971. 6:28 
National Building Code of Canada: 
Adoption. 1:40 
NATIONAL BUREAU OF STANDARDS: 
Fire Research and Safety Office. 5:63 
NATIONAL COMMISSION ON Propuct SAFETY: 
Injury Data Collection. 1:8 
Report to the President, Congress. 1:8 
NATIONAL ELECTRICAL MANUFACTURERS ASSOCIATION: 
Fire Alarm Training Manual. 5:62 
National Fire Code of Canada: 
Adoption. 1:40 
NATIONAL INSTITUTE FOR OccUPATIONAL SAFETY, HEALTH: 
Purpose. 5:8 
NATURAL Gas: 
Leak, Explosion. 6:48 
NEC anp You, THE: 
Causes of Electrical Fires. 4:40 
Changes in Grounding Requirements. 6:68 
Electrical Inspector’s Role. 1:26 
Ground Fault Circuit Interrupters, Role. 5:30 
Hazardous Dusts — a Clarification. 2:33 
No. 70, Changes in 1971. 5:30 
Troubles with Aluminum Connections. 3:96 
NETHERLANDS: 
Fire Statistics, 1970. 6:67 
New Beprorb, Mass.: 
Grocery Warehouse Fire, July 27, 1970. 
New York, N.Y.: 
Airport Terminal Fire (Kennedy), Aug 26, 1970. 4:88; 5:37 
Apartment Fire, Dec. 28, 1970. 3:52 
Office Building Fire, Aug. 5, 1970. 1:18; 3:31 
Office Building Fire, Dec. 4, 1970. 2:5 
New ZEALAND: 
Fire Statistics, 1970. 6:67 
NFPA: 
Dues, New Schedule, 1971. 5:36 
Field Service, Origin. 4:52 
Role: Present, Past, and Future. 5:75 
Washington Representative Appointed. 5:85 
Whom It Serves. 5:83 
NFPA ADMINISTRATIVE COMMITTEES: 
Ad Hoc on High-Rise Buildings. 5:19 
Fire Records, December 1970 Report. 2:81 
International Affairs, December 1970 Report. 2:81 
Long-Range Planning, December 1970 Report. 2:81 
Long-Range Planning, June 1971 Report. 5:18 
Membership Development, December 1970 Report. 2:81 
Research Committee, December 1970 Report. 2:81 
Technical Advisory, December 1970 Report. 2:81 
Technical Advisory, June 1971 Report. 5:18 
NFPA ANNUAL MEETING, SEVENTY-FIFTH: 
Aviation Seminar. 5:36 
Current and Future Fire Research Activities. 
Electrical Section. 5:38 
Final General Session. 5:62 
Fire Equipment and Agents Seminar. 5:54 
Fire Marshals Association. 5:40 
Fire Protection Problems Session. 5:53 
Fire Service Session. 5:61 
Industrial Fire Protection Section. 5:42 
Opening General Session. 5:34 
Railroad Section. 5:45 
Reaching the Consumer Session. 5:59 
Seminar 1, SFPE. 5:56 
Seminar 2, SFPE. 5:58 
Seminar 3, SFPE, 5:58 
Society of Fire Protection Engineers. 5:55 
Systems Approach, Symposium. 5:50 
Technical Sessions. 5:87 
NFPA ANNUAL MEETINGS: 
Exhibits at, Authorized. 5:20 
NFPA Articles of Association: 
Amendments, 1971. 5:36 
NFPA Articles of Organization: 
Adopted, 1971. 5:36 
NFPA Boarp or Directors: 
Report, 1970. 5:35, 78 
NFPA Boarp or Directors MEETINGS: 
Boston, Mass., June 29, 1971. 5:17 
Dallas, Tex., Dec. 8, 1970. 2:80 
San Francisco, Calif., May 16, 1971. 5:16 
NFPA Bylaws: 
Adopted, 1971. 5:36 


3:36 


5:51 





NFPA Cones, STANDARDS, ETC.: 


No. 
No. 
No. 
No. 
No. 
No. 
No. 
No. 
No. 
No. 
Vo. 70, 1971 Revisions. 5:30, 102 
No. 
. 79, 1971 Revisions. 5:93 

. 82, 1971 Revisions. 5:92 

. 85B, 1971 Revisions. 5:90 

. 85D, 1971 Revisions. 5:90 

. 85E, Official Adoption, 1971. 5:90 

. 86A, 1971 Revisions. 5:105 

. 86B, Official Adoption, 1971. 5:105 

. 87, 1971 Revisions. 5:105 

. 89M, 1971 Revisions. 5:92 

. 9OA, i971 Revisions. 5:87 

. 90B, 1971 Revisions. 5:87 

. 91, 1971 Revisions. 5:89 

. 96, 1971 Revisions. 5:92 

. 101, Adoption by states. 6:56 

. 101, Board Action, 1970 Revisions. 2:82 

. 101, Exit Locks, Obstructions. 2:40 

. 101, Chapter 8, 1970 Revisions. 4:37 

. 101, Chapter 9, 1970 Revisions. 5:32 

. 101, HEW Adoption of 1967 Edition. 5:41 

. 101, Institutional Occupancies, 1970 Edition. 6:90 

. 196, 1971 Revisions. 5:95 

. 198, 1971 Revisions. 5:95 

. 211, 1971 Revisions. 5:92 

. 214, 1971 Revisions. 5:114 

. 231C, Development and Use. 6:61 

. 231C, Official Adoption Authorized by Board. 5:16 

. 231C, Official Adoption, 1971. 5:105 

. 306, 1971 Revisions. 5:99 

. 385, 1971 Revisions. 5:96 

. 395, 1971 Request for Reconfirmation Withdrawn. 5:96 
. 403, 1971 Revisions. 5:88 

. 407, 1971 Revisions. 5:88 

. 409, 1971 Revisions. 5:88 

. 410B, 1971 Revisions. 5:89 

. 410C, 1971 Revisions. 5:89 

. 410D, 1971 Revisions. 5:89 

. 421-T, Tentative Adoption, 1971. 5:89 

. 495, 1971 Report of Revisions Withdrawn 5:91 

. 496, Official Adoption ,Part B, 1971. 5:90 

. 501A, Official Adoption, 1971. 5:101 

. 501B, 1971 Revisions. 5:99 

. 501D, Official Adoption, 1971. 5:101 

. 505, 1971 Revisions. 5:98 

. 513, 1971 Revisions. 5:101 

. 566, 1971 Revisions. 5:97 

. 653, 1971 Reconfirmation. 5:93 

. 655, 1971 Revisions. 5:93 

. 656, 1971 Reconfirmation. 5:93 

. 664, 1971 Reconfirmation. 5:93 

. 702, Responsibility Transferred. 5:18 

- 703, Responsibility Transferred. 5:18 

. 901, 1971 Revisions. 5:95 


. 4B, 1971 Revisions. 5:95 

. 101, 1970 Revisions in Chapter 5. 3:26 

. 12A, 1971 Revisions. 5:96 

. 12B-T, Tentative Adoption, 1971. 5:96 

. 13, Combined Sprinkler, Standpipe Systems. 5:68 
. 13, 1971 Revisions. 5:87 

. 13A, 1971 Revisions. 5:88 

. 14, Combined Sprinkler, Standpipe Systems. 5:68 
. 14, 1971 Revisions. 5:114 

. 19, 1971 Revisions. 5:93 

. 19B, Official Adoption, 1971. 5:94 

. 19B, Official Adoption Authorized by Board. 5:16 
. 20, 1971 Revisions. 5:95 

. 22, 1971 Revisions. 5:114 

. 34, 1971 Revisions. 5:93 

. 35, 1971 Revisions. 5:95 

. 43A-T, Tentative Adoption, 1971. 5:91 

. 46B, Official Adoption, 1971. 5:96 

. 49, 1971 Revisions. 5:91 

. 50, Changed from No. 566, 1971. 5:97 

. 50B, 1971 Revisions. 5:97 

. 51A, Official Adoption, 1971. 5:98 

. 51B, 1971 Revisions. 5:92 

No. 


56A, 1971 Revisions. 5:96 

56E-T, Tentative Adoption, 1971. 5:97 

59A, 1971 Revisions. 5:98 

60, Tentative Revision, 1971. 5:92 

61A, 1971 Reconfirmation. 5:93 

61C, 1971 Reconfirmation. 5:93 

63, 1971 Reconfirmation. 5:93 

70, Application in Dusty Locations. 2:33 

70, Board Action on Para. 90-2. 2:82 

70, Compliance and Electrical Inspector. 1:26 
70, Grounding Requirements, 1971 Edition. 6:68 
70, Grouped Cable Installation. 6:42 


76A, 1971 Revisions. 5:97 
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NFPA Fievp Service ProJects: 
Origin. 4:52 
NFPA GENERAL MANAGER: 
Report, 1970. 5:35, 81 
NFPA Honorary Life Membership: 
Fowler, Everett W. 5:35 
NFPA InpvustrRiAL Fire Protection (See Industrial Fire Protection Section) 
NFPA Liprary Accessions. 1:80; 2:83; 3:49; 4:85; 5:135; 6:87 


NFPA NomrnatinG CoMMITTEE: 
Report, 1971. 5:36 
NFPA PRESIDENT: 
Report, 1971. 5:35, 75 
NFPA Rariroap Section (See Railroad Section) 
NFPA TrcHNICAL CoMMITTEES: 
Ablative Liquids, Established. 2:81 
Air Conditioning, 1971 Report. 5:87 
Automatic Sprinklers, Reorganized. 5:18 
Automatic Sprinklers, 1971 Report. 5:87 
Aviation, J. A. O’Donneli, Service Recognized. 5:37 
Aviation, 1971 Report. 5:88 
Blower Systems, 1971 Report. 5:89 
Boiler-Furnace Explosions, 1971 Report. 5:90 ° 
Chemicals and Explosives, 1971 Report. 5:90 
Chimneys and Heating Equipment, 1971 Report. 5:92 
Cutting and Welding Practices, 1971 Report. 5:92 
Dust Explosion Hazards, 1971 Report. 5:92 
Electrical Metalworking Machine Tools, 1971 Report. 5:93 
Electro-Medical Equipment in Hospitals, Established. 2:81 
Extinguishment of Chemical Fires, Discharged. 2:81 
Fabrics and Related Materials for Clothing and Home Furnishings, 
Authorized. 5:19 
Finishing Processes, 1971 Report. 5:93 
Fire Department Equipment, 1971 Report. 5:93 
Fire Department Organization, 1971 Report. 5:95 
Fire Doors and Windows, 1971 Report. 5:95 
Fire Hose, 1971 Report. 5:95 
Fire Protective Signaling Systems, Interpretation Procedure. 5:62 
Fire Pumps, 1971 Report. 5:95 
Fire Reporting, 1971 Repwrt. 5:95 
Flameproofing and Preservz.\ive Treatments, Disbanded. 5:18 
Flammable Liquids, 1971 Report. 5:95 
General Storage, 1971 Report. 5:96 
Halogenated Fire Extinguishing Agent Systems, 1971 Report. 5:96 
Hospitals, 1971 Report. 5:96 
Industrial and Medical Gases, 1971 Report. 5:97 
Industrial Trucks, 1971 Report. 5:98 
Laws and Ordinances, Disbanded. 5:18 
Liquefied Natural Gas, 1971 Report. 5:98 
Marine Fire Protection, 1971 Report. 5:99 
Mobile Homes and Recreational Vehicles, 1791 Report. 5:99 
Motor Vehicle and Highway Fire Protection, 1971 Report. 5:101 
National Electrical Code, 1971 Report. 102 
Ovens and Furnaces, 1971 Report. 5:105 
Piers and Wharves, 1971 Report. 5:105 
Rack Storage of Materials, 1971 Report. 5:105 
Standpipes and Outside Protection, 1971 Report. 5:114 
Water Cooling Towers, 1971 Report. 5:114 
Water Tanks, 1971 Report. 5:114 
Wearing Apparel, Disbanded. 5:18 
NFPA TecunicaL ComMMITTEES, GENERAL-INTEREST ITEMS: 
Cost of Operations. 3:102 
Form for Comments on Standards, Endorsed. 2:81 
Regulations Governing, Proposal on Chairmen Rejected. 2:81 
NFPA TREASURER: 
Report, Jan. 1-Dec. 31, 1970. 5:35, 65 


Nicket MINE Fire: 
Near Hope, B.C., Aug. 2, 1970. 3:30 


Nixon, RicHarp M.: 
NFPA Seventy-fifth Anniversary Message. 5:34 


NorFOLk, Va.: 

Playhouse Fire, Nov. 28, 1970. 3:53 

Tank Barge Fire, Dec. 17, 1970. 3:53 i 
NortH BELLINGHAM, Mass.: 

Cabinet-Finishing Plant Fire, Dec. 9, 1970. 3:54 


NortH Benp, OREG.: 

Fire Prevention Program. 5:60 
Norway: 

Fire Statistics, 1970. 6:67 
Norwoop, Mass.: 

School Fire, March 13, 1971. 4:49 


NursinG Home Fire: 
Marietta, Ohio, Jan. 9, 1970. 3:10 
Milton-Freewater, Oreg., Aug. 25, 1971. 6:50 
Tueson, Ariz., Oct. 11, 1970. 2:44 


Nursinc Homes: 
Designing Life Safety. 1:48 
Fire Protection, Substandard. 5:62 
Marietta, Ohio, Protection When Reopened. 2:37 
State Fire Protection Requirements. 6:56 





oO 


Occupancy Fire Picture, THE: 
Hospital Safety — Survey Report. 4:39 
Is Your Hospital Staff Fire-Trained? 6:44 
Postal Service Fire Protection Program. 3:15 
Occupational Safety and Health Act: 
Meaning to Industry. 5:5, 44 
Ove to NFPA: 
Editorial. 5:3 
O’DonnELL, J. A.: 
Service on Aviation Committee Recognized. 5:37, 88 
Orrice BuILpING Fire: 
Nashville, Tenn., July 6, 1971. 6:50 
New York, N.Y., Aug. 5, 1970. 1:18; 3:31 
New York, N.Y., Dec. 4, 1970. 2:5 
Orrice OccuPANCIES: 
Fire Losses, 1970. 5:23 
O'Hagan, Joun T.: 
Vice-President, NFPA, 1971-1972. 5:36 
Om Ciry, Pa.: 
Garage, Repair, Fire, Oct. 23, 1970. 2:45 
Ow Dritire Rie Fire: 
Off New Orleans, La., Dec. 12, 1970. 3:30 
Oxvanoma Ciry, OKLA.: 
Drugstore Fire, Nov. 28, 1970. 3:51 
Open FiamEs, SPARKS: 
Losses, 1970. 5:22 
Open-PLAN BUILDINGS: 
New Fire Safety Approach. 6:38 
Open-Puan Scuoot Buitpine: 
New Approach to. 5:41 
OPERATION BREAKTHROUGH: 
Defined. 2:11 
OREGON: 
Fire Deaths, 1969. 2:8 
Fires, 1969. 2:9 
OSHA (See Occupational Safety and Health Act) 
OxyYGEN: 
Aircraft Cabin Fire. 5:26 
Apollo 13 Fire. 5:51 
Cloud, Fire Incident. 1:76 
Fiberboard-Saturated, Explosive. 2:19 
Liquid, Escape during Transfer. 2:15 
Liquid Explosions. 2:15 


Paint Fire: 

Spray Booth. 2:44 
PALMDALE, CALirF.: 

Aircraft Fire, May 25, 1970. 3:32 
Paper Propucts PLant Fire: 

Logs, Portland, Oreg., April 11, 1971. 5:72 

Tissue, Fullerton, Calif., April 30, 1971. 5:71 
ParTITIONS, SMOKESTOP: 

Extended Only to Suspended Ceiling. 3:6 
PasapeEna, Mp.: 

Dwelling Fire, Oct. 13, 1970. 2:43 
PascaGou.a, MIss.: 

Boat-Building Plant Fire, Dec. 14, 1970. 3:54 
Pentriza, WiuuraM A.: 

First Vice-President, FMANA, 1971-1972. 5:42 
PERLITE CONCRETE: 

Definition. 3:57 
Pesutico, Wisc.: 

Conflagration, Oct. 8, 1971. 5:106 
PrerroLteuM ETHER: 

Explosion. 1:46 
PETROLEUM PLANTS: 

Fire Problems in. 5:58 

Public Agency and. 5:56, 57 
PHILADELPHIA, Pa.: 

Handling False Alarm Offenders. 3:94 
Pier-AND-WHARF FIRE: 

Ketchikan, Alaska, Aug. 23, 1970. 1:44 
PirrspurGH, CALIr.: 

Department Store Fire, April 9, 1971. 4:50 
Puastic Duct: 

Plating Tank Exhausted, Fire Spread through. 5:72 
Puastic Fires (See specific product) 
Puastic FuRNITURE: 

Polyether Padding. 4:88 

PVC Covering. 4:88 

Smoke Generated by. 5:73 
Puastic Propucts PLant Fire: 

Polystyrene Cups, W. Whiteland, Pa. Jan. 25, 1970. 3:34 
Piastic Propucts-MANUFACTURING PLANT FIRE: 

Dayton, Ohio, March 11, 1971. 4:49 
Priastics Fires: 

Polyurethane Interior Finish. 3:92 
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Puiastics Fires: 

Glass-Fiber-Reinforced Duct. 5:72 

Tetrafluoroethylene in Oxygen. 5:51 
Puastics-MANUFACTURING FIRE: 

Polyethylene, Longview, Tex., Feb. 26, 1971. 4:50 

Polystyrene, Covington, Ga., April 21, 1971. 6:50 
PLAYHOUSE Fire: 

Norfolk, Va., Nov. 28, 1970. 3:53 
PLuMBING TorcH: 

Fire Cause. 6:47 
PiymoutTs, Pa.: 

Shopping Center Fire, Jan. 10, 1970. 3:29 
Piywoop: 

Spread Fire. 1:43 
PoinTE aux TREMBLEsS, P.Q.: 

Home for Aged Fire, Nov. 5, 1970. 3:13 
POKE-THROUGHS: 

Assemblies, Fire Tests. 3:56 

Water Damage Because of. 6:48 


POLYETHER: 

Chair Padding Fire. 4:88 
POLYSTYRENE: 

Insulation Fire. 1:22 
POLYURETHANE: 


Foam Storage Fire. 2:45 
Furniture Padding Spread Fire. 1:22, 45 
Insulation Fire. 2:45 
Interior Finish Fire. 3:91 
Sprayed Insulation Fire. 3:53 
Storage Fire. 3:36 
PouyvinyL CHLORIDE: 
Chair Upholstery Fire: 4:88 
Clothing on Racks Fire. 2:45 
Port WELSHPOOL, Vict.: 
Ship Fire, March 22, 1969. 2:15 
PorTLAND, OREG.: 
Paper Products Plant Fire, April 11, 1971. 5:72 
PREPLANNING: 
Pays Off. 4:21 
PRINTING PLANT Fire: 
Newspaper, Dallas, Oreg., Nov. 11, 1970. 2:44 
PROPANE: 
Tank Explosion in Fire. 2:18 
Pusiic ASSEMBLY OccUPANCIES: 
Fire Losses, 1970. 5:22 
Pusiic AssEMBLY OccuPANCIES (See also separately listed occupancies): 
NFPA No. 101, 1970 Revisions. 4:37 
Pump, Fire: 
Electric, Power-Failure During Fire. 3:29 


Q 


Quesec Ciry, P.Q.: 
Building-under-Construction Fire, March 3, 1971. 6:47 


R 


RACETRACKES: 
Stable Fire Statistics. 6:35 
Stable Protection. 6:35 
Racine, Wisc.: 
Restaurant Fire, Feb. 15, 1971. 4:47 
Rack SToraGE: 
Challenge of. 5:45 
Fire Tests. 5:45 
Meeting Challenge with Standards. 6:61 
Standard for. 5:45 
Rapio: 
Reaching the Consumer with. 5:59 
Raitroap Rouuine Stock Fire: 
Derailment, Crescent City, Ill., June 21, 1970. 3:33, 102 
Wells, Nev., June 1969. 5:49 
Rartroap Section, NFPA: 
Annual Meeting, 1971. 5:45 
Nominating Committee Report, 1971. 5:46 
RAILROADS: 
Coperation of Protection Agencies. 5:49 
Handling Emergencies. 5:48 
Look to the Future. 5:48 
Reducing Fires on Rights of Way. 5:48 
RSMA Commodity Safety System. 5:48 
Tank Car Safety Research. 5:48 
RayYMonpD, MAINE: 
Dwelling Fire, July 27, 1971. 6:47 
REcorps: 
Destroyed by Fire. 6:14 
RECREATIONAL VEHICLE FIRE: 
Camper, Vancouver, Wash., Aug. 7, 1971. 6:50 
Repwoop Ciry, Cauir.: 
Electrical Appliance Repair Plant Fire, March 22, 1971. 4:49 





Rerinery, Or, Fire: 

Beaumont, Tex., Sept. 7, 1970. 3:29 

Linden, N.J., Dec. 5, 1970. 3:29 

Sugar Creek, Pa., June 19, 1970. 3:29 
RESEARCH (See also Fire Tests): 

Applied, Dwelling Fire Needs. 2:11 

Current and Future Activities. 5:51 

Fire Detection Institute. 6:60 

Fire Protection and. 5:58 

Foam System for Carrier Deck. 5:38 

Johns Hopkins Project. 5:52 

NASA, Fire. 5:51 

NBS Fire Research and Safety Office. 5:63 

Tank Car Safety. 5:48 

What Applied is Needed. 5:51 
RESIDENTIAL OcCCUPANCIES: 

Fire Losses, 1970. 5:23 

Level of Fire Safety for. 2:11 

Material First Ignited. 2:8 

Modular Homes, Fire Safety. 2:48 
RESTAURANT FIRE: 

Antioch, Calif., July 4, 1970. 1:44 

Chesterfield, Va., Aug. 10, 1970. 1:44 

Dunedin, New Zealand, April 25, 1971. 5:73 

Holyoke, Mass., June 11, 1971. 6:48 

Los Angeles, Calif., March 28, 1971. 6:48 

Racine, Wisc., Feb. 15, 1971. 4:47 
RicuMonp, B.C.: 

Dwelling Fire, Aug. 17, 1970. 2:87 
RIvERVIEw, MIcu.: 

Dwelling Fire, Jan. 8, 1971. 3:52 
Rocuester, N.Y.: 

Apartment Fire, April 24, 1971. 5:72 
Rock Isianp, ILL.: 

Apartment Fire, March 18, 1971. 4:48 
Rockets: 

Launch Pad Fire. 1:77 
Rocxrorp, ILt.: 

Metalworking Plant Fire, May 4, 1971. 5:72 
Roor ASSEMBLIES: 

Gypsumboard Membrane. 1:54 
Room: 

Definition. 6:39 
Rope: 

Used to Escape. 4:20 
RvuBBISH, TRASH: 

Packing Material Piled in Corridors. 3:52 
Ryan, Luioyp G.: 

Second Vice-President, FMANA, 1971-1972. 5:12 


Sarety At Any HEIGHT: 
Editorial. 4:3 
Saginaw, TEx.: 
Food Products Plant Fire, Oct. 12, 1970. 2:44 
Sr. LAuRENT pu Pont, FRANCE: 
Dance Hall Fire, Oct. 31, 1970. 3:91 
St. Rocs pe t’Acuiean, P.Q.: 
Dwelling Fire, Jan. 4, 1970. 3:10 
SALAMANDER: 
Cause of Fire. 6:47 
San Francisco, Cauir.: 
Furniture Showroom Fire, May 15, 1970. 3:35 
NFPA Annual Meeting, 1971. 5:34 
San Jose, Cauir.: 
Building-under-Construction Fire, Sept. 21, 1970. 2:46 
Tar Kettle Fire, Sept. 21, 1970. 2:46 
San LeanpRO, CALIr.: 
Outdoor Storage Fire, April 24, 1971. 6:49 
Sanpers, Jack C.: 
Secretary, FMANA, 1971-1972. 5:42 
SANITARIUM Fire (See Institutional Fire) 
Santa Ana, CALIr.: 
Fire Prevention Program. 5:60 
Saratoca Sprinos, N.Y.: 
Auto Sales, Service Store Fire, Dec. 29, 1970. 3:51 
Scuoou Fire: 
Baltimore, Md., Nov. 1, 1970. 2:46 
Chelsea, Mass., Nov. 9, 1970. 2:46 
High School, Hempstead, N.Y., July 24, 1970. 3:29 
Huntington, W.Va., Feb. 3, 1971. 4:49 
Norwood, Mass., March 13, 1971. 4:49 
Southfield, Mich., Nov. 12, 1970. 2:46 
ScHOOLs: 
Open Plan. 5:41 
Open Plan, Fire Safety Approach. 6:38 
ScHULENBERG, TEX.: 
Metalworking Plant Fire, Nov. 5, 1970. 2:44 
ScIENCE: 
Fire Protection Needs for. 4:43 
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Searu, Epwin N.: 
Director, NFPA, 1971-1974. 5:36 
Membership Promotion Committee Member. 5:17 
Technical Advisory Committee Member. 5:17 
SEATTLE, WasH.: 
Fire Prevention Program. 5:59 
Hotel Fire, March 20, 1970. 1:37 
Hotel Fire, March 20, 1970. 3:9 
SEcuRItTyY: 
Buildings vs. Life Safety. 2:40 
Suarts, Utiuity: 
Smoke Spread Up. 3:7 
Surp Fire: 
Tank Barge, Norfolk, Va., Dec. 17, 1970. 3:53 
Western Spruce, Port Welshpool, Vict., March 22, 1969 2:15 
SHIps: 
Tanker Fire Tests. 5:52 
SHREVEPORT, La.: 
Battery Plant Fire, Oct. 12, 1970. 3:33 
SMOKE: 
Components and Dangers. 5:62 
Control in High-Rise Buildings. 5:59 
Spread in Enclosed Stairway. 2:7 
Venting Means Needed. 2:13 
SMOKING AND MATCHES: 
Fires Caused by. 2:44, 46; 3:92; 5:73 
Losses, 1970. 5:22 
Society or Fire Prorection ENGINEERS: 
Annual Meeting, 1971. 5:35 
Soutu PorTLaAnp, MeE.: 
Metal Products-Manufacturing Plant Fire, Dec. 17, 1970. 3:54 
SouTHFIELD, MIcu.: 
School Fire, Nov. 12, 1970. 2:46 
SPARKPROOF TOOLS: 
Sparks by. 6:95 
Sparks, ELECTROSTATIC: 
Fire Cause. 4:48, 49 
SPARKS, FRICTION: 
Aluminum Tools. 6:95 
Stones in Straw Racker. 1:43 
Spontaneous HeatInG: 
Bituminous Coal. 4:48 
Linseed Oil-Soaked Rags. 4:49 
SPONTANEOUS IGNITION: 
Tar Mop. 2:74 
Spray Booru: 
Fire Originated at. 2:44; 3:54 
SPRAYED MINERAL FIBER: 
Definition. 3:57 
SPRAYED-ON PROTECTION: 1:58 
SPRINGFIELD, ILL.: 
City Club Fire, May 21, 1970. 1:45 
SPRINGFIELD, Mo.: 
Grocery Warehouse Fire, Feb. 16, 1970. 3:31 
SPRINKLERED BUILDING: 
Loss of Life in. 6:50 
SPRINKLERS: 
A New Life Safety System. 1:50 
Accelerated Depreciation Allowance. 4:86 
Advantage. 2:35 
Convincing Consumers to Install. 2:35 
Economic Benefits from. 4:44 
Fatal Fire. 2:44 
High-Rise Buildings. 4:9 
Life Safety System. 5:62 
Modeling, Combustion and Extinction. 5:55 
Myths About. 2:36 
Partial Protection, Not A Factor. 4:22 
Partial Systems. 4:94 
Performance in Large-Loss Fires, 1970. 3:33 
Rack Storage. 6:62 
Special System for Stables. 6:36 
Standpipes, Combined Systems. 5:68 
State Nursing Home Requirements. 6:56 | 
Water Entered Gasoline Tank. 2:30 
SpRINKLERS, DELUGE: 
For 747 Hangar. 1:24 
Testing with Plastic Tubing. 1:24 


SPRINKLERS, PARTIAL, SATISFACTORY PERFORMANCE: 4:60 ’ 
SPRINKLERS, SATISFACTORY PERFORMANCE: 1:46; 2:44; 3:33, 54; 4:49, 50; 
5:72, 73, 74 


SPRINKLERS, UNSATISFACTORY PERFORMANCE: 
Automatic Fire Pumps Did Not Start. 3:34 
City Gravity Tank Drained for Repairs. 3:34 
Damaged by Dust Expiosion. 3:32 
Discharge Shielded from Fire. 5:71 
Fire Entered Joist Channels. 3:35 
Fire on Roof Entered Concealed Joist Channels. 3:34 
Fire Spread Too Fast. 2:45 
Hazard Too Severe for System as Installed. 3:36; 6:14 
Origin in Unsprinklered Area. 3:29; 5:72 
Overfiuowed Gasoline Tank. 2:30 





Overpowered by Severe Exposure Fire. 3:35 Tank Truck, FLAMMABLE Liqu, Fire: 








Partial System, Origin in Unsprinklered Area. 3:35 Moline, I11., Aug. 6, 1970. 1:43 

Pipe Plugged with Scale. 3:36 Tulsa, Okla., Jan. 25, 1971. 4:48 

Poor Water Supply. 3:33 Tank Truck, LP-Gas, Fire: 

Premature Shutoff. 3:35, 36; 5:71 Eden Prairie, Minn., Feb. 4, 1971. 5:74 

Shut Off to Prevent Freezing. 2:46 Hopkinton, Mass., Sept. 15, 1970. 1:5 

Shut-off, Frozen Dry-Pipe Valve. 3:28 Hudson, Ohio, Nov. 12, 1970. 2:45 

Valve Closed. 3:37 Tank Truck, OxyYGEN, Fire: 

Valve Closed to Prevent Freezing. 5:72 Launceston, Tasmania, April 23, 1969. 2:22 

Valves Almost Closed. 3:36 Tar Kertte Fire: 
STABLEs: San Jose, Calif., Sept. 21, 1970. 2:46 

Racetrack, Protection. 6:35 Tar Mop: 

Racetracks, Fire Losses. 6:35 Fire. 2:74 
STAIRWAY: Spontaneous Ignition Test. 2:74 

Enclosed, Hose Kept Door Open. 2:7 TELEVISION: 

Open, Fire Spread Up. 1:35, 38, 46; 3:25, 53 Antennas, Lightning Protection. 3:103 
STANDPIPE: Reaching the Consumer with. 5:59 

Opened, Prank. 2:43 TEXTILE-FINISHING PLANT FIRE: 

Sprinklers, Combined Systems. 5:68 Johnstown, N.Y., Nov. 12, 1970. 3:35 

Useless Tangled, Disconnected. 4:48 TEXTILE Propucts-MANUFACTURING FIRE: 
STARCH: Clothing, Los Angeles, Calif., Sept. 11, 1970. 2:45 

Dust Explosion. 3:32 Mattresses, Wilmington, Del., Aug. 14, 1970. 1:46. 
STATISTICS: Sheets, Magog, P.Q., Feb. 28, 1970. 3:35 

Fire, International 1970. 6:67 Tower, SMOKEPROOF: 

Fire, Per Capita, 1970. 4:81 Need for. 2:7 

Fire, U.S., Canadian Cities, 1970. 4:79 TRANSPORTATION: 

Need for. 4:43 Problems and Solutions. 6:17 

Racetrack Stable Fires. 6:35 TRENTON, N.J.: 

Reliable, Editorial. 1:3 Warehouse Fire, Dec. 31, 1970. 3:54 
STEEL: Tucson, ARIZz.: 

Damaged, Sprayed-on Insulation: Removed. 1:87 Hotel Fire, Dec. 20, 1970. 3:9, 21 

Sprayed-on Protection. 1:58 Nursing Home Fire, Oct. 11, 1970. 2:44 
STILLWATER, OKLA.: Tusa, OKLA.: 

Fraternity House Fire, Nov. 3, 1970. 2:44 Tank Truck Fire, Jan. 25, 1971. 4:48 
STorRAGE OccuPANCIEs: TUNNELS, UTILity: 

Fire Losses, 1970. 5:23 Fire Protection for. 6:5 


StToraGe, Ovrpoor, Fire: 
Plastics, San Leandro, Calif., April 24, 1971. 6:49 


Polyethylene Pellets, Los Angeles, Calif., March 5, 1971. 6:48, 49 U 
SroraGe, Rackep (See Rack Storage) UFIRS: 
Store Fire: HUD Contract. 5:41 
Appliances, Erie, Pa., July 23, 1970. 3:35 Unitep Kincpom: 
Auto Sales, Serv., Saratoga Springs, N.Y., Dec. 29, 1970. 3:51 Fire Statistics, 1970. 6:67 
Department, Fresno, Calif., Oct. 26, 1970. 3:29 UNITED StaTEs: 
Department, Minneapolis, Minn., June 27, 1970. 3:35 Fire Record of Cities, 1970. 4:79 
Department, Pittsburgh, Calif., April 9, 1971. 4:50 Fire Statistics, 1970. 6:67 
Discount, Mattydale, N.Y., April 13, 1970. 3:29 Major Fires of 1970. 3:28 
Drugs, Covina, Calif., Dec. 20, 1970. 3:51 Unrtep States DEPARTMENT OF DEFENSE: 
Drugs, Greensboro, N.C., Oct. 11, 1970. 1:46 Tri-Service Aviation Fire Suppression Program. 5:38 
Drugs, Oklahoma City, Okla., Nov. 28, 1970. 3:51 Unitrep States DEPARTMENT OF HEALTH, EDUCATION AND WELFARE: 
Furniture, High Point, N.C., Nov. 1, 1970. 3:51 Administration of Occupational Safety and Health Act. 5:6 
Furniture Showrooms, San Francisco, Calif., May 15, 1970. 3:35 Requirements of Medicaid Facilities. 5:41 
Gasoline Service Station, Atlanta, Ga., Oct. 2, 1970. 2:29 Requirements of Medicare Facilities. 5:41 
Lift Trucks, Nashville, Tenn., June 9, 1971. 6:28 UFIRS Contract with NFPA. 5:41 
Shopping Center, Las Vegas, Nev., July 7, 1971. 6:48 Unitep States DEPARTMENT OF LABOR: 
Shopping Center, Plymouth, Pa., Jan. 10, 1970. 3:29 Administration of Occupational Health and Safety Act. 5:6 
Supermarket, Glendora, Calif., Feb. 2, 1971. 5:71 Administration of Maritime Safety Act. 5:6 
Variety, Aurora Village, Wash., April 2, 1971. 5:71 Unrrep States DEPARTMENT OF TREASURY: 
SvuGar CREEK, Pa.: Explosives Regulations. 5:42 
Oil Refinery Fire, June 19, 1970. 3:29 Unirep States Postau SERVICE: 
SwEDEN: Fire Protection Program. 3:15 
Fire Statistics, 1970. 6:67 Uritiwors (See Tunnels, Utility) 
SwITzERLAND: Utitity TunNELs (See Tunnels, Utility) 


Fire Statistics, 1970. 6:67 
Systems ANALYSIS: 

Aid to the Fire Department. 1:13 Vv 

Defined. 1:13 

Definition. 5:50 

Energy Environment in Buildings. 5:50 

NFPA’s Role in. 5:50 

Principles, Meaning, Development. 5:50 


VaLve, RADIATOR: 
NaK Escape. 2:76 

Vancouver, B.C.: 

Dwelling Fire, Sept. 18, 1970. 2:87 
VANCOUVER, WASH.: 

Camper Fire, Aug. 7, 1971. 6:50 
Vents, Roor: 

Automatic, Satisfactory Performance. 4:49 


7 VERMICULITE CONCRETE: 
Definition. 3:57 
Tasisz, E. C.: VERMICULITE TyPE MK: 
Research Committee Member. 5:17 Definition. 3:57 
TALKING EXTINGUISHING EQUIPMENT: VERTICAL FrIrRE SpREAD THROUGH WINDOws. 6:47 
Carbon Tetrachloride, FDA Action, 1968. 3:19 VERTICAL OPENINGS (See also Stairways): 
Combined Sprinkler System and Standpipes. 5:68 Aluminum Wall Separated from Slab. 2:7 
Fire Protection for Race Horses. 6:35 Elevator Shaft, Fire Spread Up. 4:19 
Testing Deluge Systems. 1:24 Nonfirestopped Walls. 5:72 
Selling Automatic Sprinkler Protection. 2:35 Pipe Chase, Fire Spread Up. 5:72 
Tank, LP-Gas, BuLK PLANT, Fire: Stairway, Fire Spread Up. 3:25 
Hudson, Ohio, Nov. 12, 1970. 2:45 Utility Shaft, Sraoke Spread Up. 3:7 
TANK, OXYGEN, FIRE: Vents Between Floors, Fire Spread through. 3:53 
Apo.Lto 13. 5:51 VERTICAL OPENINGS, POKE-THROUGHS: 
Tank, REFINERY, CHEMICAL PLANT F1RE: Fire Spread through. 1:22, 87 
Oil, Beaumont, Tex., Sept. 7, 1970. 3:29 Vickery, GorDON: 
TANKS, FLAMMABLE, COMBUSTIBLE LiQquIDs: Director, NFPA, 1971-1974. 5:36 
Titanium, Lightning Tests. 5:51 Membership Promotion Committee Member. 5:17 
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Ww 
Waco, Tex.: 
Warehouse Fire, Oct. 12, 1970. 2:45 
WALLS: 


Division, Substandard, Fire Spread Beyond. 5:73 

Watts, ALUMINUM: 
Affected by Heat in Fire. 2:6 

Watts, Fire: 
Satisfactory Performance. 6:48 

WattHam, Mass.: 
Battery Plant Fire, March 18, 1970. 3:33 

WAREHOUSE Fire: 
Bonded, Greensboro, N.C., Oct. 15, 1970. 3:36 
Coal Silo, Willoughby, Ohio, March 21, 1971. 4:48 
Cotton, Kennett, Mo., Jan. 14, 1970. 3:36 
Department Store, Chicago, July 12, 1970. 3:36 
Foamed Polyurethane, Bremen, Ind., Nov. 13, 1970. 3:36 
Furniture, Milford, Conn., March 11, 1970. 3:31 
Grain Elevator, Chicago, Ill., July 27, 1970. 1:44 
Grain Elevator, Destrehan, La., Sept. 13, 1970. 3:31 
Grain Elevators, Waco, Tex., Oct. 12, 1970. 2:45 
Grocery, New Bedford, Mass., July 27, 1970. 3:36 
Grocery, Springfield, Mo., Feb., 16, 1970. 3:31 
Hardware, Houston, Tex., Jan. 10, 1970. 3:37 
Paper Products, Emmaus, Pa., June 25, 1971. 6:49 
Petroleum Products, Hammond, Ind., Feb. 5, 1970. 3:31 
Plastic Products, Hamtramck, Mich., May 23, 1970. 3:32 
Polyurethane Foam, Bremen, Ind., Nov. 13, 1970. 2:45 
Public Storage, Jackson, Miss., April 7, 1971. 5:73 
Starch Products, Clinton, Iowa, April 21, 1970. 3:32 
Wood Products, Trenton, N.J., Dec. 31, 1970. 3:54 


Wasuineron, D.C.: 

Aircraft Fire (National Airport), Dec. 31, 1970. 5:26, 37 

Airport Terminal Fire (National Airport), Dec. 31, 1970. 5:37 
WaTERFLOW ALARM: 

Absence of, Delayed Discovery. 3:54 
WELDING AND CuTTING: 

Fire Caused by. 2:6, 45; 3:29, 30, 53, 54; 4:48, 49; 6:49 
WELLS, NEv.: 

Railroad Rolling Stock Fire, June 1969. 5:49 
West GERMANY: 

Fire Statistics, 1970. 6:67 
West WHITELAND, Pa.: 

Plastic Products Plant Fire, Jan. 25, 1970. 3:34 
Wuat’s New In Fire Prorection. 1:79; 3:98; 4:90; 6:89 
WILLovGuBy, OuI0: 

Coal Silo Fire, March 21, 1971. 4:48 

Dwelling Fire, Dec. 31, 1970. 3:52 
WitmincTon, Det.: 

Mattress Plant Fire, Aug. 14, 1970. 1:46 
WINDoWLEss BUILDINGS: 

Access Panels. 2:41 
WInpDows: 

Dwellings. 2:41 

Schools. 2:41 
Woop-SHINGLE Roor: 

Fire Spread by: 5:108 
WoopworKING PLANT FIRE: 

Cabinets, Nort): Bellingham, Mass., Dec. 9, 1970. 3:54 

Plywood, Emporia, Va., April 12, 1971. 6:11 


Author Index 


AssBortt, J.C. 4:88; 5:37 
Axsrams, M.S. 3:56 

AHERN, JoHN J. 5:75 
ALBRECHT, A. RicHArRD. 3:40 
ANDERSON, Pavut B. 2:76 
Artz, Ropert B. 5:38 
ATALLAH, Sami. 2:48; 5:54 


Bascock, Cuester. I. 1:3; 3:3; 4:3; 6:3 
Barrows, Ricuarp G. 5:61 
BENNETT, Epwarp, III. 5:41 
Berri, Watter G. 5:52 
BiGGLesTone, Harry C. 5:57 
Brack, WituiaM F. 5:48 
Bowen, Francis. 3:95 

Boyrp, Howarp. 6:28 
BRENNEMAN, JAMES J. 5:28, 37 
Brinvces, Austin E. 1:41 
BrirFrett, JOHN R. 1:13; 4:33 
Buckuey, Joun L. 5:41 
Buosesr, Percy. 4:51 
BuRKHOLDER, KENNETH A. 5:49 
Busn, Loren S. 5:78 

Byrus, Ropert C. 5:61 


Casey, Raymonp J. 2:41 
Cates, Jack W. 5:43 
Cavucuron, James H. 5:41 
Centers, CtypE W. 5:60 
Cuaney, Byron R. 5:59 
Cuourn, RoGer 5:44 
Curistian, W. J. 2:13; 4:25 
Conpon, Emmet D. 5:44 
Corcoran, JOHN R. 5:42 
Corcoran, Les. 2:76 
Cox, R. G. 4:43 


DEGENKOLB, JoHN G. 5:59 
Dornetre, WituiaM H. L. 5:61 


EcuHTERNACHT, JOHN E. 5:58; 6:51 
EvuBank, Joun O. 2:25 


Fee, Frank J., Jr. 5:66 
Ficre,t, WALTER J. 5:53 
Fisn, Ricnarp H. 5:38 
Franck, THomas E. 2:77 
GayYLe, Joun B. 1:7 
GERHARD, JOHN. 5:41 
Grant, Rospert W. 5:42, 50 
Graziano, Ropert M. 5:48 
GustaFrerro, A. H. 3:56 


14 


HarssLer, WALTER M. 5:53; 6:17 
Hammack, James M. 1:27; 3:19; 5:69; 6:37 
Harpy, R. F. 5:49 

Hayes, Terry C. 5:40, 41 

Hiuu, BarBara. 5:60 

Hitz, Raymonp M. 5:61 

Hopnick, H. V. 5:52 

Howarp, THomas FRANK. 5:41; 6:37 


JABLONSEY, E. J. 5:38 
Jessup, Ropert G. 5:41 
JIMENEZ, MaTTHEW. 5:61 
JoHNsON, DonaLp M. 5:56 


Kave.kar, AsHoK 8. 5:55 
Keegan, Earu W. 5:37 
KrumartTIN, JOHN. 2:15 
Kirk, G. B. 1:54 

Korn, Grorce C. 5:43 


Larson, V. M. 5:58 

Leroy, C. Haypen. 5:36 
LevitTon, THEODORE. 5:48 
Levy, Morris. 5:41 

Luioyp, Ricuarp L. 

Lonsez, Avex. 5:58 

Lyons, Paut R. 1:53; 2:54; 3:92 


MacKay, Danie J. 5:55 

Marcy, JoHn F. 5:37 

Margs, Leonarp G., Jr. 5:62 
Marryatt, Harry W. 5:35 
Martin, STANLEY B. 5:58 

Mason, Haypen. 1:81; 2:84; 3:49; 4:85; 5:136; 6:88 
Mattocks, Emer O. 5:63; 6:30 
McKiwnon, Gorpon P. 5:45 
McPuerson, Rospert W. 5:62; 6:8 
Me tprvum, D.N. 5:54 

Mutter, W. Tep. 5:60 

MircHe.i, Ken. 5:60 

MircHe.u, Puiwuire S. 5:51 
Morecan, CHarves S. 5:81 
Morais, DonaLp W. 5:44 
Morais, Joun. 5:62 


Nasu, G. 2:32 
Navarro, JosepH A. 5:50 
Newson, Haroup E. 5:50 


Oupenporr, L. E. 5:62; 6:42 
Opp, Paut F., Jr. 4:42 








Patron, Ricnarp M. 1:48; 5:62 
Perry, CHARLES. 5:37 
Pererson, Car. 5:41 
Peterson, Henry B. 5:38 
PINGREE, DANIEL. 2:8; 5:106 
PinKEL, Irvine I. 5:51 
Powers, W. RoBert. 1:18; 2:5 
Proctor, Joun. 5:5, 44 
Purineton, R. G. 5:58 


Rapnorsky, Matruew I. 5:37 
Rear, Georce W., Jr. 5:45, 46 
ReGan, JosepH W. 5:62; 6:45 
Rei, Epwarp P. 5:62; 6:60 
Ruopes, J. M. 5:45 
RicHarps, DeLaine T. 5:60 
R1ope.ue, James H. 4:86 
Rosperston, J.C. 5:41 
Rockett, JoHN. 5:63 

Rut, Rene. 5:36 

Russe.u, Roger M. L. 5:45 


Sampson, A. F. 4:8; 5:62 

Sanpers, Jack C. 5:42, 64 
Scuirmer, C. W. 6:61 

Sears, ALBERT B., Jr. 1:5; 2:37; 3:5 
Seaat, Louis. 5:58 

Semp.e, J. Brooks. 5:62 

SHEEHAN, Daniet F. 5:52 


15 


SrncuH, MANOHAR. 3:17 

Smirn, Paut D. 5:58 

Spaetu, Herman H. 5:59 

Stevens, Ricuarp E. 1:58; 2:41; 3:27; 4:5, 38; 5:33; 6:91 
Stickney, C. Water. 5:41; 6:38 

Stone, WALTER R. 1:27; 2:34;3:97; 4:42; 5:30, 134; 6:70 


Tasisz, Epwarp F. 5:55 
Taytor, JAMEs D. 5:48 
TOELLNER, LAWRENCE. 5:41 
Tryon, Georce H. 1:28; 2:3; 5:3 


Uuiana, JoHn H. 5:43 
Vickery, Gorpon F. 5:59 


Watts, W. L. 5:57; 6:5 

Wa tTer, Cari W. 5:53; 6:23 
WaTERMAN, T. E. 4:25 

Warrovus, LaurRENcE D. 1:33; 3:21; 5:9 
Watt, Joun H. 5:38 

We tts, Jack. 5:33, 53 

WHEELER, J. J. 2:75 

Wuire, Wiiu1am V. 1:8 

Wiuuey, A. Etwoop. 4:17; 5:13; 6:11 
Wituiamson, Harry M. 5:45 
WrtuiaMson, R. B. 5:58 

Witson, Troy. 5:62 


ZIMMERMAN, CHARLES EF. 5:62 





27.5M-12/71-FP 


Printed in U.S.A. 





© 


eer) 





